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DEMAND AND SUPPLY IN THE 
LEARNED PROFESSIONS 
WALTER M. KOTSCHNIG, Pu.D. 


Visiting Professor of Education, Smith College 
NORTHAMPTON, MASS. 


The latest report of the president of Harvard 
University to the Board of Overseers has caused a 


‘considerable stir among educators, professional men 


and women and in the general public. One of the 
passages most frequently quoted reads that “we are in 
danger of reaching the condition already so acute on 
the continent of Europe, where the problem of unem- 
ployment in the learned professions demands attention 
even in countries wracked by political and economic 
trouble.” President Conant by implication ascribes 
this state of affairs to excessive student enrolments. 
“No one knows,” he says, “how serious is the unem- 
ployment of university men, but it seems to me highly 
probable that a diminution in the total number of 
students in the universities of this country is desirable.” 
These statements contain a most timely warning, but 
the suggestion that student enrolments should be 
diminished requires further careful analysis. There 
can be no doubt that in many European countries the 
learned professions are overcrowded. And it can 
hardly be denied that this overcrowding is due pri- 
marily to the rapid growth in the enrolment of students 
in professional courses which has manifested itself 
during the last few decades. The disastrous results of 
such overcrowding in the professions are equally evi- 
dent: unemployment and underemployment are all too 
frequent ; professional incomes are on the decline ; pro- 
fessional standards are threatened; and, perhaps most 
important of all, there are large numbers of university 
graduates who, because they are denied work, are in 
the vanguard of revolutionary movements which seek a 
change at all costs. The situation in the United States 
is not nearly so threatening. In the absence of any 
nationwide surveys covering all the learned professions 
—a curious deficiency in a country which abounds with 
research councils and institutes, with inquiries and sur- 
veys and investigations—it is not possible to produce 
adequate data. Yet in the light of the scanty informa- 
tion available it would appear premature to speak of 
ai overcrowding of the learned professions in the 
United States at the present time. The hardships 
suffered by these professions during recent years were 
largely due to the depression, which spared no occupa- 
group. The comparative ease with which gradu- 
ats of the last two years have found gainful work may 
cited in support of this assumption. Notwithstand- 
a tots 
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id Licensure, Chicago, Feb. 14, 1938. 


ing this situation there is no cause for complacence. 
The number of students in professional courses is 
steadily increasing. In several fields it has more than 
doubled between 1913 and 1937. The total number of 
students in American institutions of higher learning is 
today more than three times as large as it was in 1913. 
So far as can be ascertained there is no learned pro- 
fession in which the number of graduates seeking 
admission each year is not considerably in excess of 
the number of practitioners who die or retire. Thus the 
number practicing the various professions is grow- 
ing rapidly and the time seems to be approaching when 
at least in some professions, such as law and medicine, 
the saturation point may be reached. President 
Conant’s warning is therefore very much to the point. 
His further suggestion that “a diminution in the total 
number of students in the universities of this country 
is desirable” is likely to meet with a good deal of oppo- 
sition. It runs counter to the aspirations of the Ameri- 
can people, who have faith in education both as a means 
of improving their social and economic standing and 
because they perceive in it more or less dimly a way 
to a fuller and freer life. That this urge for more and 
more education has led to an influx of large numbers 
of poorly qualified students will not be questioned. If 
this type of student can be eliminated by means of 
stricter methods of selection it will undoubtedly help 
to raise the educational level of the institutions of 
higher learning and will thus by substituting quality for 
quantity serve the best interests of an enlightened 
democracy. On the other hand, it is equally certain 
that there are still large numbers of highly gifted 
children who for financial reasons are denied access to 
higher studies. ~ Their number is probably considerably 
in excess of the number of poorly qualified students 
who might in the future be eliminated from colleges 
and universities, to receive an education elsewhere, 
more in keeping with their natural leanings and abili- 
ties. In other words, if truly democratic procedures 
were applied to admission policies an even larger 
number of students than we have now might be antici- 
pated. It is for this reason that President Conant’s 
suggestion seems to need amplification. A distinction 
should be made between those students who embark 
on prolonged specialized studies which will fit them for 
a narrow range of occupations and those who seek a lib- 
eral education, which, because of its general character, 
will help their mental growth and understanding of con- 
temporary problems, and will consequently prepare 
them both for a wide range of occupations and a fuller 
participation in social life in the widest sense. It 
would be highly undesirable to apply any limitations 
to this latter group, provided those who seek admis- 
sion to liberal studies are intellectually, physically and 


morally qualified to benefit by them. Society, far from 
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suffering from an oversupply of graduates, will gain 
by a larger number of people who are literate in the 
highest sense. 

While we have thus to guard against any form of 
general intellectual malthusianism it is obvious that 
the problem of specialized professional studies pre- 
sents itself in a different light. Here it is not only 
defensible but necessary to establish some balance 
between the supply of practitioners and the demand 
for their services. Professional studies are for the most 
part long and costly. Those who prepare themselves 
for a learned profession, medicine or law or archi- 
tecture or electrical engineering, have to specialize to 
an extent which makes them less adaptable than before. 
In case of unemployment they cannot be expected to 
shift easily from their chosen profession to some other 
occupation. In any case, such a shift nearly always 
involves loss of standing and waste of capital and 
energy spent on the preparation for work in the pro- 
fession originally chosen. Changes of occupation should 
therefore be avoided as far as possible, which means 
that no more people should be trained for a particular 
profession than are reasonably certain to be absorbed. 
The principle is simple and self evident. Its applica- 
tion, however, raises a host of problems, chief among 
them the difficulty of determining future demands in 
the professions. 

FORECASTING FUTURE DEMANDS 

There are five major considerations which ought to 
govern any attempt to arrive at reasonable estimates 
of future demands: 

1. To begin with, the supply of intellectual labor is 
inelastic. The period needed to “produce” a candidate 
for any of the learned professions ranges anywhere from 
four to ten years. Thus the supply of candidates from 
four to ten years hence is determined by the number of 
students entering professional courses today. This 
time lag makes it imperative that*plans be made from 
four to ten years ahead. This is difficult enough. Such 
attempts as that of the Committee of Medical Educa- 
tion to predict the probable number of practitioners as 
far ahead as 1980 are likely to prove futile. At any 
rate they are unnecessary. 

2. The demand for professional services is elastic; 
i. e., it diminishes rapidly as soon as there is a decrease 
in the purchasing power of those who avail themselves 
of professional services, and in many cases out of all 
proportion to that decrease. While bakers and butch- 
ers, dealing in the bare necessities of life, will in times 
of depression continue to sell their goods, though per- 
haps on a somewhat diminished scale, intellectual work- 
ers such as architects, engineers and physicians will be 
confronted with a rapidly diminishing demand for their 
services. These services are counted among the lux- 
uries of life, to be largely dispensed with as long as 
the more primitive needs are not satisfied. Obviously, 
the degree of elasticity or the extent to which the 
demand for professional services shrinks, following a 
decrease in purchasing power, is not the same for all 
types of intellectual work. Some professions are more 
directly subject to economic fluctuations than others. 
Architects, for instance, and sculptors may in times of 
depression see themselves completely unable to earn 
a living, since building operations practically cease. 
The position of dentists and, even more so, that of the 
general medical practitioners, is less vulnerable. Yet 
they will find their patients. postponing operations 
where possible and in many cases consulting them only 
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when such consultation appears imperative. This is, of 
course, particularly true in those countries which are 
not endowed with systems of medical insurance which 
serve to‘absorb and mitigate the shocks of an economic 
depression. However, even where the elasticity of 
demand is comparatively small, the resulting unem- 
ployment in times of depression and the sudden 
decrease in incomes may easily lead to the mistaken con- 
clusion that a given profession is “overcrowded” and 
that the further supply of graduates should be curbed, 
In Germany, for instance, where the National Socialist 
government imposed a 50 per cent reduction on admis- 
sions to higher institutions of learning to fight the unem- 
ployment among college and university graduates, it 
has since become evident that these restrictions have 
led to a real shortage of young practitioners in inore 
than one profession. This was but to be expected, for 
the same elasticity of demand which affects the profes- 
sions adversely in times of depression operates in 
their favor in times of improving economic conditions. 
The dammed-up demand for professional services 
becomes released and offers greatly enlarged opportuni- 
ties to professional men and women. The lesson to 
be drawn is that any prediction of future demands 
should be based on an observation of long-term irends 
which will make it possible to discount the temporary 
effects of periods of depression. 

3. Taking a long-range view, we must recognize that 
we are living in a dynamic world which does not stand 
still. As a result of new technical inventions and 
changes in the economic organization of the various 
countries, occupational patterns are continuously shift- 
ing. It is therefore altogether inadequate ‘and mis- 
leading to base one’s calculations of future demands on 
an estimate of probable openings due to. death and 
retirement only. As a society evolves from an agri- 
cultural state to a highly industrialized community with 
large urban agglomerations, the various professions 
are deeply affected. Some of them may suffer a 
decline, as for instance veterinarians, whose. opportu- 
nities have been severely curtailed by the substitution 
of mechanical traction for animal traction. The general 
trend, however, goes in the other direction ; in a highly 
industrialized society the demand for professional ser- 
vices, for teachers, engineers and architects, is likely to 
increase. Speaking of this country, Hurlin and Givens 
have shown in their article on “Shifting Occupational 
Patterns” in the report on “Recent Social Trends in 
the United States” that the higher service occupations, 
including most of the professions, are very much m 
the ascendent. Higher standards of living and the 
growing complication of modern life create an addi- 
tional demand for professional services. Any estl- 
mates of future demands which do not take ito 
account this additional demand are likely ‘to err con- 
siderably on the conservative side. Most of 
predictions made in Europe during the last few years 
are for this reason erroneous. In parenthesis, it might 
be added at this point that comparisons’ from country 
to country of the ratio of the practitioners of any give? 
proféssion to the total population are of very problem- 
atic value. No valid conclusions can be drawn, for 
instance, from the fact that there are less than 
inhabitants per medical practitioner in this country 
compared with more than 3,000 in Yugoslavia. Such a 
comparison would be useful only if it could be shov 
that. the socio-economic conditions of the two countries 
are substantially alike. -Even. if: this were true, the 
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figures could be plausibly interpreted to mean not that 
the United States has too many but that Yugoslavia 
has two few physicians. 

4. A distinction has to be made between the need 
for professional services and the effective demand for 
such services. If we talk of a prediction of a future 
demand we have in mind the actual demand likely to 
be effective at the time for which the estimate is made. 
These estimates will in most cases be distinct from 
“optimum numbers.” It will be remembered that the 
Committee on the Costs of Medical Care in the United 
States attempted to estimate the “optimum number” of 


- physicians required in the United States to provide for 


all Americans all the medical care deemed necessary 
by present standards. Such estimates may be mislead- 
ing, if they are used as a basis for predicting effective 
demands a few years hence. Their function is rather 
to help stimulate a latent demand and to pave the way 
for such measures as will bring the needed services 
within the financial reach of those who for the moment 
have to forego them. 

5. Finally, agencies set up to study future demands 
for professional labor should not be composed exclu- 
sively of professional practitioners. In addition to rep- 
resentatives of both professional associations and 
professional schools, they should include experts in 
economics and in government as well as social workers 
an other representatives of the public. There are two 
valid reasons which make it imperative that any “plan- 
niig commissions” should be so composed as to 
encourage the broadest possible outlook. The first is 
that the professional prospects in one field depend to a 
larze extent on the general evolution of the occupa- 
tional pattern in any given country. Valid forecasts 
cai be made only if, as has been pointed out, the state 
of the general market for human labor is taken into 
account. It is not possible to make worth while pre- 
dictions regarding the prospects in the field of teaching 
or medicine without a close analysis of occupational 
trends in general. Ideally, it would seem desirable to 
entrust the complicated business of occupational orien- 
tation to some broadly constituted national agency, 
eitlier public or private, which would observe continu- 
ously the condition of the labor market, paying special 
attention to shifts in the demand for professional 
services. Such a solution may for a long while remain 
utopian, but faute de mieux care should be taken at least 
that no attempts to predict future demands for profes- 
sional services should be made without drawing heavily 
on the advice of trained experts in the social sciences. 
A beginning has been made in this country by the 
Committee on the Costs of Medical Care and by the 
Commission of Medical Education. More helpful 
because more comprehensive are the studies recently 
made by Sven Wicksell and Tor Jerneman in Sweden, 
by the Limburg Commission in Holland, and by the 
Sapru Commission in the United Provinces in India. 
These inquiries, which were both publicly and privately 
supported, covered the entire professional field. It 


is to be hoped that their ad hoc studies will lead to the 


establishment of permanent professional orientation 
commissions on a nation-wide basis. 

A further reason why the forecasting of future 
demands should not be left to the professional organiza- 
tions alone is that such a procedure exposes them to 
the charge of being all too conservative in their predic- 
tion of future demands. They are accused of attempting 


_. to keep student enrolments too low in order to keep the 


Supply for the professions artificially small, with a view 
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to maintaining monopoly prices. This danger would be 
avoided and the professional organizations would not 
be subjected to unjustified or exaggerated criticism 
if the collection and compilation of facts and the fore- 
cast of future needs were left to obviously impartial 
agencies. 

Occupational planning as here conceived is no easy 
matter. If it is ever to become more than sheer guess- 
work or a utopian dream, it will require vastly 
improved occupational statistics. It will have to make 
the fullest possible use of whatever tools economic 
theory may supply. Indexes of prices and wages, of 
production and consumption, will have to be consulted. 
National attitudes and the evolution of social organi- 
zation will have to be observed. Above all, creative 
spirits will be needed, men who can separate the impor- 
tant from the ephemeral, experts certainly but also 
social philosophers. They will need vision and initiative. 
They will also need patience, for much of their work 
will be vitiated by forces beyond men’s ken or control. 
Yet, while their predictions will never be foolproof, 
their data regarding the future demand for the various 
types of professional work ought to be sufficiently 
trustworthy to allow for the elaboration of sound 
admission policies. 


BALANCING SUPPLY AND DEMAND 


Any attempt to restrict student enrolments in pro- 
fessional schools should as far as possible serve to 
adjust the supply of intellectual workers to the proba- 
ble demand for their services. This does not mean 
that there are no other considerations which might 
prompt a policy of limitation. Thus, those professional 
schools which are increasingly: applying restriction 
policies—chiefly the medical schools and engineering 
colleges of such countries as the United States, Scot- 
land, Norway, Finland and Poland—have on the whole 
justified their action on the ground that their facilities 
were limited and that high educational levels could be 
safeguarded only if admissions were in keeping with 
available places in laboratories, dissecting rooms, and 
so on. No doubt, this argument is sound. Quality 
must not be sacrificed for quantity if high professional 
standards are to be maintained. Yet one cannot help 
feeling that this argument calls for an extension of pro- 
fessional schools rather than for a limitation of enrol- 
ments, provided it cannot be shown at the same time 
that the supply of young graduates is in excess of the 
demand for them. In other words, and in the last 
resort, it is the demand rather than the material equip- 
ment which ought to determine the number of students 
to be admitted. 

If it can be shown that a profession threatens to 
become overcrowded, i. e.,. that the supply of new 
applicants for admission clearly exceeds the permanent 
or long range demand, various ways are open to achieve 
an adjustment. One is to eliminate marginal insti- 
tutions. This will serve both to decrease the number of 
students and to raise educational levels. The magnifi- 
cent work accomplished by the American Medical 
Association and the Association of American Medical 
Colleges in bringing about the closing of poorly 
equipped medical schools often run for private profit is 
too well known to need elaboration here. 

Another method is to raise admission requirements. 
Here again the medical schools of this country lead 
the way. Their demand that every prospective medical 
student should spend at least two years in a liberal arts 
college has been one of the chief forces in the raising 
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of the medical profession to new levels. Besides, the 
college record offers most valuable indications for the 
selection of students for medical schools. A_ serious 
drawback of this policy, however, is that it prolongs 
the period of study and increases the cost to the student. 
This objection also applies to another way of-decreas- 
ing enrolments—that of raising tuition fees. Either 
step, unless accompanied by an increase in available 
scholarship funds, may well lead to the elimination of 
some of the best students. 

Yet another method of decreasing student enrol- 
ments is to enlighten the public about the lack of oppor- 
tunities in any given profession, provided such a lack 
can be conclusively demonstrated. That the public is 
to some extent guided by the prospects in the various 
professions has been evidenced in numerous countries. 
Germany, for instance, some twelve years ago, had a 
shortage of dentists which resulted in a regular flood of 
new students of dentistry: 1,053 in 1925, 3,274 in 
1928, 4,541 in’ 1929, and 5,417 in 1930. Similarly the 
pressure on the American medical schools is undoubt- 
edly caused, at least in part, by the fact that the public 
is misled in believing that incomes in the medical pro- 
fession are unusually high or, in other words, that this 
profession offers unusual opportunities. Theorists who 
operate with such notions as “average yearly incomes” 
or “average net life earnings” very often seem not 
to be aware of the fact that their tables are vitiated 
by the existence of a comparatively small number of 
very large incomes which weigh all too heavily in the 
establishment of average figures. Nor do they seem 
to realize that the top incomes in the learned profes- 
sions are bound to be higher than in other occupations, 
because the public is prepared to pay a higher price 
for high quality in professional service. One may take 
issue with such pseudoscientific procedures even if it 
could be proved—a question obviously outside the scope 
of this paper—that the actual cost of medical care to 
large numbers of people is too high. In place of using 
income figures of very doubtful value, it would be more 
to the point if the public were periodically provided 
with well founded information about future demands 
as determined by professional orientation agencies. To 
be effective, such information should cover as large a 
number of professions as possible, for it is not enough 
to issue warnings without at the same time pointing 
the way to those professions or occupations which still 
need additional workers. 

Methods hitherto discussed have the virtue of lack- 
ing the element of constraint or bureaucratic regulation. 
They also involve a minimum of “blueprinting.” Their 
possibilities have by no means been fully exhausted. 
Their integral application is likely to go a long way 
toward establishing a better occupational distribution. 
On the other hand, it is, of course, perfectly conceivable 
that for a time at least more stringent measures may 
need to be taken to adjust supply to demand. In other 
words, occasions may arise in the future, as they have 
done in the past, in which it will become necessary to 
impose numerical restrictions on new admissions. For 
reasons which have already been stated, such a policy 
can be fully justified, provided it is inspired by the sole 
desire to uphold professional standards and to save 
prospective students from unemployment and _ disillu- 
sion. To attain these ends, two conditions must be 
fulfilled. To begin with, numerical limitations will be 
effective only if imposed by all professional schools of 
a given type which exist in a given country. Limita- 
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tions in a single school might be upheld on the ground 
that educational facilities in that school are limited, but 
they would be ineffective in establishing a balance 
between supply and demand on the national labor mar- 
ket ; they would only shift the source of supply to other 
and possibly inferior schools. In a country. where higher 
education is under government control, as is true in 
most countries on the European continent, such a gen- 
eral limitation can easily be enforced. In such countries 
as England or the United States, on the other hand, it 
presupposes joint action on the part of the various inde- 
pendent schools. Perhaps only the medical schools in 
the United States have reached sufficient stabilization 
and organized cooperation to make such procedure 
possible. The other condition is that the stricter selec- 
tion necessary to reduce the number of applicants be 
made entirely on the basis of proved scholarship. It is 
neither in the interest of higher learning and _profes- 
sional standards nor to the benefit of the public, if the 
selection is guided by narrowly nationalistic or racial 
considerations. This, however, is unfortunately the 
case in Germany and its eastern and southeastern 
neighbors. “National reliability” or membership in a 
party are poor criteria by which to choose future pro- 
fessional men. It is held by some that a similar trend 
is becoming evident in this country. Having witnessed 
the disastrous effects of such policies on professional 
achievements and public morals in Europe, I can only 
hope that they are in error. Selection ought to be 
made on the basis of college records. Where no college 
degree is required for admission to professional courses, 
the introduction of a trial year might be contemplated. 
A proposal for such an “année propédeutique” made 
a few years ago by Senator Georges Portmann, pro- 
fessor in the faculty of medicine at Bordeaux, was 
unfortunately rejected. 

One final word. Voices have been raised in respon- 
sible quarters here and there which predict both for 
colleges and for professional schools a substantial fall 
in enrolments within the next few years. This pre- 
diction is based on the fall in the birth rate, which has 
already resulted in a substantial diminution of enrol- 
ments in elementary courses and junior high schools. 
The conclusion drawn is that there is therefore no 
need to envisage any measures intended to guard 
against an overcrowding in the professional schools and 
in the professions themselves. This conclusion I believe 
to be altogether unfounded. As I have already said, 
it must not be overlooked that there is still much latent 
talent in the younger generation, which has so far been 
prevented by financial reasons from finding its way 
into the institutions of higher learning. Even in this 
country of “equal opportunity for all,” large families 
still find it very difficult to afford a higher education 
for their children. . The fall in the birth rate and vital 
statistics indicate that the number of small families is 
increasing. Colleges and universities are therefore 
becoming more easily accessible to a larger number of 
families, and an increase rather than a decrease in 
student enrolments is to be anticipated: If this assump- 
tion, which I have attempted to elucidate elsewhere,’ 
is correct, we must look to the enlightened judgment 
and the intelligent action of university authorities, pro- 
fessional organizations and. the state legislatures 10 
determine whether the American dream of a fuller life 
through education becomes reality or ends in disaster. 

Smith College. 








1. Kotschnig, W. M.: Unemployment in the Learned Professions, New 
York, Oxford University Press, 1937, pp. 33-41. : 
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THE RURAL HOSPITAL 
AN EDUCATIONAL CENTER 


LESTER J. EVANS, M.D. 


Medical Associate, the Commonwealth Fund 
NEW YORK 


I want to discuss a way in which the rural community 
hospital may serve in postgraduate medical education 
and the continuing education of the physician. I say 
“may” advisedly because I do not believe that rural 
hospitals, generally, have fulfilled their function in this 
respect. Since the educational character of the small 
hospital is dependent, in large part, on the nature of 
its organization, much of what follows has to do with 
the administration of the small hospital. Indeed, it is 
difficult to separate the purely educational activities 
from the administrative. These two phases of hospital 
organization are dependent on each other—anything 
that is done in the interest of good administration is 
good education, and what is done for the sake of edu- 
cation is good administration. A competent superin- 
tendent is just as important in education as the study 
of better diagnostic methods by the staff. 

\Vhen I speak of the community hospital I use the 
terin to define a hospital which is effective in providing, 
so far as possible, the variety of services and facilities, 
and the means for their ready use, which contribute to 
an all round medical service to the whole community, 
and to distinguish it from the proprietary institution 
with its usually limited community responsibilities or 
from the nonproprietary hospital which falls short of 
well rounded service. 

The rural community hospital may be of variable 
size, depending on many factors: the density of popu- 
lation, the distance from other hospitals, the local con- 
ception of the quantity and variety of services needed 
and, last but not least, the financial ability of the com- 
munity to underwrite its own medical services. It is 
one which opens its doors to all reputable physicians 
and offers its services to all citizens. If properly con- 
ducted, it will not break even financially on the income 
from patients ; the community must in some way make 
up the difference between this income and the operating 
expense. The acceptance of this obligation stamps the 
hospital and the services it renders as a matter of 
community concern. The adequacy of its administra- 
tion and of its professional services will be determined 
in part by what the community demands of it and of 
the physicians who compose the medical staff. The 
hospital and the staff, in turn, may demonstrate to the 
community the kind of professional service it should 
have and demand the necessary support to develop it. 
The appreciation of this mutual responsibility—the 
community to the hospital and the hospital to the 
community—does much to develop the kind of hospital 
I am discussing. Without the community’s generous 
support it will not become an educational center. 

The doctor grows through his persistent effort to 
do the best he can for his patients and to compare his 
results with a standard: one which he must formulate 
for himself from his own experience and from that of 
others—his immediate associates and those speaking 


from more advanced positions in the field of medical 


Knowledge. The advent of the hospital gives greater 
Incentive and opportunity for such growth. The doctor 
finds it possible to join with his fellows in the study 
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of their common problems and from their efforts will 
gradually evolve what may be recognized, if it must 
be given a name, as an educational program. 

But this will happen only if the community has pro- 
vided the kind of hospital that is conducive to such 
development. It is this kind of hospital which I wish 
to describe. In doing so I should like to draw on the 
experience of the institutions established under the 
hospital program of the Commonwealth Fund during 
the past ten years. No doubt the assistance which the 
fund has given these new hospitals has been a factor 
in permitting them to develop more rapidly in certain 
respects than might otherwise have been expected, but 
what they have done can be accomplished with local 
resources in many communities if there is the desire 
to do so and a definite program of action. All can 
point to examples of such accomplishment, but in 
small communities it is still the exception rather than 
the rule. 

ADMINISTRATIVE ORGANIZATION 


Good hospital organization is manifested, on the 
one hand, by an active and informed hospital board 
which fairly represents the community, provides an ade- 
quate plant and administrative personnel and adjusts 
the program to meet the needs of the community ; on 
the other, by a staff which recognizes its responsibility 
to give the best possible professional service—one 
which does not remain stationary but moves steadily 
forward with advancing medical knowledge and tech- 
nics. These two groups, the board and the staff, 
laymen and doctors, will determine what the institution 
is to do and how, in terms of facilities and personnel, 
this is to be done, and whether it will become, through 
the scope and quality of its service, an educational 
center for those working in it. 

In the group of hospitals I have mentioned the eligi- 
ble physicians appointed to staff membership by the 
board are designated “associate” or “visiting” in 
accordance with their individual desires and qualifica- 
tions. The visiting members take care of the indigent 
or service patients admitted to their respective services, 
which in the small hospital can be divided into medicine, 
obstetrics and surgery. Services in the medical and 
surgical specialties are established only when there 
are physicians qualified in the designated fields. All 
staff members, associate and visiting, take care of their 
private patients except when major surgery or some 
highly technical diagnostic or therapeutic procedures 
are involved—for example, cystoscopy’ or pneumo- 
thorax—which are done only by staff members desig- 
nated by the board as qualified. Such limitation of 
privileges is not only fair to all members of the medical 
staff and the patients but is evidence to the public that 
the hospital insists on a good standard of service. 

To assist with the clinical work by performing the 
duties usually incumbent on such a position, there is 
appointed in each hospital a resident physician, a 
man with one or preferably two years of good intern 
training, professionally mature enough to be able to 
work without detailed supervision. Just as in the 
larger hospital, he is responsible to the hospital admin- 
istration in‘ all matters pertaining to his nonclinical 
activities and to the attending physicians in all those 
pertaining to the care of patients. Some may question 
whether such a residency is good training for a young 
medical man, but, for the right man, particularly one 
who expects to engage in small community general 
practice and who is not looking for specialized training, 
I believe the experience is worth while. He sees the 
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run-of-the-mine medical work of the small community 
and learns how to do good work without all the highly 
specialized facilities which he may have had in training. 
While he learns he gives. From his fresh contact with 
the newer things in medicine he brings methods of 
examination, suggestions for therapy and a knowledge 
of technical procedures which are of help to those with 
whom he works. 

The technical services that can be provided in the 
small hospital include dietary supervision, anesthesia, 
a pharmacy, a clinical laboratory, surgical pathologic 
service and x-ray service. It is true that the hospital 
of only a few beds cannot expect to have all these, and 
this is a valid reason for discouraging the very small 
institution. Parenthetically it may be remarked that 
in many communities and rural regions the resources, 
both financial and professional, that have gone into too 
small, ill equipped hospitals might well be pooled for 
the support of a larger and more adequate institution 
to serve a broader area which could provide these 
services. The remote, sparsely settled community, 
where even this is impossible, may have to look to 
some outside sources of assistance to carry the propor- 
tionately higher cost of maintaining the minimum 
essentials of good hospital service. 

In the hospitals that I am describing, a full-time 
trained dietitian is in charge of all general and special 
diets. Anesthetics are given by a full-time nurse 
anesthetist who, in some instances, is also supervisor 
of the operating room. The pharmacy is stocked from 
a more or less standardized list of drugs and biologicals 
set up by the medical staff. A full-time technician, 
preferably one with university training, is employed 
in the x-ray and clinical laboratory departments. The 
professional supervision of the x-ray department is 
given by a part-time, trained roentgenologist; that of 
the clinical laboratory by some other staff member, 
if there is one who is qualified for this responsibility. 
The equipment of these departments is sufficiently com- 
plete to permit all ordinary examinations. No attempt 
has been made to provide facilities for high voltage 
roentgen therapy, for until there are trained x-ray 
therapists in small communities this is one of the things 
that the small hospital should not attempt. Consultants 
are employed, in occasional instances, to aid with the 
work of the x-ray and clinical laboratory departments. 
All the hospitals employ, on an annual basis, consul- 
tants to make pathologic examinations on tissues. 


VALUE OF ROUTINE METHODS 

So much for the administrative organization. For 
the maintenance of standards, as well as for conve- 
nience, the doctor has participated with the rest of the 
staff in the formulation of minimum diagnostic and 
clinical routines. These routines are a mechanism for 
assuring his patient the optimum services of all the 
departments of the hospital. To encourage still further 
the full use of all the services, some of the hospitals—to 
the full satisfaction of the administration, the doctors 
and the patients—have substituted fixed or flat rates for 
the usual system of special charges. These fixed rates 
entitle the patient to the use of the operating room, 
anesthesia, laboratory, drugs or x-rays in any amount 
deemed necessary by the physician. The removal of 
the difficulties formerly caused by a separate charge 
for each examination has done much to make it easier 
for the doctor to do his job of studying the patient 
thoroughly. 
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In addition to the regular history and physical 
examination, for which the attending physician and 
resident physician acting under his direction are respon- 
sible, the routines provide for the following initial 
examinations on admission: urinalysis, white blood 
count, hemoglobin determination and one of the pre- 
cipitin tests for syphilis (which is automatically checked 
if positive). Proceeding from this initial survey, the 
doctor may order whatever additional examinations he 
wants and prescribe the appropriate therapy. He may 
call on any of his colleagues for consultation if that is 
necessary. As a matter of fact, through certain routines 
adopted by the staff, he and his colleagues have agreed 
to seek consultation when the life of the patient is at 
stake or when controversial questions of therapy are 
likely to arise. In addition to the initial examination, 
routines to cover the study of certain disease con- 
ditions such as cardionephritic, pulmonary or genito- 
urinary and suspected abnormalities of pregnancy have 
been arranged in some instances to facilitate more com- 
plete and uniform study. Routines to assure pronipt 
care of emergencies, in the absence of the attending 
physician, have been found most helpful; these include 
such conditions as hemorrhage, shock, coma and sus- 
pected fracture of the skull. 

That a plan involving the generous use of routine 
methods will work smoothly is illustrated by incidents 
which have occurred in these hospitals. A woman with 
a history of vaginal bleeding was brought to the hos- 
pital by her family physician. Consultation with the 
surgeon indicated the wisdom of a diagnostic curettage, 
which was done the day after admission, but only after 
a complete evaluation of clinical and laboratory exami- 
nations. The uterine scrapings were immediately for- 
warded by the hospital to the consultant pathologist, 
who in two days telephoned a diagnosis of adeno- 
carcinoma. The patient was readmitted for operation 
on the sixth day following her original examination, 
when an early carcinomatous lesion of small size was 
revealed. Again, a physician brought a young girl to 
the hospital from a village ten miles away. ‘The 
symptoms all pointed to an acute condition of the 
abdomen and the patient was scheduled for immediate 
operation, but not until an x-ray examination of the 
chest, which is routine for all children with suspected 
appendicitis, had been done to rule out pneumonia, a 
catheterized specimen had been examined to rule out 
pyelitis, and a third physician had been consulted 
because of certain vague meningeal signs. An early 
pneumonia was discovered and plans for operation 
were abandoned. The last case takes on added interest 
when it is learned that two of the doctors in consulta- 
tion were known to have been unfriendly, to put it 
mildly, before the opening of the hospital. One, on 
being asked why he should be helping the other, replied 
enthusiastically “Well, you know, I have discovered 
since we have been working together in the hospital 
that that fellow isn’t the fool I thought he was.” These 
cases represent good medicine and good education and 
were done in a rural hospital with the smoothness 
and efficiency which some are led to believe .can be 
found only in the large and highly organized institution. 

The educational value of a system of routines extends 
in many directions. It begins with the staff committee, 
which must study the relative value of all the possible 
examinations which might be included. The staff, unfor- 
tunately, is apt to accept the committee’s suggestions 
without much: discussion, and one of the most obvious 
reactions, though it is not openly voiced, is the feeling © 
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a few that they are being told how to practice medicine. 
This attitude disappears in large measure when the 
obvious advantages of routines become evident. Aside 
from being a check on the careless and haphazard 
worker, which is of advantage to the patient, they open 
up new and sometimes unexpected fields for explora- 
tion by the doctor who is not satisfied with guessing 
but wants to know. 

All that the doctor has done for his patient, the 
results of the examinations and treatment, the opinion 
of the consultants and the estimate of success or failure 
are assembled as a completed record and filed and 
indexed according to diagnosis for his future reference, 
and possibly for presentation at a staff meeting if he 
has found in the study of this patient a lesson from 
which others might profit. This is as it should be in 
any hospital, so why call attention here to good record 
performance? Simply because it is not found in many 
small hospitals, as any one can attest who has looked 
at records, consisting of the patient’s name, occasionally 
the address and a very neatly drawn graphic chart, and 
has tried to unravel the history, diagnosis and treatment 
from the ups and downs of the temperature and pulse 
rate. It may be added that what is true of records in 
small hospitals generally is true of many other things 
mentioned here. 

STAFF MEETINGS 

The staff meeting is the place for group evaluation of 
the progress of the professional work of the institution 
and for the taking of such steps as are necessary to 
provide an even better quality of service. Here the 
staff member brings his cases for criticism by his fellow 
staff members and here he can participate in the dis- 
cussion of the cases and problems presented by others. 
The regular report of the hospital administration is 
considered in its relation to professional performance. 
Special committees responsible for the library, records 
and routine examinations bring in their reports peri- 
odically. The staffs have developed good working 
libraries which are kept in the meeting rooms, where 
ihey are available for immediate reference when knotty 
problems arise. 

All that goes on in the staff meeting is a good cross 
section measure of the educational service of the 
hospital. What each member has to offer and what 
each member has learned are revealed. Even the fre- 
quent absence of some one to take care of the inevitable 
delivery, which, for mysterious reasons, always takes 
place on the night of the staff meeting, not in the hos- 
pital but far in the country, is suggestive. Every case 
presented has its story to tell—the one in which the 
attending physician has casually signed the resident’s 
history and physical examination without reading the 
record, the one in which antipneumococcus serum was 
administered effectively after routine typing, and the 
one in which the doctor, ignoring all contraindications, 
operated for acute appendicitis only to be faced later 
with the pathologist’s negative report. The staff mem- 
ber who was not satisfied until he got an autopsy so 
that he would have a complete report on a puzzling 
case for the next staff meeting was both a good student 
and a good teacher. What the pathologist has to say 
through his written reports and personal discussions at 
staff meeting has been turned to good educational 
advantage by persistent effort to narrow the gap 
between clinical and pathologic diagnoses. 

No one would claim that staff performance always 
teaches a high level. Staff members are human beings 


‘and doctors. One phase or another of the educational 
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development—the library, records or consultant ser- 
vices—may lag, and there are marked differences 
between one hospital and another, probably because 
in certain situations group opinion or understanding 
has not crystallized. The point is that, generally 
speaking, the doctor finds a real educational stimulus 
and satisfaction in his association with the kind of hos- 
pital here described because it gives him the opportunity 
to learn from his experience. 


FURTHER EXPERIENCE 


At some place in the educational process the limits 
of advance are reached unless new grist is thrown into 
the mill. The regular staff activities, woven about 
local experience, have been supplemented very effec- 
tively by special programs given by guest speakers 
asked to present a topic of immediate concern. These 
discussions have been more purposeful when illustrated 
by local cases, and the arrangement gives the guest an 
opportunity to help the physician directly in interpret- 
ing the disease processes involved. In much the same 
manner the staff program has been aided by the use 
of the hospital as a center for extension teaching, and 
again there is no question that such a course has greater 
meaning when it is interpreted in terms of local experi- 
ence. Very often the lecturer can consult with the staff 
and the hospital administration in the solution of some 
situation which is giving trouble. The obstetric service 
in one hospital was aided materially by an instructor 
who gave a series of ten clinics and talks, using the 
hospital as a meeting place. 

Some physicians will leave such a hospital to go 
away to a medical school for formal study to satisfy 
further the need they increasingly feel for more infor- 
mation that will aid them in making full use of what 
they have to work with. The doctor realizes that more 
is expected of him now that he is working in a good 
hospital. He is faced with a variety of problems that he 
did not often meet when he was so busy riding around 
the country that he had time for no more than hurried 
examinations of his patients and an occasional urinaly- 
sis done over the office lavatory. The sacrifices entailed 
by a period away from practice do not seem so great 
now that he has the opportunity to apply, on his return, 
what he receives during his period of study. Fellow- 
ships have been given to those who feel this need most 
keenly, to provide for longer periods of study than they 
might otherwise have undertaken. 

The doctor who goes to a medical center for study, 
the hospital consultants who may be from the same 
center, the guest speakers at staff meetings, the resi- 
dent physician, and the instructors in extension courses 
all create an informal tie between the small outlying 
hospital and the larger center of education. This 
relationship, obviously, has mutual advantages. The 
small hospital has more or less constant access, in 
such ways, to the large center to which it must look 
for aid. The large center, in turn, finds a fertile field 
in the small hospital and community for increasing its 
influence in the direction of better medical education 
and service. Fortunately a widespread interest is now 
being displayed in the medical and hospital problems 
of the small community not only by specific teaching 
institutions but by many agencies with national fields 
of operation. The American Medical Association, the 
American and state hospital associations and the Ameri- 
can College of Surgeons are doing much to improve 
the standards of administration of the small hospital. 
























































CONCLUSION 

In the beginning I said I wanted to define the con- 
tribution the rural community hospital may make to 
postgraduate medical education. This hospital has 
been described as one from which the public expects 
good work; one where the board and the interested 
public are cognizant of their obligation to provide ade- 
quate facilities for the care of patients; one where the 
doctor must show his qualifications before receiving 
the privilege of working there; one where the staff 
maps out plans of procedure for the complete study and 
treatment of all patients; one where the physicians as 
individuals and as a group give critical study to their 
experience and one which assures itself of continuous 
help and advice from outside medical and educational 
centers. Such a hospital makes its contribution to 
education simply by being the kind of hospital it is. 
In it the doctor finds opportunity for professional 
growth by learning from what he does and by hearing 
about what others do. The educational value of this 
experience is what the doctor makes it. 





NERVE INJURIES CAUSED BY 
INTRAVENOUS INJECTIONS 
OF DEXTROSE 


GEORGE B. HASSIN, M.D. 


Professor of Neurology, University of Illinois College of Medicine; 
Attending Neurologist, Cook County Hospital 
CHICAGO 


The chief possible dangers of intravenous infusion, 
according to Orr,! are immediate reactions with chills 
and fever; overburdening of the circulatory system by 
a rapid increase in blood volume; production of general 
edema and edema of the lungs; thrombosis at the site 
of intravenous injection with embolism, and possible 
increase in dehydration by the use of hypertonic solu- 
tions. To the foregoing factors must be added com- 
plications from intravenous injections of solutions of 
dextrose. 

Six cases of injuries to the large nerve trunks 
(especially the median) of the upper extremities were 
observed by me at the outpatient neurologic clinic of 
the Cook County Hospital during a period of eight 
months; all were caused by intravenous injections 
of dextrose. 

REPORT OF CASES 

Case 1—A Negro, aged 40, who entered one of the surgical 
services of the Cook County Hospital Oct. 9, 1936, because 
of a “low grade intestinal obstruction,” received the first two 
intravenous injections of “saline and dextrose solutions mixed” 
on October 12 and 13 (the amount and the strength of the 
solutions were not given). They were repeated October 16 and 
17, and on October 14, 15, 18 and 19 hypodermoclysis was 
done instead. The intravenous injections were evidently given 
in both arms and were somewhat difficult to administer, for a 
note of October 26 reads: “Attempts to draw blood for chem- 
istry were futile ... . to wait until ecchymoses are absorbed.” 
On the eighth day following the first injection edema of both 
forearms and hands developed, and ten days later numbness was 
complained of in the forearm, thumb and ring finger of the 
left hand. At the time of the patient’s discharge from the 
hospital (November 6) numbness and weakness were still pres- 
ent in the “median side of the left hand.” 





From the neurological services of the University of Illinois College of 
Medicine and the Cook County Hospital. 

1, Orr, T. G.: The Use and Abuse of Intravenous Therapy in Suir- 
gery, J. Missouri M. A. 34: 219 (July) 1937. 





NERVE INJURIES—HASSIN 





Jour.. A. M. A 


Jan. 13, 1937, when examined in the neurologic clinic, 
the patient related that when the needle was introduced into the 
left cubital fossa he experienced a peculiar sensation along the 
thumb, the index and middle fingers and part of the ring finger 
of the left hand. These fingers have felt. weak and numb since, 
There was loss of the senses of pain, temperature and touch 
over their palmar surface, that of the hand to the fourth 
metacarpal bone and the dorsal area of the two distal phalanges 
of the index and middle fingers. The. muscle power in the 
affected fingers was slightly diminished. The patient was able 
to oppose the thumb and move the fingers, but he could not 
handle the violin. May 12, five months later, the anesthetic 
area innervated by the median nerve felt “sore” and pin pricks 
elicited in them sharper pain than in the corresponding healthy 
side. There was also a better perception of temperature and 
touch, and only the dorsal surface of the distal phalanges of 
the index and middle fingers remained insensitive. 

Case 2.—A white woman, aged 44, who entered the Cook 
County Hospital March 2, 1937, in a state of “prediabetic coma” 
(abdominal pain, sugar 4+, acetone 4+, diacetic acid 2+, 
blood sugar 187) received intravenous injections of “six bottles” 
of 2.5 per cent dextrose solution in the left arm and two “bot- 
tles” in the right. The patient stated that her “right arm was 
tied to the bed and the left arm to a board.” The injections 
lasted .thirty-six hours, and after they were discontinued the 
patient experienced stiffness of the entire left forearm and 
numbness and tingling in the thumb and the adjacent two 
fingers. There was shooting pain, especially at night, which 
radiated along the affected forearm and hand. 

Examination March 31 revealed weakness in the left hand and 
fingers, which could be moved only slightly; loss of the senses 
of pain and temperature over the volar and dorsal surfaces oi the 
two distal phalanges of the index and middle fingers and 
the volar surface of the terminal phalanx of the thumb, while 
the sense of temperature was abolished over the volar surface 
of the entire index and middle fingers and the corresponding 
volar metacarpal areas of the hand. The sense of touch was 
abolished in the same areas but was present in the basal 
phalanges. The lesion thus was, as in the previous case, con- 
fined to the median nerve and involved mainly its sensory fibers. 


Even more striking and typical were the disturbances 
of the median nerve in case 3: 


Case 3—-A white woman, aged 45, diabetic, who had been 
operated on Feb. 23, 1937, for cholecystitis, received on the day 
of the operation an injection of a 10 per cent solution of 
dextrose (amount not given) and 20 units of insulin. The 
patient stated that right after the insertion of the needle she 
experienced numbness in the left hand. : 

Examination September 29 (seven months later) revealed 
slight weakness and anesthesia in the left thumb, forefinger and 
middle finger and the corresponding palmar surface of the hand. 
November 10 sensibility was found still markedly impaired but 
the motor power was good. However, the patient was unable 
to do finer work, such as knitting or sewing. 


In some cases the median nerve was involved 
together with the musculospiral and ulnar nerves: 


Case 4.—A white woman, aged 44, who had been operated 
on March 24, 1937, for cholecystitis, received in the right arm 
several injections of 1,000 cc. of 5 per cent solution of dextrose 
with 0.4 per cent saline solution. After the first injection, 
March 25, 1937, swelling of the entire right arm developed, 
which was followed by a wrist drop. 

Examinations May 12, June 9 and July 7 revealed weakness 
in the right hand, which was drooping, inwardly rotated and 
could not be “moved sideways.” The thumb was bent into 
the palm and there was severe pain in the paralyzed hand, 
which extended to the shoulder. Sensibility (pain and touch) 
was only slightly impaired over both the palmar and the dorsal 
surfaces of the hand, in the areas of distribution of the radial 
and somewhat of the median and ulnar nerves. The tempera- 
ture (heat and cold) was perceived normally; whereas the 
median and ulnar nerves responded normally to the electric 
currents, the radial nerve exhibited a reaction of degeneration. 


Marcu 26, 1938 








NN ®@ @ a @2 &. a 


pre 


the 








Gwe"S Se -oCe OP Se ee ee ee eee. 


oe 


ted 
arm 
“ose 
ion, 


ped, 


ness 


ich) 


VotuME 110 
NuMBER 13 


Case 5.—A man, aged 24, had undergone an emergency 
operation at the Cook County Hospital April 20, 1937, for a 
perforated peptic ulcer. On the day of the operation he received 
an intravenous injection of a 2.5 per cent solution of dextrose 
first in the left and two days later in the right arm. After the 
injection the patient noticed swelling of the right arm and 
forearm and a yellowish brown discoloration about the elbow. 

Examinations May 21 and July 28 revealed flexor weakness of 
the right thumb and the index and middle fingers; supination 
of the right forearm and adduction of the right thumb were 
impaired. The sensibility, except for the sense of touch, was 
not affected, but the power was diminished in all the small 
flexors of the hand and abolished in the terminal phalanges 
of the right index and middle fingers. The patient experienced 
numbness and difficulty in handling objects. In short, the 
patient presented a combined lesion of the median, ulnar and 
musculospiral nerves. 


Case 6.—A boy, aged 14 years, entered the Contagious Dis- 
ease Department of the Cook County Hospital Sept. 20, 1937, 
three weeks after he had taken sick with scarlet fever. 

An emergency operation for appendicitis was performed Sep- 
tember 23 and on the same day an injection of a 2.5 per cent 
solution of dextrose in 0.4 per cent saline solution was admin- 
istered and repeated October 1 and 2. After the first injection 
wrist drop developed, which improved within the next six days, 
according to a note of September 29. 

I:xamination revealed a wrist drop with ulnar deviation of the 
hand, ankylosis of the elbow joint, atrophy of the muscles of 
the right forearm, and inability to extend the wrist and fingers, 
abduct the thumb and supinate the forearm; the flexors of the 
fingers were weak, but the opposition of the thumb was normal. 
Sensibility was normal throughout. 


Patient 7 was observed by Dr. Bassoe? in his 
private practice: 


Case 7—A man, aged 71, was operated on for appendicitis 
Aug. 20, 1937. Toward the end of the operation he was given 
an intravenous injection at the right elbow of 5 per cent 
dextrose and Ringer’s solution. On awakening he complained 
of pain in the arm. There was much swelling of the forearm 
and hand. Hot dressings aggravated the condition. When 
examined by Dr. Bassoe November 6 the swelling of the fore- 
arm had subsided but the circumference of the right hand was 
2 cm. greater than that of the left. There was no actual 
paralysis,’ but flexion of the terminal phalanges of the index 
and middle fingers and opposition of the thumb to the little 
finger were still slightly impaired. The movements controlled 
by the ulnar nerve were much better. Sensation was normal. 
Movements at the shoulder and elbow were perfectly normal. 
A roentgenogram of the neck showed an old fusion of the sixth 
and seventh cervical vertebrae with a bony bridge anteriorly. 
This very old lesion could not account for the symptoms, which 
appeared immediately after the injection at the elbow. 


Of interest is a patient of Dr. C. P. Midgley: 


Case 8—A man, aged 54, a sufferer from tabetic gastric 
crises, had been given intravenous injections of solutions of 
dextrose at St. Luke’s Hospital about three years before. In 
the course of injections numbness developed in the left hand, 
which has slightly persisted since. At the last examination, 
almost three years after the injections, there was still present 
paresthesia along the distribution of the median nerve; the 
muscle power was excellently preserved in the affected hand 
and no atrophies were in evidence. 


COMMENTS AND CONCLUSIONS 


The instructive features in the cases recorded were 
predominant involvement of the median nerve, which 
was regularly affected in all the cases except case 6; 
the prevalent lesion of the sensory nerve fibers (the 
motor disturbances prevailed only in case 6) ; the long 
duration of the anesthesia, and the obscure mechanism 
of the origin of such nerve lesions. That they are due 
to the injections there can be no doubt, but it is doubt- 





2. Bassoe, Peter: Personal communication to the author. 
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ful whether they are caused by a possible nicking of 
the nerve by the needle, though this nerve is situated 
nearer to the cubital veins than the other nerves. The 
presence of ecchymoses (cases 1 and 5) around the 
elbow would speak for such an etiology, though pres- 
sure by the adhesive plaster in holding the needle in 
place on the arm or the arm’s fixation against the board 
combined with the long duration of the injections in 
patients debilitated and weakened by protracted illness 
(diabetes) or dangerous surgical states may also be 
responsible for the neuritic phenomena. The edema or 
swelling that was present in some cases can hardly be 
considered a contributing factor, as in other cases swell- 
ing was not mentioned. Probably several factors were 
instrumental in the causation of the nerve lesions men- 
tioned and should be borne in mind at the time the 
injections are given. It is a wonder that accidents to 
the large nerves are not more frequent, in view of 
the great frequency with which injections of intra- 
venous solutions are administered. 
Cook County Hospital. 





MEDICAL REQUIREMENTS OF THE 
HOSPITAL PHARMACY 


WENDELL J. STAINSBY, M.D. 


NEW YORK 


Before the medical requirements of a hospital phar- 
macy are considered, it is important to have a clear 
understanding of the function of hospitals. It is gen- 
erally recognized that a hospital has four primary 
purposes : 

1. The diagnosis of disease. 

2. The treatment of the patient. 


3. The teaching of doctors, nurses and medical students. 
4. Research. 


DIAGNOSIS OF DISEASE 


As regards the diagnosis of disease, the clinician and 
the diagnostic laboratories are alone concerned, but as 
regards the other three functions of the hospital the 
pharmacy often has an important role. It is my plan 
to discuss the relationship of the pharmacy to these 
three important purposes of the hospital. 


TREATMENT OF THE PATIENT 


As regards the first of these, namely, the treatment 
of the patient, the role of the pharmacy is distinctly 
important. Therapeutic results depend in large mea- 
sure on the pharmacy’s dispensing exactly what is 
ordered. The physician is concerned principally with 
the question of purity and potency of the drug or 
biologic preparation he is administering. Many phar- 
macists assume that the information. concerning purity 
and potency as provided by the manufacturer is correct. 
Experience has shown that such information cannot 
always be relied on either because of lack of care in 
the manufacturing process or from deterioration fol- 
lowing the manufacture of the preparation. The 
hospital pharmacist should therefore, in the interest of 
patients, have the necessary training to test the purity 
and potency of the various drugs he dispenses. If he 
is able to make these tests he may at the same time save 
his institution a considerable amount of money, as he 
will be able to purchase his drugs from smaller, less 





From the New York Hospital and Department of Medicine, Cornell 
bas Medical College. ; Se s 
Read before the Hospital Subsection of the eighty-fifth annual meeting 
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well advertised firms often at an appreciable reduction 
in price. As soon as pharmaceutical firms realize that 
a hospital pharmacy makes it a practice of testing 
preparations, they will be careful not to send inferior 
products to it. Furthermore, it is not necessary to test 
all samples of any drug procured by the pharmacy, an 
occasional check-up being sufficient for practical pur- 
poses. 

In order that the well trained and experienced phar- 
macist may carry out the necessary tests for strength 
and purity of drugs, it is important that the hospital 
pharmacy have a laboratory equipped for the purpose. 
Such a laboratory need not be elaborate nor have much 
expensive equipment. The small original cost for 
establishing it will be more than compensated for by 
the savings that will result. There is usually little 
difficulty in obtaining such a laboratory if the phar- 
macist can demonstrate that he is capable of using it 
to the advantage of the hospital. 


TEACHING OF DOCTORS, NURSES AND 
MEDICAL STUDENTS 

As regards the second of the primary functions of the 
hospital that affects the pharmacy, namely, the teaching 
of doctors, nurses and medical students, the pharmacy 
likewise plays an important role. This is particularly 
true when the institution is connected with a medical 
college but is of importance even when it isn’t so 
connected. When the medical student receives his 
instruction in pharmacy, pharmacology and the prin- 
ciples of therapeutics during his preclinical training, he 
is given a scientific and critical presentation of these 
subjects. All too often, therapeutic ideals thus instilled 
are later shattered by the irrational therapeutic mea- 
sures prescribed by a certain number of the physicians 
on the hospital staff. In this regard it must be realized 
that in some of the larger hospitals several hundred 
doctors are members of the staff. In such large groups 
a considerable number of physicians will always be 
found who lack a critical attitude toward the con- 
glomeration of proprietary medications that are being 
continually thrust on them by samples; circular letters 
and other forms of advertising. The various pathologic 
processes that afflict mankind together with their treat- 
ment constitute an enormous field for any one man to 
master. To retain this mastery and to appreciate and 
utilize new additions to our medical knowledge make 
it necessary for the physician to spend a considerable 
amount of time and effort in reading and studying. 
Not all physicians have the necessary time or interest 
to keep up with this work. As a result of this they are 
often confused as to what new drugs have been estab- 
lished as having new and definite therapeutic action. 
Often they are misled by glowing accounts of pro- 
prietary medications. In order, therefore, to protect 
the reputation and finances of the hospitals, it has been 
necessary in many instances to place restrictions on 
the use of proprietary medications in these hospitals. 
These restrictions are usually carried out through a 
committee conveniently called the “formulary commit- 
tee,” which is composed of representatives of the various 
clinical departments, the pharmacy, and the department 
of pharmacology if the hospital is connected with a 
medical college. The medical representatives are 
selected because they have developed a critical attitude 
toward therapeutic procedures. Such formulary com- 
mittees have supervisory powers as regards what drugs 
shall or shall not be issued from the pharmacy, subject 
to approval by the hospital administration. 








se A. M. A. 
ARCH 26, 1938 


FORMULARY COMMITTEES 


In the New York Hospital the Formulary Committee 
functions under the following rules, which have been 
approved by the governing bodies of the institution: 


I. Simple official (Pharmacopeial) substances and any in 
Useful Drugs will be admitted (when requested) unless they 
have become superfluous. 

II. No article will be admitted (except for controlled 
research) before its therapeutic value has been established. 

III. No article of secret composition will be admitted. 

IV. No article which is sold under a proprietary name will 
be admitted under such a name if a substance of identical 
composition can be obtained under a nonproprietary name. 

V. No mixture of two or more active substances will be 
admitted unless evidence is submitted that the mixture rep- 
resents therapeutic advantages over the simple substances. 

VI. No proprietary article will be accepted before it has 
been accepted by the Council on Pharmacy and Chemistry of 
the American Medical Association for inclusion in New and 
Nonofficial Remedies. 

VII. It is the policy of the committee to discourage the 
intravenous and intramuscular injections of substances which 
should be administered orally. 

VIII. The pharmacist is instructed to supply in emergencies 
preparations not yet accepted by the Formulary Committee. 

IX. The Pharmacist will stock or supply drugs requested 
on the private or semiprivate services even though they have 
not been accepted by the Formulary Committee. 

X. Heads of clinical departments are to be notified whenever 
any preparation is considered for elimination from the For- 
mulary in order that they may submit their evidence for its 
retention. 

XI. Drugs not accepted by the Formulary Committee may 
be supplied to the public pavilions if paid for by the department 
concerned. 

XII. The chief pharmacist is instructed to issue drugs under 
rules governing the Formulary Committee subject to the 
approval of the Medical Board. 

XIII. The Formulary Committee shall prepare and issue new 
editions of the Formulary whenever the Medical Board con- 
siders it necessary. 

XIV. All actions of the Formulary Committee are subject to 
the approval of the Medical Board. 


The hospital pharmacist is always an active and 
important member of these formulary committees. In 
order for him to function effectively on these commit- 
tees, it is important that he be familiar with the medical 
literature relating to drug therapeutics, that he have a 
working knowledge of pharmacology in addition to an 
extensive knowledge of pharmacy, that he have a 
critical attitude toward proprietary medications and 
that he be familiar with the actions of the Council on 
Pharmacy and Chemistry of the American Medical 
Association with regard to this type of medication. 

As the hospital pharmacist has an important role on 
hospital formulary committees, it might be well to 
discuss briefly the problems that confront such com- 
mittees and the procedures for solving them. 

The chief problems of the formulary committee are: 


1. Proprietary medications. 
2. Unnecessarily complicated prescriptions. 


In the first place, proprietary medications may be classi- 
fied into one of three groups: 


1. Drugs the therapeutic value of which has never been 
established. : 

2. Drugs that are not essentially different in therapeutic 
action from simple official (U. S. P.) preparations. 

3. Drugs that have a new and definite therapeutic value but 
have not as yet been in use a sufficient length of time t0 
receive official sanction. ap 
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The first step in the deliberation of the formulary 
committee is to classify a request proprietary drug 
under one of these three categories. If it should fall 
under groups 1 or 2, that is, its therapeutic value 
has not been established or its action does not differ 
essentially from simple cheaper official preparations, 
it is the duty of the formulary committee in the interests 
of economy and rational therapeutics to prevent the use 
of such a preparation in the hospital except for the 
purpose of controlled research. 

As regards the third group of proprietary drugs, 
namely, those which have a new and definite therapeu- 
tic use, it is the duty of the committee to see that they 
are made available as soon as possible for clinical use. 
In order that mistakes be not made with regard to this 
group of proprietary drugs, careful analyzing of scien- 
tific articles concerning the drug is necessary. 

The second important duty of the formulary com- 
mittee is in regard to complex formulas. During 
recent years there has been a marked tendency toward 
simplification of formerly used formulas containing 
numerous active drugs. Nevertheless there are still 
physicians who, lacking essential knowledge of phar- 
macology, present unnecessarily complex prescriptions. 
Again in the interests of rational therapy, the formulary 
committee must eliminate such type of medication if the 
hospital is to maintain its reputation. The hospital 
pharmacy has an additional incentive to eliminate such 
forms of therapy as the work involved in preparing 
complex mixtures means an unnecessarily large phar- 
macy staff with resulting. increase in expense to the 
hospital. With few exceptions, therefore, hospital 
formulas should contain only one active drug besides 
flivoring, solvents or necessary vehicles for the admin- 
isiration of the active therapeutic agent. 


RESEARCH 


Che third function of the hospital that involves the 
pharmacy concerns itself with research problems involv- 
ing the use of drugs either in animal experimentation 
or in clinical investigation. This problem resolves itself 
into two parts: 


1. Investigation by the pharmacist. 
2. Assistance to physicians engaged in research work. 


As regards investigation by the pharmacist himself, 
I feel that the pharmacist to be successful should from 
time to time critically examine the various preparations 
he issues to the hospital for the purpose of determining 
whether they can be simplified or improved, or whether 
or not he can manufacture them cheaper or better than 
can be obtained commercially. 

As regards assistance to physicians engaged in 
research problems, the pharmacist can be of considerable 
help. He should have the knowledge and interest to 
assist in the preparation of new drugs and in new and 
untried methods of administering those of already 
established therapeutic value. Too often the physician 
has to enlist the services of commercial pharmacists 
for this purpose at considerable expense and with often 
less satisfactory cooperation. 

A word should be said here concerning what con- 
stitutes a research problem. Too many people consider 
that merely trying this and that in a haphazard way 
constitutes research. As far as establishing the thera- 
peutic value of drugs is concerned, research is the 
carrying out of a study under controlled conditions and 
under a definite plan with a sufficient number of cases 
in order that*definite information can be obtained as to 
the therapeutic value of the product. 
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FUTURE OF HOSPITAL PHARMACIES 


A word should be said concerning my impression of 
the future of hospital pharmacies. Will the continued 
development and improvement of large pharmaceutical 
firms render it unnecessary or uneconomical for the 
hospital pharmacy to manufacture or compound medi- 
cinal preparations, so that in time the pharmacy will 
become little more than a storeroom and the pharmacists 
mere clerks? In my opinion, this will never happen. 
There are too many preparations that deteriorate on 
standing; there are too many preparations, such as 
solutions, that because of their bulk make it uneco- 
nomical for transportation from the factory to the 
pharmacy except in concentrated form; and finally, and 
most important, the educational demands of a high class 
hospital make it essential for such institutions to main- 
tain an efficient pharmacy and competent hospital 
pharmacists. 





Clinical Notes, Suggestions and 
New Instruments 


DERMATITIS DUE TO HEMORRHOIDAL OINTMENT 
CONTAINING KRAMERIA AND OIL OF CADE 


Max Grotnicx, M.D., BrooxLyn 


This case is reported to call attention to a medicament 
which has not been previously reported as capable of producing 
a contact dermatitis when applied to the skin. 

A man, aged 23, a college student, complained of itching and 
pain in the perianal region and marked moisture in this area, 
Nov. 14, 1933. Local examination revealed an extensive swell- 
ing of the skin in the intergluteal, perineal and scrotal areas, 
with superimposed vesicles and bullae of varying size. The 
remainder of the physical examination was essentially negative. 

The history revealed that the patient had been applying a 
patented remedy, “Dorb’s Pile Ointment,” for a period of one 
week for the relief of a prolapsed hemorrhoid. Two days after 
the ointment was discontinued the area between the buttocks 
began to itch and become moist. 

A diagnosis of contact dermatitis was made. With rest and 
local applications of wet dressings the entire condition sub- 
sided in two weeks. 

A patch test with a sample of the ointment was applied. In 
twenty-four hours an erythema with slight infiltration had 
developed. At the forty-eight hour reading a third degree 
reaction (Bloch) was present. In addition there was a third 
degree reaction caused by the adhesive plaster. The patient 
gave no previous history of skin irritation by adhesive plaster. 

According to information printed on the trade package, the 
pile ointment contained sulfur, zinc oxide, resorcin, galls, 
stramonium, krameria or rhatany, and oil of cade. The per- 
centage of each was not given. The patient was therefore 
tested with each of these ingredients separately. In addition 
tests were made with a number of common contact excitants, 
such as mercury, hydrous wool fat, ichthammol, poison ivy, 
paraphenylenediamine, butesin picrate, quinine, chromium, 
pyrethrum, nickel and the substances which comprise adhesive 
plaster mass. Instead of employing the regular patch test 
technic, which utilizes adhesive plaster, a substitute procedure 
was used. The substance to be tested was covered by a 
disk made of single faced rubberized cloth, which was sealed 
to the skin with a rim of “Duo Adhesive.” 1 

Positive reactions were obtained to fluidextract of krameria 
(U. S. P.) (fourth degree), 1 per cent oil of cade (second 
degree), 5 per cent oil of cade (fourth degree), poison ivy 
(third degree), native rubber (third degree), and rosin (second- 

1. Grolnick, Max: Studies in Contact Dermatitis: I. Technic for 


Surface Testing on Patients Sensitive to Adhesive Plaster, J. Allergy 7: 
341 (May) 1936. 
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third degree). The latter two substances are the agents respon- 
sible for adhesive plaster dermatitis of the specific type.? 

When the patient was informed of these reactions he recalled 
that on two occasions in 1930 ointments prescribed by a 
physician for an axillary ringworm had to be discontinued 
because they had produced local swelling and blistering. 

The patient reappeared Nov. 20, 1935, with a vesicular 
dermatitis in both axillae. One week previously he had begun 
to apply “Yodora,” a deodorant, to the axillary regions. He 
discontinued its use after three days. On the fifth day there 
were itching and redness in both axillae. Examination revealed 
a definite dermatitis with numerous small vesicles. The sub- 
ject did not return at that time for any tests. 

Two years later (Nov. 5, 1937) the patient submitted to a 
number of tests, which included rosin, rubber, “Yodora,” 1 per 
cent oil of cade, “Dorb’s Pile Ointment,” adhesive plaster and 
fluidextract of krameria. Both the hemorrhoidal ointment and 
krameria produced a third degree reaction. The adhesive 
plaster revealed only a faint erythema. The reactions to the 
other tests were negative. 

SUMMARY 

A subject was found sensitive to krameria, to oil of cade 
and to the rosin and rubber contained in adhesive plaster. He 
was presumably sensitive to some ingredients of a_ skin 
deodorant and of several ointments that had been prescribed 
by physicians. <A repetition of tests after an interval of four 
years showed a persistence of the sensitivity to krameria but 
to none of the other substances. A long series of experiments, 
which I performed,’ has revealed the value of krameria as a 
skin sensitizing substance for experimental purposes. 

2821 Avenue K. 





AN UNUSUAL CAUSE FOR EOSINOPHILIC 
LEUKOCYTOSIS 
WictramM GeErrR¥ MorcGan, M.D., anp WILittaAm M. 
BALLINGER, M.D., Wasuincton, D. C. 


Mrs. G. L. N., a housewife, aged 61, complained chiefly of a 
rather constant pain in the midepigastrium which she had had 
for the past month. Now and again for some two or three 
years she had complained of mild nausea, which, however, was 
of only temporary nature. Shortly after the development of 
the epigastric pain in July or the first part of August 1937 
she had begun to experience pain in the back, which was not 
constant as to either time or location. She had noted a 
certain amount of loss of strength and endurance and had 
also lost some 10 pounds (4.5 Kg.) in the preceding twelve 
months. The symptomatology was otherwise essentially negative. 
The bowel movements were normal. There was slight dyspnea 
on exertion but no precordial pain and no edema. There was 
no cough or other symptom suggestive of respiratory disease and 
no difficulty in urination, but there was nocturia of two or 
three voidings without: pain or any especial urgency. There 
was nothing except her general loss of strength suggestive of 
any pathologic condition of the central nervous system. 

The past history was essentially negative. She had always 
been robust and had had no serious illnesses. The menstrual 
history had been normal with the onset of the menopause at 
the age of 45. Aside from a tonsillectomy at 45 and a curette- 
ment at 43 she had had no operations. She did give a history 
of a severe attack of cystitis (with probable pyelitis) four years 
before, but with complete recovery and no recurrences. 

The family history was of asthma in one member of the 
family and cardiovascular renal disease in her mother, who died 
at the age of 65. Her father died at the age of 83. 

The patient was well developed, weighing 150 pounds (68 Kg.), 
with a height of 5 feet’8 inches (172.7 cm.). The temperature 
was 98.6 F.; the patient was not acutely ill.. No evidence of 
abnormality was to be made out on a routine complete examina- 





2. Schwartz, Louis, and Peck, S. M.: The Irritants in Adhesive 
Plaster, Pub. Health Rep. 50: 811 (June 14) 1935. Grolnick, Max: 
Studies in Contact Dermatitis: II. Clinical and Immunologic Observa- 
fone on Patients Sensitive to Adhesive Plaster, J. Allergy 7: 556 (Sept.) 

3. Grolnick, Max: Studies in Contact Dermatitis: III. Active Sensi- 
tization of Humans with Krameria, to be published. ‘ 
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tion. The cardiovascular system was normal, the lungs were 
clear; tenderness, masses, scars and herniations were absent 
in the abdomen. The liver, spleen and kidneys could not be 
palpated. The nose and throat were normal. The thyroid area 
was normal. No enlarged lymphatics could be made out. The 
reflexes, motion, sensation and coordination were normal. 

Laboratory examinations were notably negative. There was 
a very moderate degree of hypochromic or secondary anemia, the 
hemoglobin was 75 per cent (Dare), red blood cells numbered 
4,650,000 and white blood cells 7,000, with a normal differential 
count of 64 per cent polymorphonuclear leukocytes, 35 per cent 
lymphocytes and 1 per cent eosinophils. Coagulation time was 
three and one-fourth minutes. The blood pressure was 123 sys- 
tolic, 80 diastolic. The Wassermann reaction of the blood was 
negative. An electrocardiogram had been made six weeks before 
and had been reported normal. Analysis of the gastric contents and 
urine and stool studies were negative and the basal metabolic 
rate was normal. Rectal examination showed old hemorrhoids; 
otherwise it was negative. Pelvic examination had recently 
been made elsewhere and was reported negative. An x-ray 
study of the chest showed moderate widening of the aortic arch 
but was otherwise negative. Gastro-intestinal x-ray study 
showed a moderately ptosed stomach, a dilated cecum with 
cecal stasis and a spastic colon with sigmoidal diverticula. 
Gallbladder study by the Graham (intravenous) technic showed 
poor filling and slow evacuation, evidence of a poorly function- 
ing gallbladder without definite evidence of stone or other 
disease. 

Details as to the progress of this case will be omitted, for we 
are here interested primarily in but three things: (1) the 
rapidly downhill course of the patient in general, (2) the 
progressive change in the blood picture and (3) the final 
diagnosis. Repeated counts showed no essential change in the 
hemoglobin and red blood cel! values. The white blood cell 
count when first made, August 17, was 7,000. August 30 it 
was 7,200, with a normal differential count; September 10 the 
count rose to 21,500 with 70 per cent polymorphonuclear 
leukocytes, 23 per cent lymphocytes, 1 per cent eosinophils, 1 per 
cent basophils and 5 per cent endotheliocytes. September 15, five 
days later, the white cell count was 29,200, 82 per cent polymor- 
phonuclear leukocytes, 9 per cent lymphocytes, 1 per cent baso- 
phils, 1 per cent large monocytes and 7 per cent eosinophils. 
September 17 the white cell count was 28,800, with 80 per cent 
polymorphonuclears and an eosinophil count of 13 per cent. On 
the following day the leukocyte count had risen to 33,800, 
polymorphonuclears 66.5 per cent and the eosinophil count 18 
per cent. September 18 a laparotomy was done, the observa- 
tions on which are given later. September 24 the last count 
was made: 86 per cent hemoglobin, 4,630,000 red blood cells, 
40,400 white blood cells, 75 per cerit polymorphonuclears, 17 per 
cent eosinophils. The patient died October 5. Permission for 
a postmortem examination was denied. 

Laparotomy was performed September 18 and the conditions 
found were noted on the operative chart as follows: “On 
opening the abdomen the liver was immediately encountered 
and was found to be enlarged and nearly entirely filled with 
metastatic nodules. A few soft spots were to be felt, which 
while not feeling like normal liver tissue could possibly have 
been broken down metastatic nodules. No primary source of 
the carcinoma outside the liver could be found.” 

Biopsy of the tissue removed at operation was done by 
Dr. V. J. Dardinski, pathologist, Georgetown University Hos- 
pital, with a diagnosis of adenocarcinoma grade 4. The source 
of the primary tumor could not be determined by examination 
of this tissue. 

This case is reported primarily because of the unusual 
eosinophilic response in the blood picture to the presence of a 
rapidly progressive grade 4 intra-abdominal malignant growth 
and because it shows what is only too well known, the great 
difficulty in accurate diagnosis in this type of malignant 
disease. ; ; 

The hypothesis is advanced that the marked leukocytosis 
was the result of liver metastasis with a breaking down oF 
necrosis of liver substance and that the marked eosinophilia is 
most likely an allergic phenomenon resulting from this rapt 
protein breakdown with absorption. 

1801 Eye Street N.W. 
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THERMOMETER AS FOREIGN BODY IN ESOPHAGUS 


Vircit J. Scuwartz, M.D., MINNEAPOLIS 


When it is recalled how common the practice is of leaving 
thermometers in the mouths of patients, including children and 
mental patients, it is indeed remarkable that these do not more 
frequently find their way into the esophagus or bronchi. 

M. A., a man aged 45, had bulbar paralysis. Like others with 
this affliction, he had great difficulty in swallowing voluntarily, 
although at times, owing to paralysis of the tongue and of the 
pharyngeal muscles, these patients are apt to inhale food and 
other particles into the larynx. In somewhat the same manner 
it can be understood how substances might slip from the pharynx 
into the esophagus. The nurse had left a thermometer in his 
mouth, and when she returned to check the temperature she 
found that it had disappeared. The patient was not of sound 
mentality and had a speech defect besides, but it appeared that 
he might have swallowed it. A roentgenogram taken after 
several hours had elapsed showed the thermometer incarcerated 
at an angle just above the cardiac end of the esophagus. 
Esophagoscopy was immediately done and the thermometer 
removed intact, the patient being none the worse for his experi- 
ence. The fact that it could slip from the pharynx into the 
esophagus without breaking was due, as stated, to the paralysis 
of the lingual and pharyngeal muscles. 

So far as can be determined from a perusal of the literature, 
this is the first case of its kind on record. It is possible, how- 
ever, that a case or two might have been missed, but in any 
event the condition is extremely rare. 


78 South Ninth Street. 





CISTERNAL PUNCTURE, WITH SPECIAL REFERENCE 
TO THE AGED 


Macnus C. Petersen, M.D., Wittmar, MINN, 
Superintendent, Willmar State Hospital 


The almost complete absence of unpleasant sequelae induced 
me in 1927 to adopt cisternal puncture as a routine measure. 
Previously I had used it only in selected cases. Since then 
lumbar puncture has not been resorted to except when fluid 
was not readily obtained by the suboccipital route. 

Of the 4,300 cisternal punctures performed, 747 were in 
persons past the age of 60, the oldest being 104. As the con- 
ception of age is relative, this group is tabulated herewith. 


Age Distribution in Group Past 60 Years 








Age Number 
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bo BPC TEER rE. i ne eae eae ae ere 4 
FEF SPR a ais 6 ois Ce BERT ese VeKeese ee 1 
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Most of the punctures were done on mental patients in state 
hospitals. The greater number were in connection with the 
initial neuropsychiatric examination. Some, however, were 
made following treatment and for various therapeutic reasons. 

Although I prefer Ayer’s technic, it was not used in all 
cases. When the neck could not be flexed sufficiently to 
Place the tissues under tension, the Eskuchen method often 
was found more suitable. At times it was convenient to 
modify both. 

The depth to which the needle must be inserted depends 
on the thickness of the neck and the angle of insertion. In 
this series it varied from less than 2 up to 7 cm. It is evident, 
therefore, that the sense of touch is a safer guide than any 
mechanical device. 

No untoward after-effects were noted. Only one patient 
complained of intense headache. This was of the meningeal 
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type and recurred following a subsequent lumbar puncture. A 
slight stiffness of the neck, lasting for a few hours, was not 
an infrequent occurrence. This was never severe enough to 
prevent the person from being up and about, attending to his 
usual duties. It is noteworthy that patients have less fear of 
the cisternal than of the lumbar puncture. 

Age has been considered a contraindication to cisternal 
puncture. Since the blood vessels tend to be more tortuous in 
the aged, it was assumed that the danger of causing hemor- 
rhage into the cisterna would be greater. Experience, how- 
ever, does not confirm this fear. There was no more bleeding 
to the surface in the older than in-the younger subjects, nor 
was thére any clinical evidence of blood entering the subar- 
achnoid space. 

SUMMARY 


1. Of 4,300 cisternal punctures made, 747 were in subjects 
ranging in age from 60 to 104 years. 

2. No untoward after-effects were noted. 

3. Patients prefer the cisternal to the lumbar puncture. 

4. Age is not a contraindication to cisternal puncture. 





Special Article 


THE THERAPEUTIC USE OF VITAMIN 
B, IN POLYNEURITIS AND CAR- 
DIOVASCULAR CONDITIONS 


CLINICAL INDICATIONS 


MAURICE B. STRAUSS, M.D. 
BOSTON 


This article and others recently published or to be published 
comprise a new series on the present status of our knowledge 
of the vitamins. They have been prepared under the general 
auspices of the Council on Pharmacy and Chemistry and the 
Council on Foods. The opinions expressed are those of the 
authors and not necessarily the opinions of either council. The 
articles will be published later in book form.—Eb. 


Vitamin B, deficiency in man involves predominantly 
the nervous and circulatory systems. Clinical descrip- 
tions of the disturbances in these systems under the 
name beriberi date back to ancient Chinese medical 
writings. Although known to be widespread in the 
Orient and common in Newfoundland, beriberi has been 
considered rare in the United States of America * 
except for its occasional occurrence in epidemic form 
in penal institutions and insane asylums. During the 
past decade, however, it has been shown that beriberi 
is and has been endemic in the United States in char- 
acteristic form.* Alcoholic polyneuritis, the toxic poly- 
neuritis of pregnancy, diabetic, biliary and gastrogenous 
polyneuritides, postinfectious polyneuritis, the Korsa- 
koff syndrome and other similarly misleading names 
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Services (Harvard), Boston City Hospital, and the Department of Medi- 
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have concealed the true diagnosis of vitamin B, defi- 
ciency in the Western World. Clinically and patho- 
logically identical to the Oriental disease, these 
polyneuritides differ only in the particular mechanism 
by which the deficiency is brought about. Cowgill * has 
shown that the vitamin B, requirement of man is 
directly proportional to body weight, caloric intake and 
metabolism. Beriberi develops in the Chinese coolie 
primarily because his customary diet, consisting largely 
of polished rice, contains an insufficient amount of vita- 
min B, per calory. Infections or excessive physical 
exertion, raising the total metabolism, not infrequently 
precipitate the acute symptoms of deficiency.‘ 

Beriberi develops in the westerner because compli- 
cating factors render his vitamin B, intake inadequate. 
The person addicted to chronic alcoholism usually 
ingests a sufficient amount of vitamin B, for his caloric 
intake in the form of food 8 but each calory received 
in the form of alcohol decreases the total intake of 
vitamin B, and increases the requirements. Further- 
more, gastro-intestinal disturbances,” not uncommon 
among steady drinkers, may so interfere with absorp- 
tion ® that the amount of vitamin B, absorbed is con- 
siderably reduced. Thus the chronic excessive imbiber 
is prone to develop B, deficiency. The pregnant 
woman, when nauseated, often restricts her diet to con- 
centrated carbohydrate foods, low in vitamin B, content. 
Then, because of vomiting, she fails to retain all that 
she does ingest.2” Further, her ‘metabolism, and with 
it her vitamin B, requirement, is elevated by gestation, 
and it is possible that her powers of assimilation are 
reduced.® 

The patient with pyloric stenosis is prone to par- 
take of a diet low in vitamin B, and usually loses part 
of this small amount through vomiting.’ In colitis 
of various types, improper dietary regimens may lead 
to a limited intake of vitamin B, and there may well be 
little retained because of diarrhea and alteration of 
intestinal absorption. Prolonged febrile illnesses are 
frequently associated with anorexia. Diets are limited. 
Fever raises the metabolic rate and with it the vitamin 
B, requirement. Further, fever may well interfere with 
the assimilation and utilization of vitamin B, as well 
as other substances derived from food. Cirrhosis and 
other diseases of the liver, arteriosclerosis and other 
conditions involving severe damage to vital organs may 
all raise the vitamin B, requirement by acting to inhibit 
the utilization of this substance. It is in such fashions 
that beriberi develops most commonly in the United 
States. 
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Of course, not all polyneuritides and circulatory dis- 
turbances of unknown etiology are due to vitamin B, 
deficiency. It is quite possible also that some of the 
supposed symptoms of B, deficiency in man are in 
reality due to some other factor closely associated with 
vitamin B, in nature, such as riboflavin, nicotinic acid, 
and other compounds. Vitamin B, was isolated only 
recently, and it is as yet too early to have tested the 
effect of pure vitamin B, on all of the conditions gen- 
erally ascribed to vitamin B, deficiency and which are 
amenable to therapy with crude B, preparations. As 
to the clinical differentiation of the different types of 
polyneuritides, this may be aided materially by the 
history of dietary deficiencies or conditioning factors, 
such as alcoholism, pregnancy, diabetes and gastro- 
intestinal disorders. Frequently, however, the differ- 
entiation can be made from the clinical examination of 
the patient. 


NEURAL MANIFESTATIONS OF VITAMIN B, 
DEFICIENCY 


The onset of vitamin B, deficiency may be sudden, 
but it-is generally insidious. Heaviness of the legs and 
tenderness of the calf muscles when they are squeezed 
are usually the earliest manifestations. Walking short 
distances is unimpaired, but when longer walks are 
attempted weakness may become apparent. Frequently 
patients will note that they will commence walking with 
no disability whatever but that after having traversed 
a variable distance their legs will suddenly collapse 
under them. At first a distance of a mile or more 
may be required to bring out this weakness. Later a 
hundred feet may be sufficient. After some minutes of 
rest, walking can be resumed. Burning of the soles of 
the feet and numbness of the dorsum and lower part 
of the ankle are next to appear. Weakness of dorsi- 
flexion of the toes then becomes objectively demonstra- 
ble. The achilles and patellar reflexes become 
diminished, then absent. Weakness gradually spreads 
upward, involving the extensors of the foot, then the 
muscles of the calf and, finally, the extensors and 
flexors of the leg. By the time the thigh muscles 
become weak, toe and foot drop is usually manifest. 
With the motor phenomena there is pari passu an ascent 
of sensory signs. Hypesthesia advances up the leg and 
thigh in a bandlike wave, with anesthesia following in 
its wake. Atrophy of muscles and skin sets in shortly, 
the skin becoming smooth and shiny. Not until the 
disorder has progressed to a moderate degree in the 
legs do symptoms referable to the upper extremity ordi- 
narily appear. However, the hands and arms may be 
affected first, especially in individuals who use their 
hands a great deal more than their legs. As in the 
feet, the symptoms commence with burning, numbness 
and weakness of the hands, followed by wrist drop, 
hypesthesia and anesthesia, together with a loss of ten- 


don reflexes. In an advanced case the patient becomes 


bedridden, suffers great pain even from the pressure 
of the bedding, and is prone to develop decubitus ulcers. 
Sphincter control is usually maintained until very 
stages. Cranial nerves other than the tenth are ra 
involved, but memory defects are common. The patients 
with mental symptoms are generally cheerful and happy 
in spite of the extent of their disability and discomfort, 
although marked mental depression may occur. 


The rapidity with which the polyneuritis of beriberi 


advances varies markedly in individual cases. There 1s 


evidence that in the total absence of the antine 
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vitamin in the diet about twenty days may be required 
for the appearance of the first symptoms.*" Should no 
treatment be instituted, the end stages may be reached 
within a matter of weeks. However, most patients 
suffer from a partial and irregular deficiency of the 
vitamin. Months may accordingly elapse before marked 
symptoms appear. With temporary increases in the 
amount of the vitamin ingested, remissions occur ; these 
are followed by exacerbations as the diet again becomes 
inadequate. “Some individuals may continue for long 
periods in a relatively stationary condition while par- 
taking of diets containing an amount of vitamin B 
which is insufficient for recovery but enough to prevent 
further progression. Severely acute cases probably 
represent acute exacerbations precipitated perhaps by 
infections or excessive physical activity in persons who 
have had unrecognized mild symptoms of the disease 
for some time.® 

It is not generally difficult to differentiate the clinical 
picture of vitamin B, deficiency from other forms of 
polyneuritis. In lead poisoning, as a rule, only the 
motor nerves and the anterior horn cells of the spinal 
cord are affected. Involvement of sensation is minimal 
and pain is rare. The upper extremity is more often 
affected. First there is a weakness of the hand, and 
this is followed by wrist drop within a few days. Foot 
drop occurs later. A history of colic, the appearance 
of a characteristic line on the gingival margins and 
basic stippling of the erythrocytes further aid in estab- 
lishing the diagnosis. Polyneuritides due to the toxic 
action of the other heayy metals closely simulate the 
form due to lead. 

Polyneuritis due to the toxic action of triorthocresyl 
phosphate, an occasional contaminant of jamaica ginger, 
and apiol and other abortifacients, like that due to 
poisoning by the heavy metals, is essentially motor in 
type. The onset is usually abrupt, with complete devel- 
opment of paralysis within a few days. Cresyl phos- 
phate usually first affects the nerves of the legs, 
however. Many patients present foot drop alone. More 
advanced cases exhibit involvement of the hands and 
arms. Pain in the calves, without much tenderness, is 
a common but transient symptom at the onset. Dis- 
turbances of sensation are minimal. 

Infectious polyneuritis (polyneuronitis, polyneuritis 
with facial diplegia) affects the proximal rather than 
the peripheral portions of the limbs. Involvement of 
the shoulder girdle and the upper thighs together 
with the cranial nerves, especially the seventh, is char- 
acteristic. The spread of weakness is toward the 
periphery rather than from it. Generally the protein 
content of the cerebrospinal fluid is increased, whereas 
in polyneuritic beriberi changes, if any, are slight. 

Diphtheria produces an ascending perineural lympho- 
genous intoxication commencing at the site of the infec- 
tion. Faucial diphtheria thus first results in palatal 
paralysis, laryngeal diphtheria in laryngeal paralysis, 
only later spreading to contiguous centers in the ner- 
vous system. When the lesion is on the buttocks, as in 
diphtheritic saddle sores, the polyneuritis commences 
with involvement of the sacral nerves and then spreads 
up the cord. 

Arsenical polyneuritis most closely simulates beriberi. 
However, this condition usually occurs after acute poi- 
soning rather than from chronic intoxication, and hence 








9. Vedder, E. B.: Beriberi, in Tice: Practice of Medicine, Hagers- 
town, Md., W. F. Prior Company, 1929, vol. IX. 
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the history is usually significant. Sensory changes are 
frequently more marked than motor changes. Burning, 
pain and paresthesias are particularly pronounced. 


CARDIOVASCULAR MANIFESTATIONS OF VITAMIN B, 
DEFICIENCY 

The cardiovascular manifestations of beriberi most 
commonly encountered are dyspnea and palpitation on 
exertion, tachycardia and edema.’® The heart is gen- 
erally enlarged both to the right and to the left. Systolic 
murmurs are common. Basilar pulmonary rales are 
frequent. The arterial blood pressure is usually normal 
or low, frequently with an increased pulse pressure. 
On palpation a bounding quality is noted in the larger 
arteries and “pistol shot” sounds may be heard on aus- 
cultation. The venous pressure is generally increased 
but may be normal.’t The skin is usually warm and of 
normal color."* Cyanosis is rare; edema may be mild 
and only in dependent parts, or diffuse and extreme. 
Electrocardiograms generally show alterations, chiefly 
in the T waves.’? Circulatory failure may be predomi- 
nantly right sided or left sided. Sudden circulatory 
collapse (shock) has been observed, as well as syncope 
due to hypersensitivity of. the carotid sinus." 

It is thus apparent that the cardiovascular manifes- 
tations of vitamin B, deficiency do not, at least in the 
present state of our knowledge, comprise a rigid and 
easily recognized clinical syndrome. Furthermore, not 
infrequently rheumatic, arteriosclerotic or syphilitic 
heart disease may have superimposed injury due to 
vitamin B, deficiency. 

However, there are technical measurements of the 
circulation which may prove to be of significant value 
in the differentiation of beriberi from other types of 
cardiovascular disorders. The circulatory minute vol- 
ume and circulation time are both increased ** in the 
cardiovascular complications of beriberi whereas other 
causes of congestive failure, except hyperthyroidism, 
result in conspicuous slowing of the circulation. The 
important points in establishing the diagnosis of cardio- 
vascular disease dependent on deficiency of vitamin B, 
are, in addition to those points already presented, (1) 
the presence of other manifestations of vitamin B, defi- 
ciency, such as polyneuritis, or of deficiencies of other 
portions of the B complex, such as glossitis and pel- 
lagrous skin changes. Indeed it is rare to observe 
“beriberi heart” without at least minimal signs of poly- 
neuritis; (2) the history of dietary inadequacy or of 
conditioning factors which lead to vitamin B, deficiency 
in spite of an apparently normal diet ; (3) the dis- 
appearance of signs and symptoms following adequate 
B, therapy. 


OTHER MANIFESTATIONS OF VITAMIN °B, 
DEFICIENCY 
A deficiency of vitamin B, leads to gastro-intestinal 
symptoms, chiefly anorexia and nausea. On the admin- 
istration of vitamin B, these promptly disappear. There 





10. Aalsmeer, W. C., and Wenkebach, K. F.: Herz und Kreislauf bei 
der Beriberikrankheit, Wien. Arch. f. inn, ea. 16: 193 (Jan.) 1929. 
Miura, K.: Beriberi oder Kakke, Ergebn. d. inn. Med. u. Kinderh. 4: 
280, 1909. Shimazono, J.: B-avitaminosis und a ibid. 39:1, 
1931. Keefer.* Weiss and Wilkins, footnotes 11 and 1 

11. Weiss, Soma, and Wilkins, R. W.: The Nature <a the Cardiovas- 
cular Disturbances in Vitamin Deficiency States, Tr. A. Am. Physicians 
51: 341, 1936. 

12. (a) Weiss, Soma, and Wilkins, R. W.: The Nature of the Cardio- 
vascular Disturbances in Nutritional Deficiency States (Beriberi), Ann. 
Int. Med. 11: 104 (July) 1937; (6) footnote 11. 

13. Inawashiro, R., and Havasaka, E.: Studies on the Effect of Mus- 
cular Exercise in Beriberi, Tohoku J. Exper. Med. 12:1 (Dec. 30) 
1928. Weiss and Wilkins footnotes 11 and 12, 
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is, however, no method of, differentiating a priori which 
clinical cases of anorexia and nausea are due to B, 
deficiency unless associated signs of B, deficiency are 
present. Even then such symptoms may be due not to 
a nutritional deficiency but to some associated condition 
such as alcoholic gastritis. There is, therefore, no jus- 
tification for the indiscriminate treatment of anorexia 
with vitamin B,. Similarly, although retardation of 
growth is found in B, deficiency, in the case of most 
underdeveloped children other causes are to be sought. 
Glossitis, achlorhydria, anemia and diarrhea are not 
infrequently seen in patients with vitamin B, deficiency. 
The evidence now at hand suggests, however, that these 
phenomena are manifestations of a deficiency of some 
portion of the vitamin B complex other than B,. 

A decade ago there was a failure on the part of many 
clinicians to recognize that vitamin B, deficiency was 
responsible for many cases of polyneuritis and cardio- 
vascular dysfunction. Today the pendulum may be 
swinging too far in the opposite direction. There are 
instances in which lead poisoning, mediastinal tumors, 
cardiovascular syphilis and other conditions are being 
diagnosed as beriberi and treated as such to the exclu- 
sion of appropriate therapeutic measures. When doubt 
exists as to diagnosis, no harm will be done by admin- 
istering vitamin B,, but full investigation of the indi- 
vidual case must be carried out. 


VITAMIN B, THERAPY 

Vitamin B, may be employed in pure crystalline form 
or substances rich in vitamin B, content may be 
administered. For the definitely diagnosed case of 
beriberi, treatment may well be initiated by the intra- 
muscular or intravenous injection of from 20 to 50 mg. 
of crystalline vitamin B, daily. This amount has 
appeared to be sufficient in all cases thus far observed 
and probably represents an excess over the actual 
requirement. However, overdosage entails no harm. 
As much as 100 mg. has been administered intra- 
venously '** in one dose without ill effects of any kind. 
After a fortnight oral therapy may be employed in 
the same dosage or, if injections are continued, the 
dose is decreased to 10 mg. daily until the patient is 
completely relieved of all symptoms. 

Brewers’ yeast, plain or autolyzed, serves as a 
convenient means of administering not only vitamin B, 
but other portions of the B complex. Thirty grams 
of a powdered brewers’ yeast of good potency admin- 
istered three times daily will generally suffice for 
the treatment of the less seriously ill patients with 
vitamin B, deficiency, particularly if there is no reason 
to suspect the presence of gastro-intestinal disturbances 
which might interfere with the absorption of orally 
administered products. Since fatal vasomotor collapse 
can appear without. warning in untreated patients with 
beriberi heart, it is of utmost importance that the 
administration of vitamin B, be commenced promptly. 

It has often been pointed out that deficiency disease 
in man, unlike that experimentally produced in ani- 
mals, is seldom limited to a single factor. <A diet 
deficient in vitamin B, may possibly be low in other 
portions of the vitamin B complex as well as in vita- 
mins A and C and.in iron and other minerals. The 
frequent occurrence of glossitis, anemia and pellagra 
in association with beriberi suggests that many patients 
without such manifest signs nevertheless suffer from 
partial deficiency of other dietary factors. It is 
accordingly wise to provide that a patient with beriberi 
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receive, in addition to proper amounts of vitamin B,, 
an adequate amount of vitamins A’and C and iron, as 
well as food rich in other portions of the vitamin B 
complex. The dilute liver extracts, suitable for intra- 
muscular injection, given in dosage of from 10 to 20 
cc. or more daily, have been particularly valuable in 
controlling glossitis and skin manifestations of the 
pellagrous type. 

The results of vitamin B, therapy in both the 
polyneuritic and the cardiovascular manifestations of 
beriberi are most gratifying. When the polyneuritis is 
acute and not far-advanced, one may observe complete 
remission of signs and symptoms in a matter of weeks. 
When, however, the nerve degeneration has been pro- 
gressive over a long period of time and has reached a 
severe stage, a correspondingly long period will be 
required before complete recovery occurs. Peripheral 
nerves are capable of regeneration as long as the cell 
body in the spinal cord or posterior ganglion remains 
viable. Since this regeneration commences at: the cell 
body and progresses distally at a rate of approximately 
1 mm. a day, it is apparent that months will be required 
for the complete repair of advanced degeneration. 
Therefore, treatment must continue unremittingly until 
this occurs. Regeneration of completely degenerated 
cells and axis cylinders within the central nervous 
system does not take place. Accordingly, complete 
recovery of functions lost as a result of cerebral or 
posterior column cord degeneration cannot be expected, 
even though marked improvement in these functions 
not infrequently occurs. 

The response of the cardiovascular system to ade- 
quate vitamin B, therapy is often dramatic. Within 
a few days the pulse rate is slowed, diuresis occurs and 
edema lessens. Within a fortnight the patient may 
lose 20 pounds (9 Kg.) or more of edema fluid, the 
electrocardiogram may return to normal, the heart may 
become noticeably smaller and the vital capacity of the 
lungs may increase markedly. In deficiency of long 


duration anatomic changes may occur in the heart ° 


muscle,1** so that five weeks or more may be required 
for the remission of all signs and symptoms. Repair 
of neural lesions in most instances occurs at an even 
slower rate than that of cardiovascular disturbances. 

It should be emphasized that, striking as the results 
of vitamin B, therapy are in the cardiovascular dis- 
turbances arising from a deficiency of vitamin B,, no 
effects whatever are to be expected in other types of 
heart disease, with or without edema, in the edema of 
pregnancy toxemias,'* nephrosis and the like. ; 

Other papers in this series bring out the limitations 
of our knowledge concerning the human requirements 
for vitamin B, and the vitamin B, content of foods. 
More definite data will be available in the future as 
the efforts of research workers in the laboratory and 
in the clinic continue unabated. The reports reviewed 
in the present paper indicate, within the limitations of 
the technic heretofore available, that vitamin B, defi- 
ciency is probably more commonly found in the United 
States than has been supposed. This condition 1s 
observed chiefly in association with diseases or bodily 
states that condition a deficient supply of vitamin B;. 
The encouraging feature of clinical reports is that the 
condition is readily amenable to therapy. 

270 Commonwealth Avenue. 
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14. Strauss, M. B.: Observations on the Etiology of the Toxemias of 
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Council on Physical Therapy 


Tue Councit oN PuysicAL THERAPY HAS AUTHORIZED PUBLICATION 
OF THE FOLLOWING REPORT. Howarp A. Carter, Secretary. 


HANOVIA ULTRA SHORT WAVE, 
MODEL 2711 ACCEPTABLE 


Manufacturer: Hanovia Chemical and Manufacturing Com- 
pany, Newark, N. J. 

The Hanovia Ultra Short Wave Generator, Model 2711, is 
recommended for medical and surgical diathermy. This unit 
may be used with cuff electrodes, air-spaced electrodes and 
an induction coil. It has a wavelength of approximately 6 
meters. Being a cabinet model, the unit is designed for use 
in hospitals or offices. It is housed in a walnut frame and 
has a bakelite instrument panel. 
The unit weighs approximately 
160 pounds. 

A two-tube circuit is utilized 
with a frequency of 50,000,000 
cycles per second. It is pro- 
vided with a switching arrange- 
ment which adjusts it to varia- 
tions in line voltage from 100 
to 140 volts so that filament, 
plate and grid of the oscillating 
tubes operate at their correct 
Lat iii A values. 

Hanovia Ultra Short Wave Usit The patient circuit is induc- 

el 2711. tively coupled and has two 

. variable air-spaced condensers 

for tuning the patient, operating from one control. The two 

legs of the patient’s circuit are tuned simultaneously by this 
switch, 

A voltmeter is provided on the panel so that the electronic 
emission from the tubes may be kept constant under all oper- 
ating conditions. A milliameter is provided in the plate cir- 
cuit of the tubes to indicate when resonance is obtained in the 
patient circuit. The oscillating circuits are so coupled that the 
maximum plate current reading corresponds to circuit reso- 
nance, enabling the operator to adjust the machine for most 
efficient performance. The electrical characteristics are so 
designed as to make it impossible for the operator to over- 
load the machine when using air-spaced condensers, cuff elec- 
trodes or bare metal ones. 
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Schematic diagram of circuit. 


When the machine is operated at full load, it consumes 
about 1,250 watts from the alternating current line. The out- 
put of the unit is approximately 450 watts. Output measure- 
Ments are procured by the photo-electric cell method, using 
an incandescent bulb and galvanometer calibrated in watts. 

The temperature rise of the transformer and the rise taken 
at various levels inside the cabinet are within the limits of 
safety. While burns may be produced with this as well as 
With other short wave units, they may be avoided by the use 
of ordinary precaution. 

: To reduce radio interference to a minimum, a choke is used 
M series with the primary side of the transformer. If the 
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air-spaced treatment arms are used, some disturbance may 
result as the result of a stray field, which is emitted by them 
in the air-spaced position. 

The firm submitted evidence to show the heating ability 
cf the unit when applied to the human thigh: Tests were 
performed with air-spaced electrodes, cuff electrodes and the 
inductance coil. The technical procedure for making the tests 
was that recommended by the Council on Physical Therapy. A 
cannula was introduced at the midpoint of the thigh and inserted 
for a distance of about 2 inches or until the bone was encoun- 
tered. Temperature readings were taken by means of thermo- 
couples inserted into the cannula and constructed of constantan 
and copper placed in hypodermic needles. The constant tempera- 
ture junction was kept at 0 C. by means of a vacuum bottle 
and crushed ice. The couples were calibrated against a mer- 
cury thermometer certified and calibrated by the United States 
Bureau of Standards. Potential differences were read from a 
Leeds and Northrup portable potentiometer of requisite sensi- 
tivity. The accuracy is believed to be within one tenth of a 
degree. Average temperatures for the various technics are 
given here. 


Averages of Six Observations, Air-Spaced Technic 
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The technic used for the foregoing tests was as follows: 
4% inch circular disks were placed on the anterior aspect of 
the thigh, from 1% to 134 inches from the thigh and 11 inches 
apart. Transformer step No. 4 was used. 

The next six observations were made by means of the cuff 
technic. Cuffs measuring 3% by 16.0or 3% by 23% inches 
were employed. These were placed on the anterior aspect of 
the thigh, over three-fourths inch of felt spacing, and 8 inches 
apart from center to center. Transformer step No. 5 was 
used. The averages for six observations with this technic are 
given here. 


Averages of Six Observations, Cuff Technic 
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Another set of observations was made with the induction 
coil. Here one-half inch towel spacing was placed between 
the coils and the skin. The cable was wrapped around the 
thigh in four turns, 11%4 inches from center to center of turns. 
Transformer step No. 5 was used. The average temperatures 
are given here. 


Averages of Six Observations, Inductance Coil Technic 
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The firm did not submit evidence concerning this unit as a 
generating source for hyperpyrexia treatments or deep pelvic 
heating. 

The unit was tried out clinically by an investigator appointed 
by the Council and found to give sufficient heat with the air- 
spaced, cuff and inductance coil electrodes to warrant the claims 
made for it by the manufacturer. 

In view of the toregoing report, the Council on Physical 
Therapy voted to include the Hanovia Ultra Short Wave, 
Model 2711, in its list of accepted devices. 





Council on Foods 


ACCEPTED FOODS 


THE FOLLOWING PRODUCTS HAVE BEEN ACCEPTED BY THE COUNCIL 
ON Foops OF THE AMERICAN MEDICAL ASSOCIATION AND WILL BE LISTED 
IN THE BOOK OF ACCEPTED FOODS TO BE PUBLISHED, 

FRANKLIN C, Brine, Secretary. 


SUMMIT MINERAL SPRING WATER 
Manufacturer—Mineral Waters, Inc., Harrison, Maine. 
Description—Bottled spring water of low mineral content; 

practically free of micro-organisms. 

Collection and Bottling—Water is pumped through galvanized 
pipes from a covered spring, located in boulder clay over rock 
granite at 1,000 feet above sea level, to a galvanized storage 
tank. After being filtered twice, the water is stored in a stone 
tank, then bottled. The bottling house is equipped with brass 
pipes. All equipment is inspected and cleaned periodicaliy. 
Bottles are soaked in a 3 per cent solution of caustic alkali at 
49 C. for twenty minutes, brushed inside and out and rinsed 
three times. 

Chemical Analysis (submitted by manufacturer).—Parts per 
million: silica 22.02, sodium nitrate 1.645, potassium chloride 
0.657, sodium chloride 4.424, sodium sulfate 2.353, sodium car- 
bonate 12.587, magnesium carbonate 7.536, calcium carbonate 
6.782, iron oxide 0.097, aluminum oxide 7.266, organic and 
volatile matter 14.0. 

Sanitary Analysis (submitted by manufacturer).—Turbidity 
none; color none; sediment slight-vegetable; odor, 20 C., very 
faint vegetable. Parts per million: nitrogen as free ammonia 
0.004, albumoid ammonia 0.016, nitrites trace, nitrates 0.3, hard- 
ness 13. Alkalinity (px) 7.0, chlorine (Cl) 1.0. 

Microscopic Organisms.—Bacteria per cubic centimeter (37.5 
C.) 32, B. coli absent. 

ROCKWOOD’S CHOCOLATE FLAVOR SYRUP 
Manufacturer—Rockwood and Company, Brooklyn. 
Description.—Chocolate flavored syrup prepared from sucrose 

syrup, water, cocoa and sodium bicarbonate (trace), flavored 
with vanillin and coumarin. 

Manufacture ——Cocoa is added to hot sugar syrup and the 
mixture thoroughly mixed and blended. The batch is heated 
and then allowed to cool with constant beating. Flavoring is 
added. The syrup mixture is homogenized and automatically 
packed in cans, sealed and pasteurized. 

Analysis (submitted by manufacturer).—Moisture 39.8%, total 
solids 60.2%, ash 0.6%, fat (ether~ extract) 1.2%, protein 
(N x 6.25) 2.3%, reducing sugars as invert sugar 9.9%, sucrose 
39.7%, crude fiber 0.6%, carbohydrates other than crude fiber 
(by difference) 55.5%, total nitrogen 0.34%, theobromine 0.30%, 
caffeine 0.05%, pu 5.6. 

Calorics.—2.4 per gram; 68 per ounce. 


BORDEN’S CHATEAU 
Manufacturer—The Borden Company, New York. 
Description—Mixture of Cheddar cheese, cream, skim milk 

powder, water, disodium phosphate, sodium chloride, sodium 
citrate, citric acid and annatto. 

Manufacture —Cheddar cheese of good quality, free of mold 
and discoloration, is cut into pieces and ground with a definite 
proportion of skim milk powder. The mix with fixed quanti- 
ties of the remaining ingredients is passed through a heating 
trough, mixed and heated to 68 C. The molten mass is dis- 
charged into mixing kettles, is agitated until homogeneous and 
conveyed to packaging machines. Measured quantities are auto- 
matically sealed in tin foil, packed in cartons and refrigerated. 

Analysis (submitted by manufacturer).—Moisture 42.0%, total 
solids 58.0%, ash 5.4%, sodium chloride (NaCl) 3.0%, calcium 
0.00%, fat (ether extract) 27.3%, protein (N X 6.38) 19.3%, 
lactose 5.0%, crude fiber none, carbohydrates (by difference) 
6.0%. 

Calories —3.47 per gram; 99 per ounce. 

Vitamins—An excellent source of vitamin A a contains 
vitamins B and G. 
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DALE BRAND TOMATO JUICE 

Manufacturer —Orleans County Canning Company, Albion, 
N. Y. (Factory at Barre Center, N. Y.). 

Description—Canned tomato juice seasoned with salt, retain- 
ing in high degree the natural vitamin content. 

Manufacture. — Selected tomatoes are washed, inspected, 
trimmed and crushed. The juice is extracted, heated and auto- 
matically filled into cans, which are sealed, processed in retorts 
and cooled. 

Analysis (submitted by manufacturer).—Moisture 94.8%, total 
solids 5.2%, ash 1.0%, sodium chloride 0.65%, fat (ether extract) 
0.1%, protein (N x 6.25) 0,8%, reducing sugars as invert sugar 
1.2%, sucrose 1.2%, crude fiber 0.1%, carbohydrates other than 
crude fiber (by difference) 3.2%, vitamin C (titration) 10.9 mg, 
per hundred cubic centimeters (218 international units). 

Calories —0.2 per gram; 6 per ounce. 

Vitamins.—The product contains 68 International units of 
vitamin C per fluidounce. 


KIND AND KNOX EDIBLE GELATIN 


Super XX (250 Broom Jetty StrenctH), Super X 
(225 Broom Jetty STRENGTH), SUPREME (200 
Test), High Prime (175 Test) AND 
Prime (150 Test) GrabEs 


Manufacturer—Kind and Knox Gelatine Company, Camden, 
N. J. (Affiliate of Knox Gelatine Company, Johnstown, N. Y.). 

Description. — Unflavored, unsweetened granular gelatin; 
graded on the basis of jelly strength. 

Manufacture ——The gelatin is made from dephosphated bone 
or ossein, and from skins. The method of manufacture is the 
same as that described for Knox Plain Sparkling Gelatin (No. 1) 
(Tue Journat, March 14, 1931, p. 861). 

Analysis (submitted by manufacturer).—Bone Gelatin: Mois- 
ture 11.0 to 12.0%, ash 0.9 to 1.5%, protein (N x 5.55) (by 
difference) 88.1 to 86.5%, pu 5.9 to 6.2. Skin Gelatin: Moisture 
11.0 to 12.0%, ash 0.3 to 1.0%, protein (N x 5.55) (by differ- 
ence) 88.7 to 87.0%, pu 4.2 to 4.7. 

Calories.—3.5 per gram; 99 per ounce. 


BO PO’S DIETARY DRESSING 

Manufacturer—Arthur E. Shannon, 131 Franklin Park West, 
Columbus, Ohio. 

Description —Contains mineral oil, vinegar, salt, mustard, 
paprika, Worcestershire sauce, tabasco sauce and saccharin. 
Seasoned with garlic. 

Manufacture-—Spiced vinegar is prepared by steeping definite 
amounts of ground garlic in formula proportions of cider vinegar. 
Worcestershire sauce, tabasco sauce and saccharin are added 
and the mixture allowed to stand until the desired flavor is 
developed. Definite proportions of salt, mustard, paprika, spiced 
vinegar and mineral oil are then mechanically mixed and packed 
in clean glass bottles. 

Analysis (submitted by manufacturer).—Moisture 12.2%, total 
solids 87.8%, ash 3.1%, fat (ether extract) 83.6%, protein 
(N x 6.25) 0.8%, sucrose none, reducing sugars none, crude 
fiber 0.28%, total carbohydrates 0.35%. 

Calories.—Practically none. 


—-— 


SUNRAYS WHEAT SELEX 

Manufacturer—Sun Ray Products Company, Grand Rapids, 
Mich. 

Description—Wheat cereal containing the embryo and com- 
siderable of the bran. 

Manufacture.—Soft winter wheat is scoured and aspirated by 
the usual milling procedure, The outer coat or pespige is 
removed and the wheat is ground, heated to 200 F. for a 
of two minutes, cooled and packed. 

Analysis (submitted by manufacturer) —Moisture 10. 196, total 


solids 89.9%, ash 1.3%, protein (N X 5.7) 9.8%, fat = 


extract) 2.2%, crude fiber 1.5%, total carbohydrates other 
crude fiber (by difference) 75.1%. 
Calories.—3.6 per gram; 92 per ounce. 
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HOSPITAL SERVICE IN THE UNITED STATES 





SEVENTEENTH ANNUAL PRESENTATION OF HOSPITAL DATA BY THE COUNCIL ON MEDICAL 
EDUCATION AND HOSPITALS OF THE AMERICAN MEDICAL ASSOCIATION 





Among the outstanding facts revealed by the Annual 
Census of Hospitals for 1937 just completed by the 
Council on Medical Education and Hospitals, are: 

Persons in 1937 entered hospitals at the rate of one 
every 3.4 seconds. 

The rate of growth in hospitals is equivalent to one 
hospital of seventy-six beds for each day, Sundays and 
holidays included. 

New hospitals in addition to the 6,128 already regis- 
tered include 100 hospitals opened but whose registra- 
tion is pending, seventy under construction, and 179 
planned and being developed. 

(he rate of occupancy in general hospitals is 70 per 
cent of capacity. 


pitals admitted 8,349,773 patients, or 90.5 per cent of 
the total admissions to all registered hospitals. 

The average daily census of empty beds was 180,112 
in 1937, 188,205 in 1936 and 199,629 in 1935. The 
census showed an average of 123,811 empty beds in 
general hospitals. 

Eighty-six state mental hospitals reported an aver- 
age census more than 15 per cent in excess of rated 
capacity and seven exceeded their capacity by more 
than 50 per cent. 

The types of special hospitals whose figures show a 
downward trend for their institutions, as a group, are 
maternity hospitals, industrial, isolation, and the hos- 
pital departments of institutions. Maternity hospitals 
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SUMMARY OF HOSPITAL DATA 
Patients 
Admitted 
Number Beds Bassinets in 1937 
1. Registered hospitals and sanatoriums approved for 
training interns and residents.................. 954 372,838 24,502 4,860,709 
2. Other hospitals, sanatoriums and related institu- 
I SUE 8.0 ooo vs os he cies pe dude send cces 5,174 751,710 31,064 4,360,808 
ES. 6 is oo o0 0.0 cc be Giana eure 6,128 1,124,548 55,566 9,221,517 
Number 
3. Refused registration after investigation (capacity 18,624) ........... ccc cece cece eee cece eeeee 617 
4. Unclassified, emergency stations, clinics, offices, cottages, and so on, with bed care (capacity 
ED Xi oo So RABANNE MSA RE OEE oe DURESUND ORSEN CAC cad en eb Saude 6 CWeRS CREW CES bes 2,260 
5. Prospective hospitals and sanatoriums: 
i ee cia Seka cae week ks ib edeeves¥eeesheeesehenes ets 100 
Rn aS CA c's od cee AN OA ER 6 Ok UbWas kis Cp Wena se need kaaey ue ees 70 
CF as 06.5 5 0 8 0 Cele 0b 0 bbe eg Vin bs oF 446 chs ones oh deweee dade 179 








There are 6,128 hospitals, 1,124,548 beds, 55,566 
bassinets, 932,912 births, 944,436 average census and 
9,221,517 patients admitted. 

Thanks to cooperative superintendents and directors, 
reports were received from 97.6 per cent of hospitals 
representing 99.4 per cent of total capacity. Compari- 
sons with the preceding year showed a gain of 27,827 


beds and 1,341 bassinets. There were 101,412 more . 


babies born in hospitals and 574,632 more patients 
admitted. The average census was greater by 35,920. 

The figures for “patients admitted” and “average 
daily census of patients” throughout this article are 
exclusive of newborn infants and do not include out- 
patients, 

One person in fourteen became a hospital bed patient 
during the year 1937, the division being based on the 
population estimated by the United States Bureau of 
the Census as of July 1, 1937. The average length 
of stay in general hospitals was 12.6 days. 

The total patient days in all hospitals was 344,719,140, 
a gain of 12,202,284 over the preceding year. The 
patient days in-general hospitals numbered 105,222,200, 
or 30.5 per cent of the total. The 4,245 general hos- 


dropped in number from 125 to 114, in beds from 6,402 
to 5,466, in bassinets from 3,846 to 3,487, in patients 
admitted from 67,925 te 59,949, and in average census 
from 4,065 to 3,480. 


THE ANNUAL CENSUS AND THE 
RESPONSE 


The response to the annual census was indeed 
remarkable, being 97.6 per cent of all the registered 
hospitals. This is an all time record for our annual 
census and represents over 99.4 per cent of the capacity 
of all hospitals addressed. Returns are still coming in, 
especially from the proof submitted to each hospital to 
obtain final data for the American Medical Directory, 
which is also being revised. 

The 732 hospitals approved for intern training and 
465 approved for residencies in specialties, making a 
total of 954 excluding duplicates, all reported—a 
straight 100 per cent response. Statistical and other 
data of importance regarding internships and residencies 
are given farther on in the present article. The special 
survey and inspection of schools for clinical laboratory 
technicians, physical therapists, and occupational thera- 
pists also are described in later pages. 
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THE ANNUAL CENSUS QUESTIONNAIRE FOR 1937 

The questionnaire—Hospital Information Blank— 
that was sent to 5,310 hospitals registered but not 
approved for intern training or residencies was mailed 
in October 1937. It included the following questions: 


Name of institution in full....Year established....Street 
number....City....State.... Name of corporation, organiza- 
tion, or individual having control....Superintendent or admin- 
istrative head (Add proper title, as M.D., R.N., Mr., Mrs., 
Miss).... 

Character of cases treated—check classifications: [] Chil- 
dren’s, [] Chronic, [] Convalescent and Rest, (] Drug and 
Alcoholic, (] Ear, Nose and Throat, [) Epileptic, 1] Eye, 
(] Industrial, [(] Isolation, (] Maternity, (] Mentally Defi- 


Summary of Growth of Hospitals, 1909 to 1937 





HOSPITAL 











Federal State All Other 
Hospitals Hospitals Hospitals Total 

—_—_—Aa——_FoOF ORO TOO OTTO 

Num- Canac- Num- Capac- Num- Capac- Num- Capac- 
Year ber ity ber ity ber ity ber ity 
1909 71 8,827 232 189,049 4,056 223,189 4,359 421,065 
1914 93 12,602 294 232,834 4,650 287,045 5,037 532,481 
1918 110 «618,815 303 262,254 4,910 331,182 5,32: 612,251 
1923 220 =53,869 601 302,208 6,009 399,645 6,8: 755,722 
1928 294 61,765 595 369,759 5,963 461,410 6,852 892,934 
1931 291 69,170 576 = 419,282 5,746 485,663 6,613 974,115 
1982 301 (74,151 568 442,601 5,693 497,602 6,562 1,014,354 
1933 295 75,635 557 459,646 5,585 491,765 6,437 1,027,046 
1934 3138 77,865 544 473,035 5,477 497,201 6,334 1,048,101 
1935 316 = 83,353 526 483,994 5,404 507,792 6,246 1,075,139 
-1936 323 84,234 524 503,306 5,342 509,181 6,189 1,096,821 
1937 329 =: 97,951 522 508,913 5,277 517,684 6,128 1,124,548 





cient, [] Nervous, [] Mental, 1] Skin and Cancer, [1] Ortho- 
pedic, () Surgical, [) Tuberculosis, [J] Venereal, Other. 

Ownership or control. Please check type of organization 
owning or controlling hospital: (a) Governmental—[] Federal, 
O State, 1 City, (] County, (1) City-County; (b) Nonprofit 
organizations—L] Church, [ Fraternal, [) Other nonprofit 
organization; (c) Proprietary—[J Individual, () Partnership, 
() Corporation (unrestricted as to profit). 

Number of beds (all except bassinets). (Do not count beds 
for nurses or other employees)....Bassinets (For newborn 
only)....Total patients admitted for the latest twelve months 
period available (Do not include newborn, stillborn or out- 
patients)....Total deaths (For same period. Do not count 
stillbirths)....Total births in same period (Total live babies 
born)....Average daily census of patients in hospital (Total 
patient days divided by 365. Do not include newborn infants 
or outpatients)....Does the hospital maintain an organized 
outpatient department?.... Number of patients served in out- 
patient department during report year....Number of visits by 
these outpatients during report year.... 

Has the hospital its own clinical laboratory? (Answer yes 
or no)....If the hospital has its own clinical laboratory, who 


is the director? (Add proper title, as M.D.)....If any labora- 
tory work is sent out, to whom is it sent?....(Add proper 
title, as M.D.)....Do you send out the following kinds of 


werk? (Answer yes or no).  Tissues....Parasitology.... 
Serology.... Bacteriology. ...Hematology....Biochemistry.... 

Has the hospital its own x-ray department? (Answer yes 
or no)....If so, who is director? (Add proper title, as M.D.) 
....1f the hospital has no x-ray department: (a) To whom is 
your radiologic work referred?....(b) Name of director (Add 
proper title, as M.D.)....Do you have apparatus for roent- 
genography?....Fluoroscopy....Roentgenotherapy....(Answer 
yes or no). 

Do you have interns?....Number....Resident Physicians 
....Number....(Kindly list interns and resident physicians on 
the back of this sheet).... 

Are hospital privileges limited strictly to qualified physicians 
having the M.D. degree? (Answer yes or no).... 

Do you have a school of nursing?....Number of students 
now in training.... 

If you publish an annual report kindly send copy. 


Space also was provided in which hospitals reported 
(a) names of medical staff, including all physicians 
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SERVICE 
using the hospital’s facilities in any way; (b) names of 
all resident physicians, specifying the type and duration 
of each service; (c) names of all interns, together with 
medical college of graduation and the beginning and 
end of intern service. 


SPECIAL ANNUAL SURVEY OF INTERNSHIPS 


As usual, a special annual questionnaire was sent to 
all of the hospitals approved for internships and for 
residencies in specialties for the calendar year. It was 
mailed Dec. 28, 1937, and included all the questions 
asked in the foregoing questionnaire—Hospital Infor- 
mation Blank—and, in addition, the following questions : 


Chief or president of staff....Hospital pathologist....Time 
spent at hospital....Hospital radiologist....Time spent at 
hospital....Chairman of intern committee....Give approxi- 
mate percentages: Free patients....Part pay patients... .Full 
pay patients.... 

Deaths and Autopsies (Give figures, not percentages) ; Still- 
births....Autopsies....Coroner’s or medical examiner’s cases 
....Autopsies....All other deaths....Autopsies.... 


INTERNSHIPS.—Kindly supply us with a copy of your intern 
schedule or indicate below the type of internships you offer, 
whether straight, mixed or rotating. If straight internships 
are provided, please indicate in which departments and for 
what length of time. 

Note: Rotation through surgery, medicine, obstetrics, pedi- 
atrics and the laboratories is considered a full rotating schedule. 
A straight internship is a service limited to one clinical depart- 
ment. A service between these two limits is interpreted as a 
mixed internship. 





























1929 1936 1937 
According to Ownership or Control: 
ES og 65.0 o'8 54 cisecewotGnedeeee sea sc 2,296 6,520 6,698 
| | RP rr oe re ee 9,125 19,360 18,880 
NED 0 < ccnccinngsscuneuibie bnpmnanenaee 17,527 42,032 46,307 
CN oie se cbas dee xae@cdoharveawaiae etre as’ 45,787 74,149 77,441 
CREF ONE in ck Sis hives nt Sees kc¥eubees 8,806 9,520 10,074 
Total governmental............sssee8. 83,541 151,581 159,400 
CN ok iis Sv ia Wesepoctgenevansesecendeen 799,726 265,901 306,115 
ELE OE eo mye en nie 1,7. 1,422 1,898 
Associations andrestrictedcorporations _...... $24,894 363,946 
INE sik act ccnean votes vobnsieaeieds 4,327 ee. oe 
Independent associations..............+. 283,136 <a 
TOCA] MOMDTORE.. 6 vccccccercosecsccctee bP 592,217 671,959 
Individual and partnership.............. 39,436 39,897 49,834 
Corporations (unrestricted as to profit) sieweare 47,805 51,719 
Motel peOmeletaty. oo... i cccscccscieces: . - ombes’ 87,702 101,553 
Total nongovernmental............... 538,355 679,919 773,512 
According to Type of Service: “4 

CROMNGERE cic ccc cnccccceesetesactosseves 566,177 783,853 887,231 
Ee rr ee Oren Pere ee Ts 53,019 44,510 43,449 
COB oss cus unc ccupnawpneey sade 862 1,161 1,642 
Hospital departments of institutions... 277 1,360 189 
All other hospitals.............s.eeeeeees 1,561 616 401 
Total births in all hospitals........... 621,896 831,500 932,912 


—— 





Have affiliations for special intern services been established? 
....With what hospitals?....For what services?....Compen- 
sation for interns: Salary per month....Bonus....Do you 
supply full maintenance to interns?... .Uniforms?....How 
many internships are open to women?....Do you employ rest 
dents on general service in the hospital as chief house officers? 


SPECIAL ANNUAL SURVEY OF RESIDENCIES 
IN SPECIALTIES 
Residencies in specialties offered by 465 hospitals 
were surveyed by questionnaire and also by pef 
visit by a member of the Council’s staff where possible. 
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Methods and results of the personal visit are reported 
in later pages of this article. The inquiry concerning 
residencies covered all questions in the foregoing 
questionnaires and also elicited, regarding residency 
offered, name of chief of service, number of inpatients 
treated, outpatient service available, number of resi- 


Totals According to Type of Service, 1937 
Condensed from Table 2 











Hospi- Bassi- Patients Average Patient 
tals Beds nets Admitted Census Days 
oc | Bc ey rays 4,245 412,091 51,668 8,349,773 288,280 105,222,200 
Nervous and mental... 579 570,616 124 195,624 546,906 199,620,690 
Tuberculosis........... 508 76,751 33 =—-:101,889 64,800 23,652,000 
SS arr er 114 5,466 3,487 59,949 3,480 1,270,200 
1 Saree 36 SA dice 41,028 1,549 565,385 
Eye, ear, nose and 
tates stenseska xs 39 1,946 3 95,241 1,115 406,975 
8 eee 51 5,389 111 89,584 3,714 1,355,610 
Orthopedic......6 0... 75 6,880 10 33,015 5,563 2,030,495 
OR eka eck santecss 56 6,187 23 37,295 2,633 961,045 
Convalescent and rest 120 5,566 38 29,411 3,965 1,447,225 
Hospital departments 
of institutions....... 240 21,821 §1 144,189 14,498 5,291,770 
All other hospitals..... 65 9,000 8 44,569 7,933 2,895,545 
OC ss ave ha scks sus 6,128 1,124,548 55,566 9,221,517 944,436 344,719,140 





dents employed, number of assistant residents, when 
service begins, deaths occurring in service, autopsies 
performed, number of months training provided, and 
beginning salary per month. 

The present census of hospitals covers, for all prac- 
tical purposes, the calendar year 1937. The gain of 
27,827 beds in the year is entirely consistent with the 
figures for the past twenty-nine years, since 1909. 
During that time the annual increase in hospital facili- 
ties has amounted to a permanent net gain of between 


Percentage of Beds Occupied 








1929 1933 1936 1937 


According to Ownership or Control: 








POPES. ins wcnn nents cagbane Oreste esaatewn 76.8 75.0 816 82.5 
Beate ..c.0% 94.6 94.5 95.1 95.5 
County....... , 80.7 85.8 87.1 86.3 
CNG cc vscondasdeecctsvesss vin! the 83.0 82.9 81.8 
ClEy COMER 6 i sip ies assis ceccipes de cde eegee 80.2 75.5 76.6 73.0 
Total sovernmental,......ciscecsvowssnese 88.9 90.1 91.2 91.1 
Cs a os vivuid din dugns cu beeienees phates 66.7 54.9 65.3 68.6 
py Res re Serene Se ea 68.7 64.5 67.6 67.0 
Associations and restricted co1porations.. .... Sond 66.0 70.6 
I, 5, oss cap euses}saea vars Dee ee 54.4 44. phe 
Independent associations.............e6-00 65.9 58.5 
Potal BONGO iiss vs vss cccoevercomivinese nes oath 65.8 69.7 
Individual and partnership................. 54.2 41.1 47.9 51.6 
Corporations (unrestricted as to profit)... .... ie 57.7 58.7 
Total CEG BT. i..o i oo Keates bbeune s65> ae sia 52.8 55.0 
Total nongovernmental...............06. 64.6 55.3 63.6 67.2 
According to Type of Service: 
ORIN ss. 5 0c'vbv hc dcties cake ious <deasenbacen 65.5 59.9 67.4 70.0 
Nervous and mental... ......6e0s ccsacascetes 95.7 95.1 95.6 95.8 
INO 5565 6c c> aeeds oo kbc ckcewe 82.7 85.3 85.8 84.4 
BE s vc os écecccanuaceewessspeeeiiionn’ 62.8 60.8 63.5 63.7 
SRI aise nks bs tnsect wnvanegs sea baeebeeks 54.6 44,2 48.6 54.6 
Eye, ear, nose and throat..............eeee. 47.7 45.6 52.5 57.3 
COO Bia vhs elivinidpictes ee0mebunes 65.9 65.9 64.8 68.9 
i TPE T Eee ees Peer Orr Ver SA 80.2 76.9 80.9 80.9 
ERE pee agee See Mee ed ee 36.1 41.2 41.8 42.6 
Convalescent and rest........csssecsccceees 70.9 69.2 69.4 71.2 
Hospital departments of institutions...... 63.0 60.1 70.7 66.4 
All Ofte? hoahtaies so ou cic cdc iets vnc: idees 74.6 79.3 84.0 88.1 
TOCAL WE ONIN ina i555 ods uds Kv oewete 80.1 78.8 82.8 84.0 





20,000 and 30,000 beds each year. The accumulative 
nature of this gain is obvious, since hospital facilities 
are not a commodity that is used up but represents a 
permanent addition. The hospital facilities, therefore, 
were added to during the year 1937 at a rate equal to 
the completion of a seventy-six bed hospital for each 
day in the year, Sundays and holidays included. 


HOSPITAL SERVICE 








our. A. M. 


The total number of hospitals registered is 6,128, 
which have a capacity of 1,124,548 beds and 55,566 
bassinets. 


INCREASES AND DECREASES IN FACILITIES AS TO 
TYPES OF SERVICE 
General hospitals made a marked increase in number 
and also in their capacity and their occupancy figures, 
The nervous and mental dropped in number but 
increased in capacity and occupancy. Tuberculosis and 
orthopedic hospitals increased in number, capacity, 
admissions and average daily census. There are now 
4,245 general hospitals as compared with 4,207 for the 
previous year. The bed capacity is 412,091 as com- 
pared with 402,605 for the previous year. Bassinets 
now number 51,668, a gain of 2,064. Patients admitted 
numbered 8,349,773, a gain of 593,925, and the average 
census was 288,280, a gain of 16,622. 


Unoccupied Beds in Hospitals 








1929 1936 1937 
According to Ownership or Control: 














On EE ee ie ree eee 13,868 15,482 17,132 
PU caid Se bose keto bnseerikekivethipibsaasecs 21,664 24,528 23,022 
RT o's n5 vg dba dcscuadcudninanstameebassees 12,625 11,264 12,804 
I  iiacs Penn enneen caui ck hnwcee enc eaaeares 14,688 13,442 14,440 
RN ONT hed cv ccdyi de ceaess se igecabawas 2,807 2,289 2,471 

Total SSvOTMMENCAL.. 5 i.6s ics Gee cecsces 65,652 67,005 69,869 
Ric siis 3. Re Rick a eee ec deda 37,785 39,251 26,130 
WONG ond. 055s Sandanshepetes ters ee 1,656 1,595 1,581 
Associations and restricted corporations... ines 53,481 46,385 
| ER eer ee aes ey Seon 3,107 wees ookem 
Independent associations................0008 54,794 

TOChl RAMEE ois a5 6-505 ve ese Senseo andes ourek 94,327 84,006 
Individual and partnership.................. 17,373 14,824 14,499 
Corporations (unrestricted as to profit).... —..... 12,049 11,608 

"TOCRE DEOOCIOEDEG odie Faiz tA Fade Posnaseesd athe 26,873 96,107 

Total nongovernmental................68 114,715 121,200 110,203 


According to Type of Service: 





DOE hoa isis s cohen S4ass ic hua A owes 5 180,947 123,811 
Nervous and mental baie 7 23,959 23,710 
Tuberculosis............... ‘ 10,426 =—:11,951 
oP T Pre pe rer ae eee ee ‘ 2,337 1,986 
PINON 55 i os. cudnt c a cemegh eh el ae tates 1,623 1,286 
Eye, ear, nose and throat...............0008 1,383 1,005 831 
INOUE Wass cise ues vin Ronteus hells ps Madewess 1,857 1,857 1,675 
COEUR hs 6 50 Se caled ds hed kgs ok cd avs es bs 1,175 1,206 1,317 
PIRI OR nS dis ins 5 sien Fea teh idk hid eed uave’ 4,745 4,010 3,554 
Convalescent and rest...........cccecceecees 1,886 1,848 1,601 
Hospital departments of institutions....... 9,148 7,382 7,323 
ME ORCL OS PICIIN 6.9550. So Feces Ses Cos Ved 2,364 1,605 1,067 





Total unoceupied beds—all hospitals...... 180,367 188,205 180,112 





The unusual gain in the number of general hospitals 
is accounted for by the opening up of an increasing 
number of small general hospitals in rural districts and 
the reclassification of certain related types of institu- 
tions which have been developing through the years 
toward general hospital service. Some hospitals also 
that have started out as special hospitals have become 
general hospitals. 

A potent factor in the rising figures concerning geft- 
eral hospitals is the increasing use of them in special- 
ties, such as tuberculosis, orthopedic, and nervous 4 
mental, as well as in general medical and surgical 
services. 

Mental hospitals showed a decline in number from 
584 to 579, while the capacity increased to the present 
level of 570,616 beds, an increase of 21,664 beds during 
the year. Patients admitted numbered 195,624, am 
increase of 10,688, and the average census was 546,900, 
an increase of 21,913. ; 

Tuberculosis hospitals now number 508, a net gait 
of two institutions, but they have 76,751 beds, am 
unusual gain of 3,059 beds during the year. To 
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were admitted 101,839 patients, and the average census 
was 64,800. 

The orthopedic hospitals made an increase in number 
from seventy-one to seventy-five, in beds from 6,333 to 
6,880, and in number of patients admitted from 30,499 
to 33,015. The average census of patients in orthopedic 
hospitals increased from 5,127 to 5,563. 

Industrial hospitals declined in number from forty- 
four to thirty-six, in beds from 3,159 to 2,835 and in 
patients admitted from 41,862 to 41,028, but their 
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loss of forty-two during the year. The beds in such 
institutions number 21,821, and the average census 
14,498. A hospital department of an institution is 
usually designed to take care of its inmates only, 
When the management finds out that better care can 
be given or more economy effected with existing hos- 
pitals in the community, the institutional hospital closes, 

The types of hospitals that have remained static, or 
practically so, as between the years 1936 and 1937 are 
the eye, ear, nose and throat hospitals, children’s hos- 
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TABLE 1.—HOSPITAL FACILITIES BY STATES AND BY CONTROL. 
B. NONPROFIT ORGANIZATIONS 
Nonprofit Corporations 
Church Fraternal and Associations Total Nonprofit 
fo) SS . —— a ee ee oceania aaa ~ _ Ha — @ 
“4 A } 
re 3 , 488 SS BS aE 2 oo: ee ae 2 . 2 aie 
E = £ es Bs: & f gs vz & : $5 Ss 8s & gs 2 g 
Bu Sy 7 3s #2 &@ « & 33 EG ia S35 sa £ $s S32 % | 
E s 2 § £8 §¢.2 42 38.88. .8 2. .9- So 2S ho Rae : 
= . &@ & &@ &e <6 RR Ww ae 6 mR £ HR we 64OlUlUlUlCUl Cc Oe : 
1 Alabama......... 7 642 79 18,283 445 cate ae eee 19 1,375 116 32,336 788 2% 2,017 195 50,619 1,233 1 
2 Arigona.......... 9 879 eo. 61788 6} Ct Ck 3 1 10 402 31 5,693 195 20 1,306 122 23,542 774 2 ‘ 
3 Arkansas........ 9 964 83 20,800 522 1 72 3 75 57 7 583 42 8,760 215 17 (1,569 128 30,285 =794 8 P 
4 California....... 42 4,849 868 126,061 3,505 > 6©846 10 3,909 i3 67 5,912 816 122,616 4,201 112 11,107 1,694 252,586 7,979 4 4 
5 Colorado........ 29 2,619 327 46,344 1,705 ae 134.97 21 2,242 7 13,907 1,562 52 5,122 405 60,385 3,364 5 5 
6 Connecticut...... 5 1,075 229 30,714 802 an ae la 35 5,046 723° --:100,189 3,888 40 6,121 952 130,903 4,690 6 6 
cg. < 3 ee coe eevee esses 1 7 12 1,576 43 7 628 101 15,478 479 8 703 113 17,054 522. 7 7 
8 Dist. Columbia.. 4 786 130 26,196 > ee ea a 10 (1,566 310 37,145 1,194 142,352 440 63,341 1,827 8 8 
9 Florida:......... 7 #717 «1138 «(14,059 374 3 160 8 1,234 120 23 1,153 164 20,029 577 33 2,030 285 35,322 1,071 9 9 
10 Georgia.......... 5 486 72 14155 344 1 64 291 60 19 1,208 135 29,832 774 2 1,758 207 44,278 1,178 10 10 
11 Idaho............ 11 86718 «140 «#18001 450 .. ... heer 3 63 8 1,050 30 14 781 148 19,051 430 11 11 
12 Illinois.. 87 11,731 1,905 252,863 7,450 4 338 25 5,074 205 82 8,429 1,410 189,517 5,544 173 20,498 3,340 447,454 13,199 12 12 
13 Indiana. 29 3,770 614 98,914 2,607 1 8 243-60 18 1,223. 213 27,027 733 48 5,078 827 126,184 3,400 13 13 
Ce a errr. 43 4,150 603 81,683 2,508 1 65 12 47 24 =1,163 200 21,042 627 68 5,378 803 102,737 3,182 14 14 
5 Kansas........... 372,952 «455 «63,889 1,843 1 250 1197 69 2% 823 149 17,223 458 62 4,025 604 82,309 2,370 15 15 
16 Kentucky........ 12 1670 . 224 43,008.19 1. 2... 91 «14 25 1,411 149 23,060 7 88 3,110 373 64,639 1,925 16 16 
17 Louisiana........ 10 1,385 142 39,905 988 2 122 13 89 78 13 1,042 76 22,423 645 25 2,549 231 63,227 1,706 17 17 
18 Maine............ ‘me 2. te 668 ll. at ae 22 1,441 220 28,398 1,059 27 «1,804 «261 368 1,306 18 18 
19 Maryland........ > 295 17% 32.05 2S 4. us Oe, ae 27° 3,738 360 60,120 2,862 36 5,713 536 92,915 4,403 19 19 
20 Massachusetts... 16 2,585 418 54,612 1,999 1 60 415 52 114 11,017 1,815 213,049 7,746 131 13,662 2,233 268,076 9,788 20 20 
21 Michigan......... 33 3,955 669 102,087 2,894 2 170 338 6151 60° 6,152 880 134,249 4,637 95 10,277 1,549 236,674 7,682 21 2 
22 Minnesota....... 35 3,480 528 82,482 2,470 1 60 176 60 «= 43.-—«s«2,647 446 = 64,494 1,750 79 6,187 974 147,152 4,280 22 22 | 
23 Mississippi....... [. os: 2 eee ee ue os ae 21 «= 968-—s«sd18-—s«d19,845 438 2 1,153 140 25,910 546 8 3 
24 Missouri......... 39 5,622 770 108,712 4,001 4 338 1,710 259 27 2394 312 38,443 1,500 70 8,354 1,082 865 5,760 2 2 
25 Montana......... 2 2,708 811 S558 1,104 .. .. a Sa 6 191 44 5,246 143 29 «#«1,984 355 40,308 1,247 2% 25 | 
26 Nebraska........ 28 2,558 342 50,077 1,532 = Ray 5 197 37 6,795 129 33 2,755 «379 ~=—-56,872 1,661 26 2 ; 
Bi OVER. snccon 0a: 1 54 12 1,661 50 ee 3 2 65 10 673 29 3 119 22 2, 79 27 2} 
28 New Hampshire.. 5 339 64 7,794 242 a ath oe 23 1,112 199 22,089 693 28 1,451 263 833 935 28 %8 } 
29 New Jersey... ... 18 3,246 450 63,384 2,282 2 135 140 69 68 8,769 1,303 184,414 6,434 88 12,150 1,753 247,938 8,785 29 29 » 
30 New Mexico. .... 14 970 85 11,812 527 we eek . 2:2 2. 23 1,302 112 15,554 685-30 #0 } 
31 New York........ 78 11,804 1,543 195,552 9,106 4 413 5 1,090 249 215 30,007 3,818 597,011 22,619 297 42,314 5,366 793,653 31,974 31 31} 
32 North Carolina.. 15 1,016 125 26,100 763 2 92 .. 384 2%6 70 3,969 5 98,453 2,523 87 5,077 629 124,987 3,312 32 32) 
33 North Dakota... 20 1,608 254 34,264 1,018 sai as oe ee 9 34 69 6,462 186 29 1,953 323 726 1,204 33 3) 
vy. < “eee eons 43 6,600 967 158,076 4,947 4 417 .. 1,504 293 87 7,353 1,095 171,462 5,191 134 14,370 2,062 331,132 10,431 34 4 € 
35 Oklahoma....... 11 952 178 24,056 617 3 143 19 2,861 59 7 254 28 4,034 128 21 (1,349 225 30,951 804 35 35 0 
36 Oregon........... 16 1,922 267 52,301 1,552 1 50 .. 235 50 11 501) 689 «= 8,876 §=— 299 2. 2,473 356 61,02 1,901 36 36 0 
37 Pennsylvania.... 39 6,068 772 106,440 4,328 5 380 .. 1,271 345 194 25,568 3,139 475,542 19,111 238 32,016 3,911 583,253 23,784 37 37 P 
38 Rhode Island.... 3 452 3 4,875 290 ie sai a 13 1,858 338 32,060 1,340 16 2,310 381 36,935 1,630 38 38 R 
39 South Carolina.. 5 343 - 47 9,638 258 3 155 5 1,198 108 21 1,439 158 33,804 976 1,937 210 44,640 1,342 4 39S 
40 South Dakota... 14 1,076 175 21,450 628 .. ... Saxe sal 10 1344 «80 ©6981 —«:183 24 (1,420 255 28,300 Sil . #8 
41 Tennessee........ 108 2 SEG Oe ick” 2 95° 1,718 154 27,706 1,126 81 2,791 296 63,985 1,987 a T 
rt | ae 46 4,133 551 111,499 2,498 4 315 13 2,442 229 31 1,765 166 37,109 896 81 6,213 730 151,050 3,623 42 27 
a eee 6 987 171 22,088 716 1 20 69 20 4 183 49 5,254 100 11 1,199 220 27,411 836 8 * U: 
44 Vermont......... $88 @ 48 ME ws aie. (ics 17° 1,739 146 23,901 1,347 2 1,954 173 28,828 1,513 : a“ Ve 
45 Virginia.......... 3 344 38 5,815 168 1 135 15 2,677 73 33 2,196 268 55,119 1,435 37 2,675 321 63,611 1,676 . 6 Vi 
46 Washington..... 21 2,530 437 58,281 1,543 1 2 115 20 26 «1,891 364 45,205 1,338 48 4,441 801 98,601 2,901 4 . . 
47 West Virginia... 9 973 116 18,590 541 aa < 18 1,440 126 29,170 949 27 2,413 242 47,760 1,490 i! ZY 
48 Wisconsin........° 61 6,485 1,025 132,967 4,247 98 1,791 283 40,185 1,238 89 8,276 1,308 173,152 56s 2 oY 
49 Wyoming........ 2 46 10 1,03 2 4 Se ua 2 44 6 13: 27 2,83 
. T pe Skane ahlakes be aac e. ek seek ee ROPE ni Gk ean oer = 50 0 Te 
50 Totals (1937).... 975 115,243 16,851 2,495,114 79,113 61 4,786 128 32,125 3,205 1,657 157,688 21,383 3,168,917 111,303 2,693 277,717 38,362 5,696,156 193,621 i 
51 (1936).... 969 133,288 16,360 2,236,064 74,037 64 4,938 116 33,057 3,341 1,678 157,650 21,122 2,939,651 104,169 2,711 275,874 37,598 5,258,772 161,58 2 - 
52 (1935)... 970 113,268 16,033 1,950,308 69,592 69 5,360 141 33,926 3,620 1,601 149,940 19,978 2,493,281 94,468 2,640 268,568 36,152 4,477,515 167,680 58 3 
53 (1934)... 970 113,263 16,067 1,786,522 63,851 72 5,411 150 34,700 3,601 1,604 149,038 20,034 2,342,513 89,615 2,646 267,712 36,251 4,163,735 157,067 : 
bd (1933).... 984 115,840 16,190 1,753,565 63,621 72 5,399 132 36,817 3,487 . 
bo (1932)....1,001 117,555 16,125 1,918,214 70,119 74 5,550 152 41,390 3,706 . 
56 (1931)....1,011 116,935 15,861 2,013,352 73,911 76 5,528 161 44,790 3,820 4 
57 (1930)....1,017 116,846 15,615 ......... 75,162 77.5,606 149 ...... 3,779 : 
58 (1929) ....1,024 113,555 15,037 ......... 75,770 70 5,283 158 ...... 3,627 rs 
59 (1928) ....1,056 114,613 13,190 ......... ...0-. 87 5,298 196 ...... sree : 
60 (1927). ...1,060 108,582 ...... ...ses00e 72,813 85 4,935 ... .....+ 3,193 
od —_—.. 
Tables | and 2 record conditions as of Dec. 31, 1937. Discrepancies between these figures and those found in the list beginning on page ‘, 
986 are due to the fact that the list was revised to March 15, 1938. ar 
; ; ‘ . est. th 
average daily census of patients increased from 1,536  pitals, and those devoted to convalescence - go re f 
to 1,549. The eye, ear, nose and throat hospitals showe . . Ss 
Isolation hospitals continued about the usual down- loss in number from forty-three to thirty ai me : i , 
ward slide, from sixty-one to fifty-six;.the beds being beds from 2,118 to 1,946. However, bees w ft r ( 
reduced from 6,896 to 6,187. There was also a steady _ slight increase in the average census. Chi ic et i ; 
decline in the average census. pitals now number fifty-one, a net loss of one ins 7 oy 
. . . . bd ‘ 
The hospital departments of institutions, frequently during the year, but there was an oo . 
called “institutional hospitals,” which have shown a capacity from 5,279 to 5,389. _ They et i oa 
marked decline over a period of -years, continued the stationary as to number of patients admi bt e 
downward trend. They now number 240, making a net average census. on, 
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Under convalescent and rest we have included only 
those institutions whose patients are under medical 
care—in other words where, as a rule, there is medical 
supervision over the care and treatment of patients. 
The number is 120, ten less than last year, with a bed 
capacity of 5,566 as compared with 6,039 last year. 
The number of patients admitted and the average census 
remained about the same. 

Details regarding hospitals of all types of service are 
shown in table 2 and special attention is directed to 


Table 1—HOSPITAL FACILITIES BY STATES 
C. PROPRIETARY 
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tana, Nebraska, New Hampshire, New Jersey, New 
Mexico, North Carolina, Oklahoma, Oregon, South 
Carolina, Texas, Washington and West Virginia. 
Illinois reduced its number of hospitals during the 
year by thirteen, New York by fourteen, Ohio by two, 
Tennessee by four, Virginia by two, Wisconsin by 
three and Wyoming by two. The number of beds 
increased in all states except Delaware, Kentucky, 
Nevada and South Dakota. The total number of bassi- 
nets in all hospitals increased during the year from 
AND BY CONTROL TOTAL 
NONGOVERNMENTAL 





























Individual and Corporations 
Partnership (Unrestricted as to Profit) Total Proprietary Totals of Tables 1B and 10 
6 A — a A —_ gr AW “ss +. ———_— --—-——_-, s 
Zz f vA 
3 4 s nS r3) 4 s 2S 3) 3 s nS < 4 2 nS 3) i) 
r| = a eS % 3s a e>5 = = ES %&s = a 5 Ye § 
be * 8 €$ #8 £& © 2 @ $3 £2 & =2 & SE Ee * = $ 38 §8 
- } 4 < = 5 ° z “ ce 2 ra) -_ ; tT 58 } = sca 53 os 
F 8 whe <6 &@ 8 wo he <O 8 & & ES <0 = 8 8 fe «<5 & 
1 Alabama.......... 28 979 122 15,9384 377 7 410 53 9,496 197 35 1,389 175 25,430 574 61 3,406 37 76,049 1,807 1 
2 ATIZONA...6.ces0es 10 255 22 672 116 3 @ 18 1,808 47 13 347 35 2,475 163 33 1,653 157 26,017 937 2 
3 Arkansas......... 291 492 54 8941 164 5 178 22 1,633 38 26 670 76 10,594. 202 43 2,239 204 40,879 996 3 
4 California........ 110 3,557 503 57,676 2,218 42 2,311 354 45,963 1,512 152 5,868 &57 103,639 3,730 264 16,975 2,551 356,225 11,709 4 
5 Colorado......... 26 582 82 8,504 329 4 257 8 1,659 128 30 839 90 10,163 457 82 5,961 -495 70,548 3,821 5 
6 Connecticut....... 4 69 4 1,064 46 13 660 4 1,444 437 17 729 8 2,508 483 57 «66,850 960 133,411 5,173 6 
7 Delaware........,. a ine. dea? Bees ee 1 15 6 242 7 1 15 6 242 7 9 718 119 17,296 529 7 
8 Dist. of Columbia 3 60 4 348 3 oi ee ae ee mt 3 60 4 348 36 17 2,412 444 63,689 1,863 8 
9 FlIOTGRi cece cevcs 24 +612 99 9,808 236 5 195 35 3,827 76 299 807 134 13,635 312 62 2,837 419 48,957 1,383 9 
10 Georgia........... 41 1,060 113 20,030 564 12 570 78 14,904 314 53 1,630 191 34,934 878 78 3,388 398 79,212 2,056 10 
S06) ae 14 334 3 «7,187 s«:152 4 97 22 2,972 54 18 431 85 9,409 206 32 1,212 233 28,460 686 11 
es Tir ioe oa de ce 33 727 102 8,229 407 26 1,904 269 31,812 1,039 59 2,631 371 40,041 1,446 232 23,129 3,711 487,495 14,645 12 
13 Indiana........... 18 292 80 5,783 154 10 492 42 8807. 265 28 784 122 14,590 419 76 «65,862 949 140,774 3,819 13 
TO ee eee 37 565 135 10,301 254 7? i 8 290 197 44 766 158 13,204 381 112 6,144 961 115,941 3,568 14 
15 Kansas............ 16 «2830 — 46s 3,849 136 4 155 17 2,480 103 20 438 63 6,329 239 82 4,463 667 88,638 2,609 15 
16 Kentueky......... 15 403 38 4,899 186 16 554. 51 11,590 292 31 957 8&9 16,489 478 69 4,067 462 81,128 2,403 16 
1? Louisiana...:..... 1% 958 4% 8798 184 11 562 65 17,826 360 28 915 111 26,554 494 53 3,464 342 89,781 2,200 17 
A Malic. tvccsscese 15 42 78 65,577 233 10 339 69 7,258 206 25 767 147 12,835 439 52 2,571 408 49,203 1,745 8 
19 Maryland......... ae | fae 741 = 225 6 306 40 3,976 149 13 601 40 4,717 © 37 49 6,314 576 97,632 4,777 19 
2 Massachusetts.... 21 470 100 5,768 243 24 1,337 207 22,681 814 45 1,807 307 28,449 1,057 176 15,469 2,540 296,525 10,845 20 
% Michigan.......... 38 794 133 15,695 505 10 498 45 5,033 363 48 1,292 178 20,728 8 143 11,569 1,727 257,402 8,550 21 
22 Minnesota........ 64 1,007 258 17,799 464 15 1,020 65 25,017 578 79 2,027 323 42,816 1,042 158 8,214 1,297 189,968 5,322 22 
23 Mississippi........ 28 893 116 18,717 331 5 180 24 4,375 73 33 1,073 140 23,092 404 560 «2,226 «= 280) 49,002 950 23 
24 Missouri.......... 29 «734 «165 «8,187 = 318 9 361 54 4,188 204 38 1,095 219 12,375 522 108 9,449 %301 161,240 6,282 24 
% Montana.......... 10 189 57 3,690 80 $ 167 © Spal 91 mn oe 7,211. 171 42 2,340 . 432 - 47,609 1,418 25 
% Nebraska......... 44 680 186 12,223 278 8 10 1 1,46 135 47 829 201 13,649 ° 403 80 3,584 580 70,521 2,064 26 
2 Nevada.......ce0- sage ase ER eds Se 1 35 7 1,012 23 1 35 7 1,012 23 4 154 29 3,346 102 27 
ae Ncw GaN... Sua) Seek eeeatal des 6 382 80 6,493 284 6 382 80 6,423 284 34 1,833 343 36,256 1,219 28 
299 New Jersey........ 11 232 27 1,692 188 14 723 56 4611 9371 29 955 83 £6,303 509 113 13,105 1,836 254,241 9,294 29 
90 New Mexico....... 7 128 6% 3,404 76 2 50 7 374 9 2. es. ae 3,778 85 32 1,480 145 19,332 770 30 
31 New York......... 64 2,258 520 24,637 1,318 46 3,699 713 62,392 2,307 110 5,957 1,233 87,029 3,625 407 48,271 6,599 880,682 35,599 3 
32 North Carolina... 26 838 61 14,734 503 14 765 . 55 12,735 403 40 1,603 116 27,469 906 127 6,680 745 152,406 4,218 32 
33 North Dakota.... 7 89 34 1,559 36 2 39 8 941 16 9 128 42 2,500 52 38 2,081 365 43,226 1,256 33 
4 ODIO. ......scrceee 22 666 «646 «67,170 408 21 1,366 41 5,262 1,000 43 2,032 87 12,432 1,408 177 16,402 2,149 343,564 11,839 3 
35 Oklahoma........ 50 1,405 216 29,276 561 18 795 117 15,182 370 68 2,200 333 44,458 931 89 3,549 558 75,409 1,735 35 
BS OregON..c. sed. eoes 13 338 62 6,426 185 12 560 71 11,828 282 25 898 133 18,254 467 53 3,371 489 79,756 2,368 36 
37 Pennsylvania..... 36 1,006 154 9,848 566 11 667 108 13,213 383 47 1,673 262 23,061 949 285 33,689 4,173 606,314 24,733 37 
38 Rhode Island..... 2 ae 57 30 owes. ete Ses Fake 2 | hee 57 30 18 2,344 381 643,306 1,660 3 
39 South Carolina... 9 29 32 5,071 116 2 85 6 1,884 64 11 324 38 6,955 180 40 2,961 248 51,595 1,522 39 
40 South Dakota.... 11 212 5 4,319 98 $ WM: ®@ 22% 76 14 323 68 6,592 174 38 1,743 323 34,982 985 40 
41 Tennessee......... 30 776 61 12,932 319 11 350 44 6,839 150 41 1,126 105 19,771 469 72 3,917 401 83,756 2,456 41 
2S eae 111 2,341 337 53,992 1,003 45 1,823 208 44,709 950 156 4,164 545 98,701 1,953 237 10,377 1,275 249,751 5,576 ‘42 
Meret alc wceccsees 10 173 64 3,116 78 2 52 «13 771 17 12 235 0—CO 7s BOT 95 23 «#1,415 297 31,298 931 43 
44 Vermont.......... 2 eee 243 11 3 73 «10 822 29 5 97 10 ~~ 1,065 40 25 2,051 183 29,893 1,553 44 
45 Virginia........... 22 1,132 86 22,967 829 20 1,102 127 25,738 697 42 2,934 213 48,705 1,526 79 4,909 534 112,316 .3,202 45 
46 Washington...... 23. +531 113 9,263 235 10 393 61 8,021 205 33 924 174 17,284 - 440 81 5,365 975 115,885 3,341 46 
47 West Virginia..... 16 702 69 24,406 400 18 1,426 116 39,273 881 34 2,128 185 63,679 1,281 61 4,541 427 111,439 2,771 47 
48 Wisconsin....... -- 30 588 170 10,948 299 13 599 44 6,298 354 43 1,147 214 17,246 653 132 9,423 1,522 190,398 6,138 48 
49 Wyoming...... x sa & mm. @.198 63 1 20 5 320 7 9 132 37 2,319 7 15 282 64 5,153 13% 49 
§0 Totals (1937)..... 1,183 29,957 4,766 508,359 15,458 530 28,085 3,516 507,077 16,477 1,713 58,042 8,282 1,015,436. 31,935 | 4,406 335,759 46,644 6,711,592 225,556 50 
il (1936)..... 1,204 28,496 4,356 437,797 13,672 550 28,511 3,629 497,457 16,462 1,754 57,007 7,985 935,254 30,134 | 4,465 332,881 45,583 6,194,026 211,681 51 
52 (1935)..... 1,255 29,913 4,384 413,997 14,212 697 34,946. 4,357 532,590 18,697. 1,882 64,859 8,741 946,587. 32,909 | 4,522 333,427 44,893 5,424,102 200,589 52 
58 (1934)..... 1,310 29,429 4,391 366,313 12,046 629 33,072 4,038 458,303 15,985 1,939 62,501 8,429 824,616 28,031 | 4,585 330,213 44,680 4,988,351 185,098 53 
54 (1933)..... 1,435 33,385 4,962 381,861 13,746 4,661 332,573 44,649 4,882,444 184,197 54 
55 (1932)..... 1,522 25,759 5,004 428,256 16,309 4,758 334,987 44,572 5,178,598 198,277 55 
56 (1931)..... 1,560 36,764 5,352 459,184 17,912 4,797 332,591 44,232 5,322,898 206,095 56 
7 (1930)..... 1,620 38,557 5,233 ....... 19,948 4,907 336,143 43,281 ......... 212,645 57 
8 (1929)..... 1,611 37,977 5,212 ....... 20,604 4,870 324,596 41,877 ......... 209,881 58 
9 (1928)..... 1,699 39,710 4,843 ....... ..eeee 5,039 325,500 37,641 ......... ....06. 59 
A (298F) 5s 5 FAOD BOB ccc wesaas 21,779 4,998 308,149 ...... ......... 201,675 60 


ee 





. 





Tables | and 2 record conditions as of Dec. 31, 1937. 
986 are due to the fact that the list was revised to March 15, 1938. 


the footings which give comparisons by years, showing 
figures for each year from 1927 to 1937 inclusive. 
he occupancy table on comparison of hospital data 
for 1936. and 1937 is a roll call of states summarizing 
the number of hospitals, capacity, births, patients 
admitted, and the average census for the hospitals of 
tach state. While the total number of hospitals shows 
adecrease of sixty-one, there was an actual increase in 
some states, naturally those having a large rural popu- 
tion, including Florida, Louisiana, Mississippi, Mon- 


Discrepancies between these figures and those found in the list beginning on page 


54,225 to 55,566. Rather interesting, whether signifi- 
cant or not, is the reduction in the number of bassinets 
reported by some states, including Alabama, Iowa, 
Maine, Massachusetts, New Jersey, North Dakota and 
Ohio, The decrease was slight and may not show a 
permanent trend. The number of births reported by all 
hospitals during the year 1937 was 932,912 as com- 
pared with 831,500 for the year 1936. Every state 
shared in this increase of births recorded as taking place 
in hospitals. 
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PATHOLOGY DEPARTMENTS 


Hospitals having their own clinical laboratories 
number 4,527. There were 4,384 in 1936. Thirty-five 
hundred and ninety-two hospitals reported their path- 
ologic service as under the direction of a pathologist, 
which compares favorably with 3,248 in 1936 and 3,115 














PATHOLOGY DEPARTMENTS 

bo oo Number of Hospitals 

c & Sending Out 

> n = co — 

eS. ~ Fy 4 4 ~ > >. 

x2 oo. BS oo bo So s 

a Ey Spe 2 S ° 2 

© * oe =a ° > 6 ra) ¢ 

= = = Se _ LY os = 

ses 8 £2 € & S&S 8 & B 

fas - Ee & a. 2. +2 3 

o= eS .*: oz «6S 3 e w Zs = 

moo 2 Rat & a A a eo} faa) 
RISD. «6 055 08%5 00 63 41 13 39 19 36 18 14 12 
BUDD. ic ccticectbeens 35 2 22 29 21 7 24 17 22 
AEMOREOB. oo0osv ese ssas 46 34 5 31 14 19 16 15 16 
California....... eihgaee 237 «199 48 13 83 113 88 55 3 
CGI ss cicciecesisxss 67 53 24 50 21 38 25 20 17 
Connecticut............ 54 46 18 21 20 30 21 19 20 
|: ee eee os 11 11 3 9 4 5 4 3 2 
District of Columbia.. 26 26 3 7 6 10 8 1 6 
oo!) ae 67 49 19 51 2 36 22 14 12 
penn 8s 63 9 56 14 41 26 10 18 
Ps nvcasenstoascons 26 18 10 26 10 19 ll 14 10 
| ee eS 258 22 28 124 60 112 73 50 54 
NN ORE TEE 97 93 21 53 27 52 34 27 27 
PUNE ncsdoekuasisaoks 110 80 21 75 40 30 45 3 28 
OE os ceicowkcaawns 81 61 25 61 21 45 25 11 14 
NS Re ees 73 48 8 52 25 46 26 19 22 
LOGAN ......cccesvee 57 48 4 24 10 21 16 13 14 
OS rer 49 3 9 41 19 23 18 12 14 
| PCE eee 66 60 7 30 17 B3 24 17 15 
Massachusetts......... 199 175 27 6112 59 131 79 38 54 
NS rer 158 126 45 129 58 90 72 50 64 
Serre 144 98 39 =: 116 70 107 84 54 51 
Mississippi............. 66 37 6 48 9 26 12 7 18 
Re 92 80 19 57 23 41 27 22 27 
RE RE: 33 24 14 33 Mm 16 2 6 
MOREED «i sisccecicccnes oo 8 fi Oo “RS oe. 
Ps cdvndacsovess'ts 8 6 2 10 9 8 7 5 5 
New Hampshire........ 31 26 7 27 11 25 16 11 7 
New Jersey.........000- 132 122 23 38 2 74 3 21 21 
New Mexico............ 36 29 14 3 15 27 18 13 16 
2. 424 387 96 209 199 #236 #150 96 = 112 
North Carolina........ a a a a Re. RE oS PR 
North Dakota......... 35 24 3 33 11 18 16 11 6 
GRD, sin dconccdcutesdsce 186 150 40 94 38 82 44 30 32 
CRONE 3 5 a 5558s 98 62 20 72 28 50 20 18 22 
a ee He Ps 47 37 13 34 12 23 19 16 9 
Pennsylvania.......... 282 258 46 103 46 96 62 45 40 
Rhode Island.......... 19 16 4 8 5 12 4 3 3 
South Carolina........ 48 34 8 33 10 18 11 10 7 
South Dakota......... 43 30 9 37 16 29 17 9 12 
TONNSSSCS...22cccccceces 79 59 7 y1 21 37 25 22 15 
ROE Ceo 223 «147 25 150 63 101 72 56 64 
ere 21 19 4 17 7 14 7 6 9 
WANs on 050s chases 21 19 9 8 12 22 16 8 11 
WHE ckcccsivccses 92 64 10 52 23 44 27 16 19 
Washington........... 79 65 30 51 26 43 30 23 23 
West Virginia.......... 67 51 7 32 12 15 16 12 9 
WN, 55) 40-34553 oa 135 96 57 =6106 67 110 7 53 68 
WHOS so ccccncsccces 18 13 6 16 7 10 1 4 6 

Totals (1937)...... 4,527 3,592 933 2,778 1,342 2,416 1,577 1,069 1,161 


(1986)...... 


4,384 3,248 





in 1935. In most cases where a pathologist is not in 
charge, there are competent technicians, with phy- 
sicians making the diagnosis. 

A total of 2,778 institutions sent their tissue work to 
outside pathologists, 1,342 their parasitology, 2,416 
serology, 1,577 bacteriology, 1,069 hematology and 
1,161 biochemistry. 


RADIOLOGY DEPARTMENTS 


The question “Does the hospital have its own x-ray 
department?” was answered in the affirmative by 
4,894 hospitals as against 4,733 in 1936 and 4,698 in 
1935. ; 

The reports on directors in charge of radiologic ser- 
vices indicate that 4,123 are in charge of radiologists, 
as compared with 3,775 in 1936 and 3,686 in 1935. All 
the radiologic work for patients is sent to outside 
radiologists by 553 institutions. 


HOSPITAL SERVICE 








our, A. M. A, 
ARCH 26, 1938 


With this census the Council made its first checkup 
on facilities for different types of radiologic service in 
the hospital and found that 3,843 are equipped for 
roentgenography, 4,126 for fluoroscopy and 2,039 for 
roentgenotherapy. 


OCCUPANCY IN GENERAL AND OTHER HOSPITALS 


The rate of occupancy for all general hospitals was 
70 per cent, a rate considerably higher than was 
recorded for any previous year. The rate of occupancy 
in general hospitals by states is best told by the accom- 
panying full page map and the list of states under- 
neath it. Those states in which less than 60 per cent 
of the beds in general hospitals were occupied are 
Arkansas, Florida, Kentucky, Mississippi, Nevada, 
Oklahoma, South Dakota and Texas, states which in 
general have a low ratio of beds to population. This 
failure to utilize available beds is more likely to be due 


X-Ray Departments 




















A 
A 
aa bm to Number of Hospitals A 
gs a5 & Having Apparatus Cc 
bs as 9s for C 
Se av Ss a C 
= 5 = = RS s De 
=) : ° . 
22 » ig 2 ] =| Qa Di 
S=@ 4 ss G&S & & Fl 
Ges Sa Be 82 5, Gs Ge 
OMB Ba Se a 5a 89 Id 
7 @ = O & = 2 
Ms AS Ha fo mS 28 a 
PARGUBR si6isnsicsesiceetevace 69 58 6 53 62 27 To. 
Arizona.......... hivninieaen's 42 32 12 34 37 ll Ka 
AFKANBAS.....0..cccccccccees 44 : 3 31 35 19 Ke 
California................06+ 27u 243 14 223 241 = 202 Lo 
Sa cviniccasnosinnicnes 7 62 16 60 63 4 Ma 
Connecticut...........0.2c006 53 49 20 44 45 20 Ma 
Delaware..........ssscccccces 12 12 3 11 1l 7 Ma 
District of Columbia........ 24 23 3 22 22 17 Mic 
PN siod sckacunescacesaae Ti 66 9 56 58 31 Mir 
SUR iciing.ccthssceesennpons 90 76 7 73 76 33 Mis 
ND ae pu cas eice ik oenee 35 25 2 19 30 9 Mis 
RCRD eae 262 220 15 218 240 8 6135 Mo 
IN i 25s scbu wasiccwuate 10% 77 15 70 94 46 Neb 
BG Fees Se ccusseeeveupeces 122 97 7 98 102 49 Nev 
ss csp spat atecthaves 98 87 10 72 83 41 New 
SE rere ee 81 65 5 53 56 23 Ney 
ach ven scevrvecguenees 59 52 1 43 45 22 New 
DE nacscicanschiecdesves 53 39 8 36 14 New 
I iiwic enc ccnsacvenhes 57 53 9 52 51 21 Nor 
Massachusetts............... 188 177 17 169 165 85 Nor 
PN as 0 scdenscccenets 187 160 17 152 168 61 Ohic 
PE cnet ciccccecasess 176 124 16 139 141 37 Okls 
IR is o'c'n cs sareacepres 69 53 3 43 56 26 Oreg 
NE och sckives acecnese ee 93 87 17 76 81 44 Pent 
eee ee 43 31 7 35 39 13 Rho 
eee ee 85 69 7 67 76 33 Sout 
MIN cosa anecdote cedeeenes 11 7 1 10 11 4 Sout 
New Hampshire.............. 37 31 4 29 31 17 Tenn 
New Jersey.......cssccceccees 127 122 22 103 102 56 Texa 
New Mexico.............000- 42 36 9 26 30 12 Utah 
BE as oo 6 pvcne wes veeenes 450 415 59 378 891 184 Verm 
North Carolina.............. 127 105 17 94 106 38 Virgi 
North Dakota.............6 40 28 7 24 30 10 Wast 
CG Sis c kanes cease cswewas 192 165 31 146 164 $1 West 
Oklahoma...............0+08 102 7 10 77 96 a] Wisec 
SE rere aera 59 44 3 38 47 16 Wyor 
Pennsylvania................ 288 269 37 sli ss 
Rhode Island..............+: 21 19 3 19 17 13 Tot 
South Carolina.............. 49 42 6 38 42 18 — 
South Dakota............... 46 39 7 35 38 21 
INNO 5 <s-e.cccreucsnsbeve 80 77 7 65 65 ’ 
ES cis. <n .cascvnssnaien %1 193 12 198 1938 10 pital: 
SA Peay et 25 22 1 18 21 8 weiciest 
NIN oo cen cassicestesed 24 (0 6 9 ’ nqui 
MER bn cs cesivncuiaceso lee 96 85 6 76 78 
Washington................. es s » 12 8 = same 
West Virginia..............+. 67 54 7 48 53S tions- 
| er 153 115 38 1244 =: 181 57 tabul: 
So RE TR Be 25 17 1 20 23 7 abdul. 
Totals (1937)........0..5 4,804 4,193 553 3,843 4,126 2,030 graph 
CUED ssp nukesi ven 4,738 3,775 : Th 
of the 
to the sparcity of the population or to the fact t hoe th 





many of the people do not choose to go to a hospit 
when sick. On the other hand, those states in 

the general hospitals showed an average occupancy 
above 75 per cent are densely populated and liberally 
provided. with hospital facilities, as, for example, # 
District of Columbia, Louisiana, Michigan, New é. 1 
and Rhode Island. 
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HOSPITAL 


The average number of unoccupied beds in all general 
hospitals was 123,811. 

The total number of idle beds in all hospitals of all 
types amounted to an average of 180,112; of these 
69,869 were in governmental hospitals and 110,203 in 
nongovernmental hospitals. 


OVERCROWDING IN STATE MENTAL HOSPITALS 


Following the presentation of facts and figures from 
superintendents and commissioners of state mental hos- 
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Ditals in the Hospital Number last year, a similar 
inquiry was made by questionnaire addressed to the 
same officials. The reports received cover 237 institu- 
tions—seven more than last year—and these have been 
tabulated and the results are shown in the accompanying 
graph and table. 

The degree of overcrowding was based on the ratio 
of the number of patients exceeding the rated capacity 
‘0 the rated capacity. This capacity was determined 
for the most part either by the original floor plans of 

hospital or by state law or health requirements. 
A number of states endorsed the recommendations of 
American Psychiatric Association. The majority 
of hospitals indicated that 50 square feet or 600 cubic 
et was sufficient for each patient in a dormitory, with 
same or slightly less for day use. Isolated patients 
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in single rooms required from 80 to 100 square feet 
of floor space, or twice as much as the ward patient. 
The extremes reported as rated capacity vary from the 
“ideal” of 86 square feet for each dormitory patient 
in a hospital of limited admissions to the “capacity” 
obtained by utilization of every foot of available space 
in all departments. 

One hospital, in which floor space is at a premium, 
records an average of 100 beds with two patients to a 
bed; a second institution reports fifty beds so used. 
Another says that patients in several wards are sleeping 
on mattresses on the floor. Many hospitals, especially 
in the Southern states, find the distribution of space a 
serious problem. Besides the division of wards, wings 
and buildings into quarters for men and women, the 
segregation of Negro and white patients necessitates 
four classifications, and difficulty in allotment of space 
arises. Often the men’s wards will be overcrowded, 
while there are available beds in the other sections of 
the hospital; and again, the sections for Negroes may 
be comfortably managed, while those for white patients 
are overcrowded. 

A plea for better working quarters for the staff 
comes from hospitals where general facilities and the 
quarters of the staff are utilized of necessity for the care 
of “continued treatment” patients. Old, unimproved 
buildings that have served many years form a real 
handicap in sustaining the efficiency of the employees 
and the welfare and morale of the patients. The com- 
bination of these overcrowded buildings and the poorér 
facilities they offer cannot compete in general efficiency 
and actual results with the new buildings that are 
capable of handling a moderate amount of overcrowding 
without impairment of service. A superintendent ofa 
hospital that is not considered overcrowded in caring for 
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Comparison of overcrowding—1936 and 1937, 


2,500 patients writes “We feel that 300 less (patients) 
would promote better service.” Nevertheless, given a 
choice, the superintendents and committees on admission 
voluntarily add more to their burden than is required 
of them. They feel certain that more benefits can be 
supplied through limited institutional care than the 
majority of patients would receive in the community 
or detention home from which they come. 
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While nineteen states give statistical evidence of 
improvement in the facilities of state mental hospitals, 
and several states have kept the ratio of overcrowding 
to the hospital capacity a constant, fifteen states show 
an increasing percentage of overcrowding over 1936. 
The number of commitments to mental hospitals from 
the date of the hospital census to the end of the year 
1937 indicates a steady increase in patients admitted 
that outweighs any attempt to extend facilities or to 
return patients to the community. The number of beds 
set up and in use Dec. 31, 1937, was greater than the 
average daily census reported in 205 hospitals out of 
the 237 for which data were available. Of the thirty-two 
showing a decrease, one had released 300 patients, five 
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a A. M. A, 
ARCH 26, 1938 
facilities do not cover the treatment of this disease 
admit no epileptic patients. 

Although selective admittance is beneficial to both the 
patient who receives highly individual care and to the 
hospital which is not exceeding its capacity, this solu- 
tion has its difficulty in the ever increasing waiting lists 
of mentally ill patients, ill adjusted to their community 
life or to the jail to which they are committed. 

Well directed attempts to overcome these serious 
conditions have been made, with promising results and 
an ultimate goal in sight. During the year 1937, seven 
hospitals in five states reported new buildings or addi- 
tions to the old, caring for 4,320 patients. In general, 
this resulted in a decrease of from 1 to 20 per cent in 

















COMPARISON OF DATA FOR ALL REGISTERED HOSPITALS 
Hospitals Beds Bassinets Births Patients Admitted Average Census 
(aren PE EAS AERO ease: "a ss ny 2 ap SR cic Sis -~ 
State 1936 1937 1936 1937 1936 1937 1936 1937 1936 1937 1936 1937 

ae |) re Pere rer 85 84 11,800 12,843 464 460 6,651 7,754 98,901 112,934 9,696 10,273 1 

SBE 56 3 402pdaesepensmarens 64 62 4,785 4,910 224 256 2,667 3,187 41,883 44,122 3,502 8,442 2 

SB RR sv a.o vaccasscacceséeues 61 57 9,118 11,072 240 250 2,451 3,004 53,955 56,080 7,419 8,836 3 

OC DR Ss. a Sas baadenssecuse 365 364 65,375 69,519 3,027 3,289 49,143 57,289 559,995 607 ,862 52,475 59,408 t 

© Rs vnc s nccalkssscccowvass 103 100 12,876 13,471 583 601 7,371 8,542 99,001 106,590 9,440 10,157 5 

© “CRE... Sb inecasckatasd> 80 77 18,090 18,254 1,031 1,022 17,010 18,261 144,556 152,356 15,579 15,765 6 

eS IRs ss 5s cctedieee aes noes 15 15 2,591 2,589 116 123 2,095 2,452 17,340 18,841 2,082 2,231 7 

8 District of Columbia.......... 31 30 12,872 13,37 657 647 10,577 11,219 102,379 107,891 1,506 11,861 8 

Dy, FG wines cacanaeeh ecackean 90 91 9,621 10,746 552 617 7,629 9,173 85,723 97,481 7,455 7,854 9 
WD isn sa vec evccscuteebeveres 108 108 15,433 15,544 612 669 10,175 12,307 132,446 142,839 12,582 13,282 a1] 
SE as Kok kos ae > Pa cake eas 46 44 3,358 3,376 247 275 3,717 4,441 33,638 37,064 2,541 2,623 ll 
TR ss + kkk 655006455 bee ee 317 304 73,828 74,43¢ 4,057 4,075 64,602 71,238 609,365 635,479 60,573 63,598 2 
RS Liss: cnanweces ss setkaeeee 137 136 23,507 23,712 1,210 1,227 17,178 21,409 178,632 200,089 19,808 20,309 B 
SOR er ee 156 151 19,663 20,469 1,147 1,116 15,399 17,287 152,265 161,775 16,431 16,508 iu 
Be PE 5 aSicancasdueeeseee we 117 116 14,229 14,36 770 782 9,548 10,984 115,544 123,984 11,116 11,318 1b 
16 Kentucky..... ccculeds wawmawne> 97 94 15,086 15,014 544 587 6,767 8,090 104,001 114,898 12,218 12,582 16 
AY. eR bce ail ous ce cans seces 64 66 14,146 14,947 449 467 11,280 10,691 183,632 145,499 13,063 12,338 lv 
A ere hee preteen 66 63 6,996 7,330 435 434 4,490 5,076 52,843 56,559 5,761 6,005 18 
ie ee eee ee 76 76 18,695 19,059 688 746 11,083 12,530 124,507 134,768 16,056 16,152 19 
ee. ey ee 256 253 57,718 58,940 3,110 3,004 41,736 45,147 389,598 407,874 49,440 51,031 2 
|. RR eens 236 6-981 43,757 43,915 2,168 2,227 37,385 43,648 359,160 388,924 889 =. 38,373 21 
, a ere ee 220 217 27,727 28,587 1,531 1,586 23,173 25,640 234,712 248,258 23,418 23,961 2 
, OPS ae ee eee 75 74 8,512 8,870 323 339 3,437 4,019 65,079 74,823 6,102 6,575 B 
550.5 ss skbvacodacousaus 148 145 27,812 59,096 1,51 1,580 19,634 21,652 222,617 229,588 23,812 24,408 24 
NE ry eer 58 59 5,342 6,336 45 488 5,524 6,004 53,407 56,073 3,889 5,119 5 
ee ee rrr 97 99 10,219 10,261 625 668 7,599 8,751 80,060 86,004 8,321 8,437 6 
WT I ios 6 kawckeies <desckdens 17 16 971 893 66 75 793 897 8,686 8,524 787 553 27 
8 Mew Baweshive....... cs.008886- 43 46 4,912 5,162 353 383 4,245 4,818 38,496 41,111 8,991 4,158 8 
A Pee ar 164 167 42,926 43,046 2,242 2,199 36,739 39,316 296,381 320,191 $5,560 36,413 29 
SD BOW Be i Sb vs Ks eee a eee 51 54 3,983 4,056 185 203 1,780 2,252 28,702 30, 2,661 2,753 30 
SE Bins kckeeuessksep tines 587 573 174,115 175,702 7,793 7,835 131,250 139,990 1,226,069 1,277,351 148,665 158,792 31 
2 North Carolima.. .......sccsece 155 156 15,394 16,835 818 831 10,296 12,154 156,395 174,692 12,244 13,373 82 
BS «©MOrth DANO ...0escscvecedees 52 52 5,515 6,010 408 393, 4,835 5,320 49,083 49,016 4,429 4,341 33 
ee ROSE Ay ret rr 252 250 13,361 53,851 2,553 2,542 43,964 51,036 399,930 440,600 44,927 46,154 34 
Sb SII 5 5 orb ch ws deaestwsss 119 123 14,751 14,825 615 684 9,308 10,786 105,096 111,511 12,195 12,170 35 
eR a er rrr 70 72 9,963 10,298 513 531 7,015 9,126 87,493 93,935 8,441 8,736 36 
SF . sic vee.cuavevencms 359 354 85,429 85,433 4,417 4,423 73,162 80,246 658,288 711,711 71,278 42,306 37 
» ie ee re 29 27 7,336 7,402 424 445 6,385 6,825 42,541 43,740 6,371 6,612 38 
ie Le. eee 57 59 8,403 9,348 276 345 4,271 5,139 66,407 79,417 6,935 7,614 89 
© Benes DRROta. oi. cies csrakes 56 56 5,327 4,998 371 387 3,932 4,197 43,732 43,401 4,087 3,791 40 
i> eee 101 97 14,913 14,988 533, 573 9,853 10,453 131,231 135,668 11,873 12,426 41 
ie. Prone eee 296 300 31,470 32,612 1,480 1,553 26,075 30,761 319,240 $39,517 24,294 25,058 2 

ae eee ees 33 35 3,290 3,373 337 354 5,917 6,929 31,162 38,698 2,578 2,687 8 
ef Srey ere rp 32 32 3,590 3,751 178 183 2,519 2,787 28,397 31,469 2,992 3,123 44 
i iin 0 ct i uvonds coae vans 109 107 18,677 19,760 612 647 8,000 9,552 130,616 146,999 15,677 16,598 45 
OB RONSON ss ak vis hse ce cncks 115 §=4116 17,249 17,901 998 1,096 12,880 15,694 136,946 152,674 13,824 14,420 46 
CT “Went Virwiias.. vn cscciecevcsee 77 79 9,399 10,102 431 470 4,639 5,894 113,575 129,778 7,152 7,705 41 
OD WIC ost cso cdacne'ss¥epicns 221 218 29,985 30,498 1,713 1,748 23,810 27,120 233,992 250,019 24,349 24,992 48 
SD WO ais iv 050 oesceecvigtass 28 26 2,606 2,681 131 131 1,507 1,715 19,188 21,841 9,032 2,192 49 
50 Ns oie che v's okies nakess 6,189 6,128 1,096,721 1,124,548 54,225 55,566 831,500 932,912 8,646,885 9,221,517 908,516 944,436 50 
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had made transfers to new mental hospitals, several had 
patients on furloughs or holiday vacations and twenty- 
five had adopted the cumulative waiting list, the only 
means by which a stationary or slightly decreasing 
census can be reached. In those giving a definite num- 
ber awaiting admittance, the range was from ninety to 
300 patients. 

In connection with the waiting list, restrictions gov- 
erning admissions are set up. Clauses in admission 
rules may keep the number accepted within the rated 
capacity of the hospital; actual lack of space may 
restrict admissions for a short time. The most common 
restrictions are those of age groups and type of case: 
state schools for the feebleminded restrict ages within 
the years 7-16 or 7-25; other institutions refuse all 
applicants over 70. Several hospitals limit their service 
to the care of the epileptic; and again, hospitals whose 


the overcrowded conditions in the individual states. 
One hospital states that the opening of two dormitories 
will accommodate all admissions for approximately four 
years. Fourteen states have made appropriations af 
plans for twenty hospitals to be constructed within 
coming year. : 
Seven states are looking ahead to adequate service m 
the future. A progressive building program is un 
way in Rhode Island that will add 3,000 beds, sufficient 
to care for all patients until 1941 or 1942. Pennsylvania 
too is relying on the completion of an extensive building 
campaign to cut its waiting list. The overcrowding 
two of the Illinois hospitals will be remedied by trans 
fers to a modern unit of 6,300 beds. The state of 
fornia plans for a future capacity of 6,000 beds in one 
its hospitals; new cottages are to be available for 
patients in another. A small state levy collected over 
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a period of ten years will benefit a Nebraska institution 
that is now restricting admissions to keep within its 
capacity. 


HOSPITALS IN PROCESS OF DEVELOPMENT 


Regarding present and future expansion in the hos- 
pital field, the direction and amount of hospital building 
and development can be known only after the comple- 
tion of a more thorough survey already undertaken by 


How Hospitals Shared in Patients Admitted 











Number of Percentage 
Patients of Patients 
Admitted Admitted 
tern  ameetanee, 
1931 1937 1931 1937 
According to Ownership or Control: 
VeGieiinecaka ste vridacnnsd cctnbscse’s 301,149 439,480 4.2 48 
StaQbgeckivevscopavadedtestsevcesewuss 388,984 511,809 5.4 5.6 
COMM eas ei cewibes abuse euscs dentetaus 345,236 549,332 4.8 6.0 
CitPin ci sp adanw at abcd ondd concn peuyaewes 689,259 897,685 9.6 9.7 
Cit YCOURG Fires cde cccovccsasesescccese 108,450 111,619 1.5 1.2 
Total governmental................ 1,833,078 2,509,925 25.6 27.2 
C he oak eee elie Fi aes as bak eed « 2,013,352 2,495,114 28.1 27.1 
Fr GQGG as sien wbuce ts cacs5 bcnasessecres 44,790 32,125 0.6 0.3 
Associations and restricted corpora- 
tiOMcecwa tin hdkataed ncevrnebiuartcs:-  Yaasea 3,168,917 nee 34.7 
Ir dividual and partnership.......... 459,184 508,359 6.4 5.5 
Corporations (unrestricted as to 
DOOR b> ake Sea caceuri nauhadteuccs. clebecgen 507,077 5.5 
Tn tees cies bidkek ts vs badinssccee’ Sie. pecseve 1.3 ° 
Independent associations............ SFIE ME . navdsis 37.9 
otal nongovernmental............ 5,322,898 6,711,592 74.4 72.8 
Accor ling to Type of Service: 
GeNOPBiiksics cua kuerenks ve'cedonacavests 6,321,861 8,349,773 88.3 90.5 
Nervous and mental..............206. 97,889 195,624 1.4 2.1 
Tu beregpeics dswebsutweescasnedocst e 80,562 101,839 1.1 11 
M 2 CORB eae kis oadiea thc devadacrveaens 91,496 59,949 1.3 0.7 
In ugha aia. o's kee doccavevctabeaas 93,415 41,028 1.3 0.4 
Eye, ear, nose and throat............ 113,762 95,241 1.6 1.0 
Chili ctsesth cused ssteeccewerince 83,416 89,584 1.2 1.0 
Ort ORR isc oi bas voencebesondeeceas 37,842 33,015 0.5 0.4 
Tool AGMisicak vcaccda chan ckas bah eocens 40,210 37,295 0.6 0.4 
Convalescent and rest................ 28,628 29,411 0.4 0.3 
Hospital departments ofinstitutions 131,291 141,189 1.8 1.6 
All other hospitals. ............00..05 35,604 44,569 0.5 0.5 





the Council and specifically directed to fields in which 
hospitals are already being developed and where there 
is apparent room for expansion. However, data already 
secured regarding hospital programs indicate that in 
addition to those found in the Register, and listed by 
communities in this issue, there are 100 new hospitals 
actually in operation. Another seventy are under con- 
struction. This does not refer to renewals or additions 
to existing buildings but to new hospitals in new loca- 
tions. Further, in at least 179 separate communities, 
hospital programs are definitely under way. 


Hospitals, Sanatoriums and Related Institutions 


a 








Patients Aver- 
» Hospi- Bassi- Ad- age 
tals Beds nets Births mitted Census 


Hospitals and sanatoriums... 4,923 947,228 52,818 914,261 8,872,280 790,472 
Related institutions........... 1,205 177,320 2,748 18,651 349,237 153,964 











Total registered hospitals... 6,128 1,124,548 55,566 932,912 9,221,517 944,436 








Much is being done by way of rehabilitation and 
modernization of old buildings. A very common pro- 
cedure among hospital building programs is the altera- 
tion of existing dormitory space for the installation of 

tatories, x-ray departments, and other facilities not 
‘ontemplated in the original plan of existing hospitals. 


HOW HOSPITALS SHARED IN PATIENTS ADMITTED 
All governmental hospitals, as a group, including 
eral, state, county, city and city-county, admitted a 

total of 2,509,925 patients, or 27.2 per cent of all the 

Patients admitted to hospitals during the year, as com- 
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pared with 25.6 per cent in 1931. The nongovernmental 
hospitals admitted 6,711,592, or 72.8 per cent of all hos- 
pital patients, as compared with 74.4 in 1931. 

Under hospitals according to type of service, the 
general hospitals ran away with the field by admitting 
8,349,773, or 90.5 per cent of all persons hospitalized 
during the year. The next highest was the nervous 
and mental institutions, admitting 195,624 persons, or 
2.1 per cent. 

The greater number of patients cared for in general 
hospitals is offset somewhat by the longer period of 
stay in some other types of institutions, especially those 
for mental and nervous diseases and for tuberculosis. 
Accompanying tables afford interesting comparisons 
with respect to the number of patients admitted. 


The preponderance of service in general hospitals 
over that in special hospitals seems to show a trend 
toward handling the specialties, as well as the general 
cases, in general hospitals. 


Hospitals in Process of Development 








Hospitals New Hospitals 
Opened, Hospitals Planned, 
Registration Under Con- and Being 
Pending struction Developed 
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PERCENTAGE OF BEDS OCCUPIED 


The average occupancy rate for all hospitals for the 
year was 84 per cent—that is, the average daily census 
showed 16 per cent of all hospital beds idle. General 
hospitals made an unusual mark by showing 70 per cent 
occupancy as compared with 67.4 per cent in 1936, 59.9 
in 1933 and 65.5 in 1929. Nervous and mental and 
tuberculosis hospitals, always high, had an average 
occupancy rate of 95.8 and 84.4 respectively. Isolation 
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hospitals recorded a rate of 42.6 per cent occupancy, 
the next higher being industrial hospitals with an aver- 
age occupancy of 54.6 per cent. 

Under hospitals according to ownership or control, it 
is worth noting that county hospitals declined in their 
rate of occupancy as did also the city and the city- 
county hospitals, while church hospitals increased to the 
heydey of 68.6 as compared with 65.3 for last year. 


BIRTHS IN HOSPITALS 


The number of births in all hospitals, as shown by the 
census, is 932,912 as compared with 831,500 last year. 
This gain is greater than that of any previous year. 
The total number of all births in all hospitals and out, 
for 1937, has not yet been computed, but the latest 
report of the United States Bureau of the Census on 
this subject, that of 1934, gave 2,167,636 live births for 
that year. The principal gains in number of births were 
made in general hospitals. Children’s hospitals gained 
slightly. Births in maternity hospitals are on the 
decrease, having shown for last year a total of 43,449 
against 44,510 for 1936. 


DEATHS IN HOSPITALS 


A total of 5,706 registered hospitals and related insti- 
tutions reported the deaths, giving a grand total of 
481,888 for the year. 


Deaths in Hospitals 








Hospitals Reporting Number of 
State Deaths Deaths 
DI DRIRG aa ia cin <6 800s 500.9064 06000b9SH3 77 5,387 
I cin s son vteeghs opeeiesweehons 58 2,125 
DOOR iain 0.0550 bs g00ccseressengess 55 2,558 
OS ee reer rr cere 322 33,871 
OS EOP Cre hore res eee 94 5,799 
CRIS, 6.25 5. sks e cecasnsesteeeiese 71 7,114 
I 5 os os ndariGa purine baaseawaes 15 1,250 
Distriet of Columbia...............+6. 28 5,100 
iss nos <sosckectoderrsicareseedes 87 5,385 
| EOL ET TCO Tee 938 6,232 
NN icon cdeeese ce NeSaseuaecubenare 41 1,424 
INS co a0 names babes se dunes ehnace 280 36,737 
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In 1936, the first year in which the number of deaths 
was asked, the question was answered by 4,785 institu- 
tions and the total deaths reported were 413,202. It is 
not uncommon to receive a much better response to a 
question the second year it is asked. 
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The total number of necropsies performed in all regis- 
tered hospitals was not ascertained. However, the 732 
hospitals that are approved for intern training reported 
a total of 85,050 necropsies for the year. 


HOSPITALS REFUSED REGISTRATION 


There are 617 institutions which, because of alleged 
unethical or questionable practices, admission to their 


Hospitals Refused Registration 
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staffs of members who are seriously unqualified either 
morally or professionally, flagrant methods of adver- 
tising or for other valid reasons, are deemed unworthy 
of being included. 

These places claim a total capacity of 18,624 beds 
and 2,094 bassinets—or less than 2 per cent of the 
capacity of the registered hospitals. There was a small 
gain in the number and capacity of the hospitals refused 
registration, as the result of a constantly closer checkup 
which is possible for the Council to make. 

California, which holds the record, has seventy-four 
unregistered hospitals and had seventy-two last year. 
Other states that stand high in the number of such 
institutions that exist within their borders are: 
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Only hospitals that are registered by the Americal 
Medical Association are admitted to the list of the 
American College of Surgeons or. to membership ™ 
the American Hospital Association. E. 
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SCHOOLS OF NURSING 
In response to the questions as to whether the hos- 
pital has a school of nursing and how many students 
are enrolled, it was revealed that there are 1,399 schools 


Hospitals in Alaska, Canal Zone, Guam, Hawaii, Philippine 
Islands, Puerto Rico and Virgin Islands 
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of nursing. Last year there were 1,420. These figures 
include only the schools that are accredited by the state 
boards of nurse examiners; the accredited standing of 
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the schools was verified by those boards on Jan. 1, 
1938. There were 73,153 students enrolled. 

The average number of students per school is fifty- 
two, whereas in 1926 the average enrolment was thirty- 
six students to the school. In 1932 the average was 
forty-five and in 1936 it was forty-eight. 


OUTPATIENT DEPARTMENTS 

The question whether the hospital maintains an 
organized outpatient department brought affirmative 
responses from 2,169 institutions. 

In general, the volume of outpatient service tends 
to fluctuate somewhat with the state of the country’s 
prosperity, since such service was designated largely for 
people of low income. The increased growth of out- 
patient service is most noticeable in hospitals in con- 
gested centers and in teaching institutions. Some 
classification of outpatient services that could be gen- 
erally acceptable is much needed before figures can 
convey much meaning. Such classification and defini- 
tion may be accomplished in the future, it is hoped. 





INTERNSHIPS AND RESIDENCIES 


One of the most important functions of the Council 
on \edical Education and Hospitals is the certification 
of hospitals for the training of interns and resident 
physicians. This program, which continues with 
increasing emphasis, has shown progressive develop- 
ment since 1914, when the first list of internships was 
published designating 603 hospitals as suitable for the 
instruction of young graduates in the clinical branches 
of medicine and surgery. 

Recurring evaluations have successfully kept pace 
with the problem of supplying educational facilities for 
the increasing number of medical graduates who 
annually seek hospital appointments in preparation for 
general practice or subsequent postgraduate study in 
special fields. 

The practice of assigning credit to residencies in 
specialties began in 1927, when 278 hospitals were 
certified for advanced training. As early as 1914, 
however, there were ninety-five special hospitals 
approved in the internship classification. Subsequent 
developments in the field of specialization attest the 
wisdom of the Council in establishing beginning stand- 
ards for certification on an official basis. This program, 
which has recently culminated in the establishment of 
special boards in twelve of the divisions of medicine 
and surgery, will continue to claim the attention of 
the Council particularly in the matter of certifying 
hospitals for special training. 


GROWTH OF INTERNSHIPS 
_In 1914, when the first internship list was published, 
08 general hospitals provided positions for 2,667 
interns and ninety-five special hospitals accepted 428. 
Subsequent publications show that 510 hospitals were 
approved in 1923 with 3,119 internships available and 
654 hospitals in 1930 having positions for 5,531 
interns. The 1937 list records an increase of approved 
hospitals to 712 and a further extension of internships 
0 7,167. Currently there are 732 intern hospitals 
approved which offer a total of 7,223 available intern- 
ships. Actually there are only about 5,510 internships 
available annually according to data compiled in 
January 1937. This reduction occurs as a result of 


the increased length of internships, which averaged 
approximately 15.6 months last year. 

In this connection it is of interest to note the number 
of medical graduates listed in the table on growth of 








internships. The number of graduates last year— 
Growth of Internships 
Number of Available Medical Grad- 
Hospitals Internships uates (U. 8.) 
MeN Wia<t CITES betwee ee Vivebweess 603 3,095 3,594 
le i pina hatin ab alate Rue 510 3,119 3,120 
Mie havacCipvers chile deters 654 5,531 4,567 
SOEs dive orks Sas wakes baa tnaiets 712 7,167 5,377 





5,377—corresponds quite closely to the number of 
internships available annually. Other factors, how- 
ever, enter into the balance between internships and 
medical graduates, as, for example, the employment of 
Canadian and foreign graduates and to some extent 
the additional internships in unapproved hospitals. ~ 


TYPES OF INTERNSHIPS 


The Council approves rotating, straight and mixed 
internships. The rotating type includes assignments 
in medicine, surgery, obstetrics, pediatrics and the 
laboratories, while the straight service is limited _to 
one department. A service between these two limits 
is designated a mixed internship. 

The internship or fifth year in medicine is essentially 
a continuation of the undergraduate instruction along 
practical lines and is now a requirement for graduation 
in thirteen medical schools and a requisite for licensure 
in twenty-one states, including Alaska and the territory 
of Hawaii. Two additional states will apply the intern- 
ship requirement in 1939. Not only the state boards 
and medical schools recognize the importance of the 
internship plan but the young graduates themselves 
realize the need for continued hospital training. Conse- 
quently the internship program has become so firmly 
established in the field of medical education that over 
95 per cent of the graduates continue with one or more 
years of hospital service. . 

Reference to the table on length of internships accord 
ing to type will readily indicate that the rotating plan 
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is still the predominant choice of hospitals and prospec- 
tive interns, as evidenced by the fact that 571 hospitals 
and 5,271 internships come under this classification. 

The system is not free from criticism, however, 
especially when changes of assignments occur at such 
frequent intervals that little can be accomplished along 
educational lines. It is to overcome this deficiency in 
the rotating plan that many services have been length- 
ened to eighteen or twenty-four months. Largely to 
accomplish the same purpose, some hospitals eliminate 
the independent assignments in minor subspecialties and 


Length of Internships According to Type 
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group the entire service into major divisions, which 
thereby gain correspondingly in time. In large hos- 
pitals the short assignments are usually avoided by 
the creation of parallel services and corresponding 
divisions in the house staff. 

Straight internships offered in fifteen hospitals pro- 
vide 460 available positions. Practically all are con- 
ducted under medical school direction, and, although 
they represent single departmental services, they may 
have certain advantages in the continuity of instruction, 
supervision by a qualified teaching staff, well organized 
courses of training, affiliation with undergraduate teach- 
ing and the maintenance of a scientific medical school 
atmosphere. 

The mixed type occurs in 102 hospitals, which can 
accommodate 601 interns. Twenty-four hospitals 
representing 835 internships offered a combination 
of services; i. e., both rotating and straight, rotating 
and mixed or straight and mixed. The rotating plan 
is employed in 80 per cent of the hospitals, the straight 
service in 2 per cent, the mixed type in 14 per cent 
and a combination of assignments in 3 per cent. 

Of the 712 hospitals approved for intern training, 
498 require assignments in the outpatient department, 
including 419 of the rotating services, eleven of the 
straight internships, fifty-one in the mixed classification 
and seventeen of the combined services. 


LENGTH OF INTERNSHIPS 

Of the 712 hospitals approved for intern training, 
572 offer a service of twelve months duration. Twenty- 
five hospitals have an eighteen months assignment and 
seventy-four require twenty-four months. Only a few 
are listed as fifteen, sixteen or twenty-one months. 
The thirty-two services classified as variable in the 
table on length of internships are hospitals in which 
two assignments of varying lengths are offered, for 
example twelve and eighteen months, twelve and 
twenty-four months, and so on. In this group there 
are seven hospitals where one of the services exceeds 
twenty-four months. Three other hospitals offer 
services of twenty-seven, twenty-seven and a half and 
thirty-six months respectively. 

These figures indicate that 80 per cent of the hos- 
pitals have a one year service and 10 per cent a two 
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year assignment. In the eighteen months group are 3 
per cent of the hospitals and in the variable classification 
4.5 per cent. Practically the same ratios are found in 
the assignments of the rotating and mixed groups 
alone. 


NECROPSY INTERNSHIP 


PERFORMANCE IN 
HOSPITALS 


Necropsy performance in hospitals has rightly become 
a criterion of the scientific attitude of the staff. It 
reflects a desire to elevate the practice of medicine, an 
eagerness for scientific accuracy and a recognition of 
pathology as a sound basis on which to build clinical 
knowledge. To interns and older physicians alike there 
is a steady accrual of knowledge through repeated post- 
mortem studies in which pathologic and clinical mani- 
festations are carefully correlated. 

It is essential, however, that all postmortem examina- 
tions be carried out by or under the immediate super- 
vision of a pathologist competent to interpret both 
gross and microscopic pathologic changes and prepare 
the necessary reports for future reference. 

To comply with the requirements of the Council a 
hospital approved for intern training must maintain 
a necropsy rate of at least 15 per cent of its deaths 
in order to supply an adequate amount of teaching 
material for the instruction of the house staff. Surgical 
as well as necropsy specimens can be used to advantage 
in clinical pathologic conferences, which should be con- 
ducted weekly or biweekly in accordance with the 
amount of material available. 

The table on necropsy performance in approved hos- 
pitals shows comparative data over a period of years 
from 1926 to 1937. In 1937, 356 hospitals had a rate 
of from 15 to 29 per cent, 253 from 30 to 49 per cent, 
seventy-six from 50 to 69 per cent and twenty-seven 
had 70 per cent or over. It is of interest to note also 
that 571 rotating internships had an average necropsy 
rate of 33 per cent, the fifteen straight services 54 per 
cent, the 102 mixed assignments 31 per cent and the 
twenty-four combination services 46 per cent. 

The high rates obtained in some hospitals should 
stimulate others to greater effort. A permit for necropsy 
study should be requested on all hospital deaths, for 


Necropsy Performance in Approved Intern Hospitals 
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every opportunity to investigate postmortem pathologic 
changes adds to the sum total of medical knowledge. 
In 1937 the hospitals approved for intern trail- 
ing performed a total of 81,470 necropsies exclusive 
of 3,580 on stillbirths. This is an average 
119 per hospital and 12 per intern employed. These 
figures are based on 231,903 deaths and 15,507 still- 
births and indicate an average necropsy rate of 34.4 pet 
cent for all hospitals on the approved intern list. 


COMPENSATION FOR INTERNS 
Information presented in the table on_ salaries of 
interns in approved hospitals furnishes undeniable ev 
dence that financial remuneration is still a minor factor 
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in the selection of an internship. Especially significant 
is the high ratio of interns—84.4 per cent in 1937— 
serving without salary or receiving less than $25 a 
month, Only eighty-two hospitals are now paying from 
$26 to $50 and but twenty-one have a higher schedule, 
of which nineteen are federal hospitals operating 
according to government pay tables. Few pay salaries 
in lieu of maintenance. 

The bonus plan inaugurated as a reward for satis- 
factory service or to insure completion of contracts 
developed: rapidly after 1923 but has remained practi- 


Salaries of Interns in Approved Hospitals 
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Allowance per Month 1923 19381 1937 1923 1931 1937 
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cally stationary since 1931. Of the 1937 interns 41.8 
per cent received no salary, 42.6 per cent $25 or less, 
5.6 per cent from $26 to $50, 1.5 per cent over $50, 
1 per cent received salary in lieu of maintenance and 
7.> per cent obtained bonuses. 

“he practice of granting interns an allowance for 
inc’ dental expenses: is firmly established in many hos- 
pitals and is not objectionable. However, any tendency 
to shift the emphasis from the educational to a financial 
reniuneration is contrary to the best interest of hospital 
an intern alike. 


GROWTH OF RESIDENCIES 


In 1914 the Council on Medical Education and 
Hospitals approved ninety-five .specialty hospitals as a 
feature of the internship classificat?4r. This method of 
listing continued thereafter until + 1927 a separate 


Growth of Residencies (1927-1932) 
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*See following table for years 1934 to 1937. 


residency classification was established indicating the 
number of positions available in the various. specialties. 
There has been a steady growth in the residency pro- 
gram as shown in the special tables referring to this 
subject. The year 1927, with 278 hospitals approved 
and 1,776 residencies, is practically the average of the 
‘Increase, which has extended from ninety-five hospitals 
and 428 available positions in 1914 to 465 hospitals, 
LZ 7 residency programs and 3,328 available residencies 


Fo 
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as of March 1938. Reference to the table on hospitals 
approved for residencies and positions available will 
illustrate clearly the increase in number of hospitals 
and residencies from 1927 to 1938. 

The table on growth of residencies from 1927 to 1932 
shows the number of positions available in the various 
specialties as then classified. Residencies in general 
practice were certified until 1932, when credit was 
extended to all general residencies of a clinical nature 
in hospitals approved for intern training. Since that 
time a mixed residency classification has been extended 
to the general educational service in a few hospitals 
not on the approved intern list. 


PRESENT RESIDENCY CLASSIFICATION 


In the table on classification of residencies and num- 
ber of residents, 1934 to 1937, the major headings cor- 
respond to the present listing of specialty boards. The 


Classification of Residencies and Number of Residents 
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subdivisions are groups of residencies offering training 
which relates to the major specialty under which they 
are listed. There may be some question whether frac- 
tures should be listed under surgery or orthopedics, 
mixed residencies under internal medicine or surgery, 
and so on. However, the plan observes as closely as 
possible the relationship of the miner specialty to the 
major department in accordance with the main purpose 
of the residency. Physical therapy is not considered a 
subdivision of radiology as its listing may infer. It was 
listed as a minor division, however, to avoid confusion 
with the major services corresponding to the specialty 
boards. ey 

The highest number of residency: programs’ occur in 


general medicine, pediatrics, psychiatry; general sur- 
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These figures apply to the residency classification as | 
of Sept. 1, 1937, and therefore do not take into account : 
many of the recent changes which seem to indicate that | 
a number of residencies are being lengthened to two 7 
or three years to meet the requirements of certifying | 


gery and pathology, which have 149, 94, 94, 164 
and 100 respectively.. Correspondingly the number 
of available residencies in these departments are 
437, 301, 279, 580 and 167. Gynecology can accom- 
modate thirty-four residents, obstetrics ninety-one and 





the combined service on obstetrics and gynecology 197. 
The tuberculosis service approved in seventy-one sana- 
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12, Radiology...........s0seeseeee08 61 26 >... 7... 1 29 per cent at $25 or less, 25 per cent at $26 to $50 and 3 
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7 ei P : «35 ; Tes 
services of twelve months. Similarly in the two year Seventeen of the residency programs are subsidize’ © esolt 
group there are 253 residencies, or 21 per cent, as com- part by medical schools. While only 1.5 per cent Rese 
pared to 10 per cent in the corresponding internship the interns receive over $50 a month, 25 per cent of the of the 
classification. Above the two year level there is one residents receive salaries in excess of that amount. Pod 
residency of twenty-five, twenty-six and thirty months Forty-seven residency programs pay $126 to $150 a e 


respectively, six residencies of thirty-four months, 191 
of thirty-six months and fifty-seven over three years. 


month, seven from $151 to $175 and two over $175. 


The high salaries are usually paid where the employ- 









CP) a err ae 


Se ae SS ee SS Cm el .rt—C<( 


renwo 


ial- 
per 
ary 
nts 
. in 


‘irst 
ynal 
‘on- 
oxi- 
ary, 
$50 
ynly 
nus 
tals. 
d in 
t of 


the: 


punt. 
0 a 
175. 
oy 


Voiume 110 HOSPITAL SERVICE 977 


Numer 13 


ment feature is more prominent as in hospitals for 
mental diseases, epilepsy, mental deficiencies and tuber- 
culosis. A high average is also observed in thoracic 
surgery and the residencies in communicable diseases. 


EVALUATION OF INTERNSHIPS 


For the information of hospitals interested in educa- 
tional activities, a description will be made of the pro- 
cedure involved in the approval of hospitals for intern 
training. Ordinarily the process begins with a letter of 
inquiry from a hospital seeking internship approval or 
information pertaining thereto. The hospital is imme- 
diately sent a copy of the “Essentials in a Hospital 
Approved for Training Interns” and is instructed to 
request application blanks if it considers itself capable 
of conducting an educational service in accordance with 
the minimum requirements of the Council. 


PRELIMINARY SURVEY 


The application. blank, which serves mainly as a 
preliminary investigation of the educational. facilities, 
requests information of the following type: 


1. General Information. This has reference mainly to the 
number of interns required, length of service, prerequisites for 
appointment, time of appointment, beginning of service, salary 
and other compensation. 

2. Medical Staff. The hospital is requested to submit the 
names of the president of the staff and chairman of the intern 
committee, a Classified list of all physicians who use the hospital 
service and a copy of the staff constitution and by-laws. Infor- 
mation is also requested regarding the types of staff conferences 
held. 

3. Laboratory and Pathologic Service. Questions are asked 
regarding the pathologist in charge, how much time he devotes 
to the laboratory service and the duties of the interns in this 
department. 

4. Radiologic Service. Similar information is requested 
regarding the radiologic division. 

5. Medical Library. Reference is made to the location of 
the library, type of supervision, method of maintenance, number 
of books and a list of the journals received regularly. 

6. Records. Method of organization and supervision is 
inquired into and the duties of the interns with respect to the 
clinical charts. 

7. Clinical Material. The hospital is requested to list the 
number of free, part pay and full pay patients, outpatient clinics 
and visits, and detailed statistical information by services as 
regards number of beds, admissions or discharges, ward cases, 
hospital days or average daily census, deaths, necropsies and 
the length of the intern service in each department. 

8. Intern Service. Information is sought regarding the 
required activities of the interns and other special teaching 
projects. Intern schedules and rules and regulations are also 
requested and the names and school of graduation of all interns 
and residents on duty. A copy of the most recent annual report 
is also desired. 


REVIEW OF APPLICATION »LANK 


On receipt of the application blank the information is 
carefully studied with particular reference to the medical 
staff organization, the qualifications of the pathologist 
and roentgenologist, medical library facilities, necropsy 
percentage, number of interns and training schedule. 
A detailed analysis is made of the staff to determine the 
extent to which the hospital complies with the following 
tesolution of the House of Delegates: 


Resolved, That it is-the opinion of the House of Delegates 
of the American Medical Association that physicians on the 
stafis of hospitals approved for intern training by the Council 
on Medical Education and Hospitals should be limited to mem- 

in good standing of their local county medical societies 
and that the House of Delegates requests the Council on Medi- 
tal Education and Hospitals to take this under advisement. 


If it is obvious that the hospital cannot qualify for 
intern approval, a letter is sent pointing out the existing 
deficiencies in the educational service and requesting 
that the application be resubmitted when the necessary 
improvements have been made. On the other hand, if 
the hospital shows reasonable compliance with the 
Essentials of the Council it is notified that a visit of 
inspection will be made by a member of the Council’s 
staff at the earliest opportunity. A’delay of five or six 
months may occur, however, because of previous com- 
mitments with reference to other applications or rein- 
spections of hospitals already approved. 


INSPECTION PROCEDURE 


When the survey is arranged, the hospital is notified 
a week or ten days in advance of the inspector’s arrival 
and is requested to make arrangements for interviews 
and to have up-to-date information available on the 
various subjects referred to in the application blank, 
The inspection itself covers the following features: 


1. Interviews. Interviews relative to the educational program 
are held with the hospital superintendent, chief of staff, chair- 
man of intern committee, department heads, resident physicians 
and interns. These informal conferences are held at the con- 
venience. of the physicians and are not permitted to interfere 
with the care of patients. 

2. General Survey. Usually in company with the hospital 
superintendent, a survey of the physical plant is made with 


Hospitals Approved for Residencies and Positions Available 
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particular reference to the general condition of the building, 
distribution of beds and services, facilities for obstetrics, sur- 
gery, anesthesia, sterilization of dressings and supplies, emer- 
gency work, outpatient clinics, pharmacy, x-ray and laboratory 
departments, record service, dietetic service, and so on. Living 
conditions for interns and recreational facilities are also 
investigated. 

3. Medical Staff. A thorough study is made of the medical 
staff organization, methods of appointment, county medical 
society affiliation, classification of the staff, departmentalization 
and chiefs of services, method of staff rotation, organization and 
duties of committees, staff attendance on wards, supervision of 
interns, teaching activities and staff meetings. 

4. Special Personnel. Information is obtained with reference 
to graduate, student and affiliate nurses, x-ray and laboratory 
technicians, dietitians, pharmacists, record librarians, social ser- 
vice workers, physical therapists, anesthetists, and so on. 

5. Department of Pathology. An investigation is made of 
the facilities and equipment of the department, the scope of 
service, facilities for necropsy studies, regulations pertaining to 
surgical tissues, department records, reports on tissues and 
necropsies. The pathologist is interviewed relative to his duties, 
time devoted to the laboratory department, qualifications of the 
laboratory personnel, duties of interns with respect to laboratory 
procedures and postmortem examinations and frequency of 
clinical pathologic conferences. 

6. Department: of Radiology. After viewing the facilities, 
equipment and records of the department information is 
obtained from the radiologist relative to the qualifications of 
the department personnel, duties of the radiologist and time 
spent in hospital, the scope of service, type of reports, con- 
ferences and instruction of the house staff. 

7. Medical Library. The study of the medical library has 
reference mainly to the availability and usefulness of reference 
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material, the number of current books and journals, type of 
supervision, funds for library purposes, extent of reading by 
interns, library assignments and journal clubs. 

8. Records. The inspection of the record department involves 
a study of the organization, staff supervision, duties of record 
committee and qualifications of the record personnel. The 
details of filing and indexing are gone into to ascertain their 
relationship to present day standards. Monthly and annual 
reports are checked for completeness of statistical data relative 
to the various hospital departments. Numerous charts are 
examined in the record room and at nurses’ stations to study 
the completeness of the clinical data, special reports of opera- 


Salaries of Interns and Residents—1937 
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tions, consultations, x-ray, laboratory and tissue studies, the 
record work of interns and degree of staff supervision. The 
use of medical records is inquired into and minutes of staff 
meetings and conferences are perused. 

9. Teaching Material. A search of the statistical reports is 
made to determine the adequacy of the teaching material avail- 
able for intern instruction in the various departments. Of 
particular interest are the admissions by services, private and 
ward, the average daily census, number of deaths and necropsies 
and outpatient visits by clinics. The current census is also 
studied with reference to intern assignments. 

10. Educational Service. The study of the educational service 
involves, first of all, a review of the activities of the intern 
committee and a survey of the credentials of the present house 
staff, method of appointment, contracts, physical examination 
and the rules and regulations for interns. The plan of intern 
instruction is studied thoroughly with reference to assignments, 
method and frequency of rotation, balance of services, staff 
supervision, initial instruction, ward teaching, opportunities for 
practical experience in obstetrics, minor surgery, surgical dress- 
ings, routine diagnostic and therapeutic procedures and nursing 
technic. Each departmental service is also reviewed to ascertain 
the amount of teaching material, staff supervision, opportunities 
for learning, amount of instruction and special conferences. 

11. Length of Inspections. While the length of inspections 
varies considerably in accordance with the size of the hospital, 
availability of information, number of interviews, extent of the 
educational service and many other factors, it is usually possible 
to complete the survey of a small intern hospital in four or five 
hours. ._In the average hospital the inspection will require a 
full day and in large hospitals with a number of residencies in 
addition to the internships it may require two days or more. 


ACTION OF THE COUNCIL 


Following the survey, a comprehensive report is pre- 
pared describing the educational facilities as outlined in 
the inspection procedure. A copy of the report is sent 
to the hospital with a summary of deficiencies, if any, 
and suggestions for. the further improvement of the 
educational service. The application of the hospital 
and the inspection report are then reviewed at the first 
session of the Council for official action. If approval 
-cannot be granted at that time, the hospital is advised 
of the procedure necessary to meet the requirements of 
the Council and is. requested to reapply when the Essen- 
tials are fully observed. 


If approval is granted, the hospital is notified of the. 


action of the Council and: is carried in the official: lists 


of the Association. Continued approval is. thereafter: 


based on information supplied regularly by the hospital 
and periodic inspections by members of the Council’s 
staff. 

EVALUATION OF RESIDENCIES 

The procedure involved in the approval of residencies 
in specialties is practically identical with the method of 
internship evaluation. The application blank is similar 
in that it requests information on administrative details 
of the service, staff organization of the department 
requesting approval, qualifications of physicians instruct- 
ing residents, staff meetings and conferences, laboratory 
and pathologic service, radiologic department, medical 
library, size of department offering residency, number 
of admissions, deaths, necropsies and outpatients. A 
description of the duties of the resident is requested, 
rules and regulations governing the service, names of 
residents employed and a complete list of all physicians 
using the hospital. 

No marked deviation occurs in the inspection pro- 
cedure except that additional emphasis is placed on the 
study of the residency per se. As in the case of the 
intern hospitals, an announcement letter is sent well in 
advance of the inspector’s arrival. Interviews are held 
with the superintendent, chief of staff, chairman of edu- 
cational committee, pathologist, radiologist, the chicf of 
the department requesting residency approval and resi- 
dent physicians on duty. 

First a general survey is made of the hospital accord- 
ing to the plan described under evaluation of internships. 
In addition, a detailed study is made of the residency 
program with particular reference to the following iiems: 

1. General Details. Prerequisites for appointment, beginning 
of residency, length of service, salary, present residents and 
previous training. 

2. Staff Coverage. Qualifications of chief of service and 
other staff physicians in department, contact of residents with 
staff, degree of supervision. 

3. Teaching Material. Admissions to service, average census, 
outpatients and clinic visits, deaths on service and necropsies, 
list of operations or special procedures depending on type of 
residency investigated. 


Salaries in Residents in Approved Hospitals—1937 * 
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* 438 hospitals approved for residencies in specialties. 


4. Adequacy of Equipment. Detailed study of equipment 
and scope of service according to type of residency. 

5. Teaching Program. : 

(a) Regular Assignments. Schedule of duties, assignments 
to admitting service, outpatient department, diagnostic and thera- 
peutic procedures, follow-up service, opportunities for practical 
experience. 


(b}-Special Assignments. Instruction in basic sciences pet- 


taining to specialty, conferences, research, record duties, 
ing of undergraduates, interns and nurses by resident. 
6: Coordinate Expetience in Allied “Fields. For example, 
newborn service, behavior clinics and contagion in 
with residency. in pediatrics. oR bere 
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ne ie of Reference Material in Specialty. > i = HR Aug 
doquncy Specialty: Advanced. tes 
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REPORT ON SURVEY OF OCCUPATIONAL 
THERAPY SCHOOLS 
Council on Medical Education and Hospitals of 
the American Medical Association 


The president of the American Occupational Therapy 
Association, Dr. Joseph C. Doane, on March 10, 1931, 
transmitted on behalf of the board of managers a request 
to the American Medical Association that the Council 
on Physical Therapy undertake the inspection of schools 
of occupational therapy. 

The following resolution, presented by Dr. J. Gurney 
Taylor of Wisconsin, was passed by the House of 
Delegates at the Milwaukee session of the American 
Medical Association, in June 1933: 


WuereEas, There is a recognized demand for qualified pro- 
fessionally trained occupational therapists in the hospitals of 
this country; and 

WHEREAS, The work of these therapists is under the direction 
of members of the medical profession; and . 

WuerEAS, The medical profession and the American Occu- 
pational Therapy. Association recognize the vital importance of 
establishing minimum standards of training and the inspection 
of training schools in occupational therapy by a qualified and 
authoritative organization; therefore be it 

Resolved, That the entire subject be left to the Board of 
Trustees of the American Medical Association, with the request 
that it be given careful study and consideration and, if prac- 
tical and feasible, some plan for the establishment of standards, 
ratings and inspections of training schools in occupational 
therapy be effected, providing that the expense of such inspec- 
tion be borne by the school requesting the same. 


Concerning this resolution, the Board of Trustees 
recommended that it be referred to the Council on 
Physical Therapy and the Council on Medical Educa- 
tion and Hospitals for consideration and investigation. 
It was decided that the Council on Medical Education 
and Hospitals was the proper body to undertake such 
inspections, because of its experience in all phases of 
medical education, including the investigation of medical 
schools, teaching hospitals, and schools for the training 
of technicians in specialties that are closely allied to 
medical service. 

The inspection work, which began on Nov. 27, 1933, 
was carried out in conjunction with the other activities 
of the Council, the schools being inspected by members 
of the staff on their regular tours of hospital inspection. 
Thirteen schools were visited. Ten, including one 
Cxnadian school, were found to be in active operation. 

Because any standards adopted must necessarily have 
the support of those who are engaged most actively in 
the maintenance of high ideals in the practice of occu- 
pational therapy, following the completion of the inspec- 
lions, joint meetings were held with representatives of 
the American Occupational Therapy Association, the 
Council on Physical Therapy and the Council on Medi- 
tal Education and Hospitals, on Dec. 29, 1934, and 
March 20, 1935. According to deductions made from 
the study of schools and the experience of those taking 
part in the meetings, a new minimum standard was 
proposed. On Feb. 17, 1935, the ‘new standard was 
adopted by the Council and at the Atlantic City session 
of the American Medical Association, in June 1935, it 
Was ratified by the House of Delegates. 

_ The “Essentials of an Acceptable School of Occupa- 
tional Therapy” were published in THe JouRNAL OF 


_ TE AMERICAN MEpicaL AssoctaTIon, May.4, 1935, 


— Aug. 31, 1935, and Aug.-29,.1936--..- -- 


~The: two and one-half -year period: following the 


adoption of the original standards permitted’ further 


- Milwaukee.—Course in occupational ‘therapy organized in 1913. 
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study of the schools, as well as the practicability and 
applicability of the “Essentials.” Proposals were made 
for clarification of meaning of certain requirements, and 
alterations in the curriculum were suggested. Another 
meeting was called for Dec. 6, 1937, for discussion of 
revisions to be made in the “Essentials of an Acceptable 
School of Occupational Therapy.” In addition to gen- 
eral rearrangement and rewording, a section on clinical 
affiliations was added, subjects and hours under cur- 
riculum were given further interpretation, and a clause 
was inserted permitting the concentration of technical 
training in one field. These alterations were passed by 
the Council at its meeting in Chicago, Feb. 12-13, 1938, 
and the revised “Essentials” follow the list of approved 
schools in this article. 

The following schools substantially conforming to the 
minimum requirements adopted by the American Medi- 
cal Association are approved by the Council on Medical 
Education and Hospitals: 


APPROVED SCHOOLS OF OCCUPATIONAL 
THERAPY 


Boston School of Occupational Therapy, Boston.—Organized in 1918 
as a war time measure. Incorporated in 1921 as a nonprofit institu- 
tion. Control is under a board of thirty-four trustees. The faculty is 
composed of thirty-six regular members, thirty-eight lecturers and ten 
extramural instructors, eighty-four in all. The educational requirement is 
one year of college or equivalent. The duration is three academic years. 
A total of ten hospitals are used in practice training. The tuition fee. is 
$300 per year. Thirty students are admitted each year. The next 
session begins Sept. 19, 1938. The Director is Mrs. John A. Greene. 

Kalamazoo State Hospital School of Occupational Therapy,* Kalamazoo, 
Mich.—Organized in 1922. Hospital is oldest and largest institution 
of its kind in the state. School governed by a joint managing com- 
mittee of, Kalamazoo State Hospital and Western State Teachers, Col- 
lege, Kalamazoo. Affiliated with Western State Teachers College in 1936. 
The faculty includes nineteen instructors at the hospital and seven at the 
college; lecturers number six and extramural instructors four, a total of 
thirty-six in all. Two courses are offered: the diploma course of twenty- 
seven months requiring for admission one year of college or equivalent, 
and a five year course requiring graduation from an accredited high school 
and leading to a B.S. degree from Western State Teachers College, the 
first two years being spent at the college. Those matriculating in the 
degree course who have had work in an accredited college will be given 
advanced standing according to the credits acceptable to Western State 
Teachers College. The school of occupational therapy is affiliated for 
practice training with three hospitals including the University Hospital at 
Ann Arbor. No tuition fee is charged for the diploma course; miscellane- 
ous expenses amount to about $270. For the degree course the student 
pays the regular college fee for courses taken at Western State Teachers 
College. Eight students are admitted each year. The next occupational 
therapy class begins in August 1938. The Director of the school is Miss 
Marion R. Spear, B.S., O.T.Reg. 


St. Louis School of Occupational and Recreational Therapy, St. 
Louis.—Organized in 1918 as a war time measure. Conducted by 
the Missouri Association for Occupational Therapy and governed by a 
board of fourteen trustees. Affiliated with Washington University School 
of Medicine and University College. The faculty includes a total of 
thirty-four lecturers, regular instructors and extramural instructors. ° Two 
courses are offered: the diploma course of three academic years requiring 
for admission two years of college or equivalent, and a five year course 
requiring graduation from an accredited high school and leading to a B.S. 
degree from Washington University. Practice training is given in a total 
of ten affiliated hospitals and other institutions. The tuition fee is $275 
per year. Approximately twelve students are admitted each year. The 
next session begins Sept. 28, 1938. The Director is Miss Geraldine R. 
Lermit, Ph.M., O.T.Reg. 


Philadelphia School of Occupational Therapy, Philadelphia.—Organized 
in 1918. Incorporated in 1923 as a nonprofit - organization. Man- 
agement is vested in a board of directors. Partial affiliation exists 
with the University of Pennsylvania. The faculty includes nine instruc- 
tors in therapeutic occupations, thirty-three in theoretical subjects and 
fifteen extramural instructors, a total of fifty-seven. The entrance require- 
ment is one year of post. high school education, college or equivalent. The 
course covers three academic years or twenty-eight months. Practice train- 
ing is given in a total of fifteen affiliated hospitals including the Graduate 
Hospital of the University of Pennsylvania: The tuition fee is $650. 
Thirty students are admitted each year. The next session begins Sept. 14, 
1938, The Director is Miss Helen S, Willard, B.A., O.T.Reg. 

Milwaukee-Downer College, Department of Occupational Therapy, 
Man- 
agement of the college is vested in a board-of thirty-two trustees. “The 
department’s faculty includes fourteen instructors at the college, eight 


. lecturers and ‘eight éxtramural instructors, thirty in all. ‘Two courses are 
' offered: the diploma course of three academic years requiring for admission 
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one year of college or equivalent, and a five year course requiring. gradua- 
tion from an accredited high school and leading to a B.S. degree. Practice 
training is given in eight affiliated hospitals and other institutions. The 
annual tuition fee for the diploma course- is $250 and for the degree 
course, $230. Approximately fifteen students are admitted each year. The 
next session begins Sept. 19, 1938. The Director is Miss Marjorie Taylor, 
O.T.Reg. 

University of Toronto, Department of University Extension, Toronto, 
Ontario, Canada.—Course in occupational therapy organized in 1926. 
The regular occupational therapy faculty numbers twenty-seven, includ- 
ing instructors, lecturers and demonstrators, and in addition there 
are twenty-three extramural instructors, a total of fifty. The admission 
requirement is one year of college. The duration of the course is three 
academic years or twenty-eight months. Hospitals and other institutions 
affiliated for practice training total twenty-two. The tuition fee is $150 
per year. Twenty students are admitted each year. The next session 
begins the last week in September 1938. The Supervisor of the course 
is Miss Helen P. LeVesconte. 


ESSENTIALS OF AN ACCEPTABLE 
SCHOOL OF OCCUPATIONAL 
THERAPY 


I. Organization 


1. A school of occupational therapy should be incorporated 
under the laws ‘regulating associations operated not for profit. 
The control should be vested in a board of trustees composed 
of public spirited men or women having no financial interest in 
the operation of the school. The trustees should serve for fairly 
long and overlapping terms. If the choice of trustees is vested in 
any other body than the board itself, this fact should be clearly 
stated. Officers and faculty of the school should be appointed 
by the board. 

2. Affiliation with a college, university or medical school is 
highly desirable but is not an absolute requirement. 

3. Schools of occupational therapy should not be operated by 
hospitals independently. It is understood, however, that hos- 
pitals are needed for practice training in the several branches of 
occupational therapy as required under clinical affiliations. 


II. Resources 


Experience has shown that an adequate school of occupa- 
tional therapy cannot be maintained solely by the income from 
students’ fees. No occupational therapy school, therefore, should 
expect to secure approval which does not have a substantial 
additional income. 

III. Faculty 

The school should have a competent teaching staff, graded 
and organized by departments: Appointments should .be based 
on thorough education and training and successful teaching 
experience. The staff should include not less than one regular 
salaried instructor and one registered occupational therapist. 
The question of full time and part time appointments is not as 
important as the qualifications of the instructors, who should 
be specialists or exceptionally well trained in the lines they 
are teaching. 

IV. Plant 

1. The school should own, or enjoy the use of, buildings suffi- 
cient in size to provide adequate lecture rooms, class labora- 
tories and administration offices. Equipment should be adequate 
for efficient teaching in the various departments. 

2. A library containing standard texts and leading periodicals 
in occupational therapy should be provided. 


V. Administration 


1. SupEeRvIsIOoN.—There should be careful and _ intelligent 
supervision of the entire school by the dean, director or other 
executive officer who, by training and experience, is fitted to 
interpret the prevailing standards and who is clothed with suf- 
ficient authority to carry them into effect. 

2. Recorps.—There should be a good system of records 
showing conveniently and in detail the credentials, attendance, 
grades and accounts of the students, by means of which an exact 
knowledge can be obtained regarding each student’s work: 
Schools should require that students be in actual attendance 
within the first week of each annual session and thereafter. 
Except for good cause, no credit should be given for any course 
when attendance has been less than 80 per cent. 

3. CREDENTIALS.—The admission of students to the occupa- 
tional therapy school must be in the hands of-a responsible 


committee or examiner, whose records shall always be open for 
inspection. Documentary evidence of the student’s preliminary 
education should be obtained and kept on file. When the occu- 
pational therapy school is an integral part of the university, 
this work usually devolves on the examiner or registrar. 

4. ApvANCED STANDING.—At the discretion of the adminis- 
tration, advanced standing may be granted for work (or expe- 
rience) required in the occupational therapy curriculum which 
has been done in other accredited institutions. Official verifi- 
cation of previous work (or experience) should be obtained by 
direct correspondence. Preliminary qualifications should also 
be verified and recorded. 

5. NUMBER OF STUDENTS.—The number of students admitted 
to the training course should not be excessive. In practical 
work of a laboratory nature the number of students that can 
be adequately supervised by a single instructor is, in general 
experience, about fifteen; in lectures the number may be much 
larger. A close personal contact between students and members 
of the teaching staff is essential. 

6. DiscrpL1ne.—All training schools reserve the right to drop 
a student at any time for any cause which the school authorities 
deem sufficient. 

7. PuBLIcATIoNs.—The school should issue, at least biennially, 
a bulletin setting forth the character of the work which it offers. 
Such an announcement should contain a list of the members of 
the faculty with their respective qualifications. 


VI. Clinical Affiliations 


1. No student should be eligible for entrance into clinical 
training until she has satisfactorily completed at least one aca- 
demic year, equal to thirty semester credits, fifteen of which 
should be in biological science, social science, theory of occu- 
pational therapy and clinical subjects and fifteen in therapeutic 
occupations. 

2. Hospitals or institutions affiliating for clinical training 
should be carefully judged by the board of directors of the 
school concerned and be acceptable to the Council en- Medical 
Education and Hospitals and should not be considered eligible 
for training of students unless the director of the occupational 
therapy department is a competent occupational therapist quali- 
fied to handle students. 

3. The occupational therapy director of each training depart- 
ment should be considered a member of a special committee on’ 
the training school staff and at all times be in 8 contact 
with the director of the school. 

4. A weil defined program of lectures, clinics said staff meet- 
ings should be offered by the hospital to each group of studetits. 

5. Written records, case studies atid examinations should be 
required of each student. Students should obtain satisfactory 
rating in clinicai training before a diploma is granted. 

6. Uniforms written records specially covering the student's 
personal adjustment as well as general ability should be kept by 
the occupational therapy director of each department, regular 
copy of which should be ‘sent to the school at frequent inter- 
vals and all reports filed in the individual student’s record at 
the school. 

VII. Prerequisites for Admission 

1. Ace—The admission of candidates should be governed 
by the fact that it is required that each student be not less 
than 21 years of age at graduation. 

2. Epucation.—All candidates must furnish proof of having 
completed a high school education or its equivalent. Equivalent 
of high school should be adjudged and recorded by the admis- 
sions committee of the school. In addition, all candidates, except 
those for the degree course, must have had at least: one year 
and preferably two years of further accredited education oF 
successful professional training or experience. 

Candidates for admission to a training course in a college of 
university which is combined with work leading to a bachelor’s 
degree should be required to comply with the regular entrance 
requirements of the institution concerned. 

3. CHARACTER.—All candidates should be required to present 
evidence of good character and general fitness, the- evidence 
which should be investigated and duly weighed by - 
concerned. eas 
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4, HEALTH.—AII students should be given a medical exami- 
nation under the supervision of the school as soon as practicable 
after admission, and this examination should be repeated annu- 
ally. The first examination, at least, should include a tuberculin 
test followed by a roentgen examination of the chest when 
indicated. 

VIII. Curriculum 

1. LenctH or Course.—The minimum length of the course 
should be twenty-five calendar months (100 weeks) of full time 
training. The course should include not less than sixteen months 
(sixty-four weeks) of theoretical and technical instruction and 
not less than nine months (thirty-six weeks) of hospital practice- 
training under competent supervision; all as set forth in detail 
in succeeding sections. 


2. DISTRIBUTION OF TimME.—The two years devoted to theo- 
retical and technical training -should include not less than sixty 
semester hours, of which not less than thirty semester hours 
should consist of didactic instruction and not less than twenty- 
five hours of technical instruction in therapeutic occupations. 

(a) Theoretical: The hours devoted to theoretical training 
should be still further subdivided as follows: 


Semester Hours 
(1) Biologic Sciences to include: 
Anatomy 
Kinesiology 
Neurology “ 
Physiology 
Psychiatry 
Psychology a 
Social Sciences to include: 
Sociology ; 
Delinquency and Crime : 
Social and Educational Agencies | 


Theory of Occupational Therapy to include: 

Interpretative courses covering the principles 
and practice of occupational therapy in rela- 
tion ‘to orthopedics, pediatrics, tuberculosis, 
psychiatry, general medicine and surgery and 
other ion fields 


Clinical Subjects to include: 

Blindness and Deafness 

Cardiac. Diseases ; s 

Communicable Diseases (including Bacteriology 
if this subject is not given elsewhere): 

General Medical and Surgical Conditions 

Orthopedics 

Tuberculosis 


(2 


S 


(3 


~~ 


(4 
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(b) Technical: Because of the increasing demands of the 
medical profession for qualified therapists trained in special 
fields applicable to the education and training of disabled per- 
sons as well as to the treatment of the sick, there must be a 
certain amount of flexibility in technical requirements. 

Concentration may be in the field of Therapeutic Arts and 
Crafts, in some branch of Educational Therapy, or in Recrea- 
tional Therapy. 

A minimum of thirty semester hours should be devoted to 
technical training. The major portion may be allotted to con- 
centration in one field and, in this case, survey courses should 
be given in the other fields. 


(1) The Field of Therapeutic Arts and Crafts to include: 
Design 

Leather 

Metal 

Plastic Arts 

Textiles 

Wood 

The Field of Educational Therapy to include: 
Adult Education 

Fine and Applied Arts 

Home. Economics 

Hospital Library Management 

Primary and Secondary Education 

The Field of Recreational Therapy to include: 
Dramatics 

Gardening 

Music 

Physical Education 

Social Recreation 


(2 


— 


G3 


~~ 


_ Advanced standing may be given to students already qualified 
i One or more branches of the three fields. Such persons may 
then be given survey. courses in the other fields of concentration, 
‘nd practice in the’ application of their specialty to the treat- 
ment of disabled persons. , 
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(c) Clinical Affiliations: The time devoted to hospital prac- 
tice-training shall be not less than nine months spent in the 
following types of hospitals: 


Ee eee Pree Not less than two months, 
Tuberculosis sanatoriums or services....Not less than one month. 
Apemerel -ROGQUNIE 6 oo oct cucns veces cbs Not less than one month, 
Children’s hospitals or services......... Not less than one month, 
Orthopedic hospitals or services........ Not less than one month. 


The remaining three months optional. 


The Council acknowledges the splendid cooperation 
extended by the various schools included in the study 
and also the help of the officers and Educational 
Committee of the American Occupational Therapy 
Association. The Council will continue actively in the 
promulgation of high standards for schools of occupa- 
tional therapy. Periodic reexamination of the approved 
schools will be made and revisions of the list will be 
published as indicated. 


APPROVED SCHOOLS FOR PHYSICAL 
THERAPY TECHNICIANS 

The “Essentials of an Acceptable School for Physical 
Therapy Technicians,” promulgated by the Council on 
Medical Education and Hospitals, were adopted fol- 
lowing a survey of opportunities for such training in 
the United States, made from 1933 to 1936. The House 
of Delegates of the American Medical Association 
passed on the standards proposed at the Kansas City 
session, May 9, 1936. Approved schools for physical 
therapy technicians were first listed in THE JouRNAL OF 
THE AMERICAN Mepicat Association, Aug. 29, 1936. 

The American Congress of Physical Therapy and the 
American Physiotherapy Association have accorded 
the Council their full cooperation in the establishment 
and maintenance of standards in this field. 

While the number of schools thus far approved is 
limited to fourteen, several others are under considera- 
tion. Additions to the list will be made as other schools 
apply and are found eligible. 

Applications have been received from schools of 
massage erroneously labeled as physical therapy schools. 
The Council has not adopted standards for training 
in massage, since this is only one phase of the broad 
field of physical therapy. The abuse of this valuable 
means of therapy by cult practitioners and technicians 
in attempting to cure internal conditions is too well 
known and any official endorsement of training for this 
single method of treatment could only result in encour- 
aging quackery. It is for this reason that the Council 
has designated in the “Essentials”. that “acceptable 
schools for training physical therapy technicians may 
be conducted by accredited universities, colleges or 
hospitals.” Commercial schools, then, cannot be con- 
sidered for recognition. 

The American Registry of Physical Therapy Techni- 
cians, sponsored by the American Congress of Physical 
Therapy, has become recognized during the past three 
years as a means of identifying those qualified: The 
Board of Registry accepts for examination graduates 
of schools approved by the Council on Medical Edu- 
cation and Hospitals. The objects of the Registry 
among others are: 

“To maintain the minimum standards of educational 
and technical qualifications as given by the Council 
on Medical Education and Hospitals of the American 
Medical Association for technicians administering phys- 
ical therapy in hospitals, clinics and physicians’ offices. 

“To cooperate with. the Council on Medical Educa- 
tion and Hospitals of the American Medical Association 
in its investigation, classification and periodic inspection 
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of schools which conduct’ training courses for physical 
therapy technicians.” 

Information concerning registration may be secured 
through Miss Marion G. Smith, registrar of the Ameri- 
can Registry of Physical Therapy Technicians, 30 North 
Michigan Avenue, Chicago. 
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including basic sciences. In agreement with the Board 
of Registry of the American Society of Clinical Patholo- 
gists, this ruling became effective Jan. 1, 1938. 


Although almost all larger hospitals admit occasional 


students. or volunteers for training as technicians for 
whom no systematic course of instruction can be pro- 


Approved Schools for Physical Therapy Technicians 


The following list of schools for physical therapy technicians represents the fourth printing made since the House of Dele- 
gates of the American Medical Association adopted standards for such schools in 1936. 




























a. Four year course leads to B.S. degree from Simmons College. 
b. Twelve month course for those with three years college. 


Affiliated Clinical Facilities 


1. Glendale Sanitarium and Hospital, Glendale, and Cedars of Leba- 
non Hospital, Good Hope Clinic and Los Angeles County Hospital, 
Los Angeles. 

2. Langdon School for Crippled Children, Washington, D. C. 

8. Michael Reese Hospital, Montgomery Ward Clinics, Passavant 
Memorial Hospital and St. Luke’s Hospital, Chicago. 

4. Boston City Hospital, Children’s Hospital, Massachusetts Gen- 
eral Hospital and Robert Breck Brigham Hospital, Boston; Cambridge 
Hospital, Cambridge, and Newton Hospital, Newton. 











5. Children’s Hospital and Convalescent Home, Harvard Infantile 
Paralysis Commission Clinic, Industrial School for Crippled and 


















At the November 1937 meeting of the Council, cer- 
tain changes were made in the “Essentials” for the 
purpose of clarification of meaning but which did not 
alter the original-considerations in the requirements. 


APPROVED SCHOOLS FOR CLINICAL 
LABORATORY TECHNICIANS 

The report on the original survey of 196 schools in 
the United States, in which the method of examining 
schools and the findings are described, appeared in the 
Educational Number of THE JoURNAL OF THE AMERI- 
cAN Mepicat Association, Aug. 29, 1936. Inspections 
of schools continue as a regular part of the Council’s 
work and the revisions of the approved list are made 
_regularly. The accompanying list represents the fourth 
printing and contains the names of 136 schools con- 
forming to the minimum requirements. 

In 1937 the Council voted to increase the admission 
requirement from one to two years of college work 











Certificate, 
a et : - Length of Student Diploma, 
Name and Location of School Direction Entrance Requirement Course Capacity Tuition Degree 
Children’s Hospital, Los Angeles }........... John C, Wilson, M.D. (a) R.N. 12 mos. 10 $125 Diploma 
(b) Grad. phys. ed. 

Stanford University Hospitals, San Fran- W. H. Northway, M.D. (a) R.N. 12 mos. 6 $215 Certificate 
cisco (b) Grad. phys. ed. 

Walter Reed General Hospital, Washington, Maj. W. W. McCaw, M.D. Grad. phys. ed. 12 mos, 10 None Certificate 
D. C.* 

Northwestern University Medical School, John S. Coulter, M.D. (a) R.N. ¥ mos. 13 $200 Certificate 
Chicago * (b) Grad. phys. ed. 

: (ec) Coll. grad. 

Bouvé-Boston School of Physical Education, Howard Moore, M.D. High school grad. 3 and 4 yrs.® 10 $400 yr. Certificate 
Boston ¢ or B.S, 
Harvard Medical School, Course 443, F. R. Ober, M.D. (a) R.N. 9 mos. 16 $150 Certificate 
Boston 5 (b) Grad. phys. ed. 

(c) Coll. grad. 

Boston University, Sargent College of Physi- Prof. E. Hermann, Dean High school grad. 4 yrs. 25 $340 yr. B.S. 
eal Education, Cambridge, Mass.® 

Battle Creek College, Battle Creek, Mich.’.. Paul Roth, M.D. (a) R.N. 12 mos. F $250 Certificate 

(b) 2 yrs. coll. or B.S, * 
(c) Grad. phys. ed. 

St. Louis University School of Nursing, St. A. J. Kotkis, M.D. High school grad. 4 yrs. 4 Univ. B.S. 
Louis ® fees 

University of Buffalo, Buffalo *.............. G. G. Martin, M.D. R.N. 18 mos. 8 Univ. B.S. 

fees 

Hospital for Ruptured and Crippled, New K. G. Hansson, M.D. (a) R.N. 9 mos. 15 $300 =©Diploma 
York City 2° (b) Grad. phys. ed. 

D. T. Watson School of Physiotherapy (affil- Jessie Wright, M.D. (a) Grad. phys. ed. 22 mos. 8 None Diploma 
iated with Univ. of Pittsburgh School of (b) 2 yrs. premed. or B.S. 
Medicine), Leetsdale, Pa.*+ 

College of William and Mary, Richmond, H. H. Hibbs Jr., Ph.D. (a) R.N. % and 6 Coll. Certificate 
Va.12 (b) Grad. phys. ed. 12 mos.» fees 

(c) 3 yrs. coll. 
University of Wisconsin, Madison }*......... E. A. Pohle, M.D. (a) R.N. 9-12 mos. 20 Univ. Certificate 
(b) Grad. phys. ed. fees 
Notes Deformed Children, Massachusetts General Hospital, Peter Bent Brig- 


ham Hospital and Robert Breck Brigham Hospital, Boston, and 
Cambridge Hospital, Cambridge. 

6. Industrial School for Crippled and Deformed Children, Massa- 
chusetts General Hospital, Massachusetts Memorial Hospitals 
Perkins Institute for the Blind, Boston, and Cambridge Hospital, 
Cambridge. » 

7. Ann J. Kellogg School, Battle Creek and Battle Creek hospitals. 

8. Firmin Desloge Hospital, Mount St. Rose Sanatorium and St. 
Mary’s Hospital, St. Louis. a 

9. Buffalo City Hospital, Buffalo. : 

10. French Hospital, New York Hospital, New York Polyclinic Hos- 
pital and Reconstruction Hospital, New York City. 

11. Allegheny General Hospital, Children’s Hospital, Elizabeth Steel 
Magee Hospital, Falk Clinic, Industrial Home for Crippled Children 
and St. Francis Hospital, Pittsburgh. 

12. Crippled Children’s Hospital, Stuart Cirele Hospital and Wheel- 
don Clinic, Richmond. 

13. State of Wisconsin General Hospital, Madison. 


vided, the Council does not regard such casual appren- 
ticeships as justifying recognition as a school. 

The adoption of standards for laboratory schools by 
the American Medical Association and the publication 
of lists of approved schools have already guided hun- 
dreds, who aspire to this field, away from the adver- 
tising commercial schools into acceptable courses 
training. Hospitals throughout the country are recog- 
nizing more and more that graduation from an approve 
school or registration is the most reliable means of 
identifying qualified technicians. Thus, uncontrolled 
education of laboratory technicians by comm 
schools is no longer accepted as satisfactory. : 

Training in commercial schools alone will not pe 
students to enter examinations of the Board of Registry 
of the American Society of Clinical Pathologists. 

More detailed information may be obtained from the 
directors. of individual schocls or by addressing 
Council on Medical Education and Hospitals. 






Approved Schools for Clinical Laboratory Technician<c 
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requests were sent. 
KEY TO SYMBOLS 


* Approved for general internship, the fifth year in medicine, by the 
Council on Medical Education and Hospitals. 

+ Approved for certain residencies in specialties for graduates in 
medicine who have already had a general internship or its equiv- 
alent in private practice. 


Ca Cancer ENT Eye, ear, nose and throat 
Card Cardiac Gen General 

Chil Children G&TB General and tuberculosis 
Chr Chronie Ine Incurable 

Conv Convalescence and rest Indus _ Industrial 

Drug Drug and alcoholic Iso Isolation 


Epil Epileptic 


United States Public Health Service 
Veterans Administration Facility 


The following list contains the names of 6,128 hospitals, sanatoriums and related institutions that are located in the United 
States and 243 in Alaska, Canal Zone, Guam, Hawaii, Philippine Islands, Puerto Rico and Virgin Islands, It omits the names 
of 617 hospitals which, after investigation, were not accepted. The inclusion of the name of any institution may be taken as 
an indication that evidence concerning irregular or unsafe practices in that institution has not come to the attention of the 
Council on Medical Education and Hospitals. The list in each state is given in two sections: (1) hospitals and. sanatoriums, 
and (2) related institutions. The related institutions include some general hospitals lacking certain essentials, nursing homes, 
school infirmaries, prison infirmaries, custodial and other institutions designed to give some medical, nursing or convalescent 
care in an ethical and acceptable manner, but not strictly hospitals. In-the statistics the two classifications are consolidated, 
The words “No data supplied” following the name of a hospital mean that no report was received although at least three 


AND ABBREVIATIONS 
© School of nursing accredited by state board of nurse examiners, 


© Affiliated for nurse training on state accredited basis. 


The column headed “Type of Service” tells what diseases or conditions are treated in each institution, as follows: 


Inst Institutional Orth Orthopedic 

Mat Maternity SkCa Skin and cancer 

MatCh Maternity and children TB Tuberculosis 

MeDe Mentally deficient TbIso Tuberculosis and isolation 
Ment Mental TbOr Tuberculosis and orthopedie 
N&M Nervous and mental Ven Venereal 


The column headed “Control” indicates for each institution the ownership, control, or auspices under which it is conducted, 


as follows: 
GOVERNMENTAL NONPROFIT ORGANIZATIONS PROPRIETARY 
Federal State 
Indian Affairs City Church Individual 
United States oe County Fraternal Partnership 
United States Nav City-County Nonprofit association Corporation 


(unrestricted as to profit) 


: ABBREVIATIONS 
CyCo City and county Frat Fraternal RPheon Nonprofit association 
Corp Corporation unrestricted IA Office of Indian Affairs, Depart- Part Partnership 
as to profit . ment of the Interior USPHS United States Public Health Service 
Fed Federal Indiv Individual Vet Veterans Administration Facility 


Population of cities is based on the 1930 census of the United States Bureau of the Census. 























ALABAMA 
—_ a 
2 “ee Ea 
— _— 3) bt —~ 
“2 as & 32 43 8 
Hospitals and Sanatoriums 5S? gO ®@ a BS Ga & 
aS S ., o id So. ro cS 
Ba faz) a © 42a qb < 
Albertville, 2,716—Marshali 
Sand Mountain Infirmary... Gen Indiv “4: 22 6 220 
Alexander City, 4,519- ~Tallapoosa 
Russell Hospital caseenperae Gen Indiv 54 8 47 8 409 
Anniston, 22,345—Calhoun 
Garner Hospital® .......... Gen City 77. 6 -32% 40 1,301 
Station Hospital ............ Gen Army 121 10 68 1,741 
Atmore, 3,036—Escambia. é 
Atmore General Hospital... Gen NPAssn 8 21 6 491 
Bellamy, 317—Sumter : a 
Bellamy Hospital .......... Gen Indiv ee 6 2 i133 


Bessemer, 20,721—Jefferson 
Bessemer General Hospital.. Gen Corp 
Birmingham, 259,678—Jefferson i 3 
Birmingham Baptist Hosp.® Gen Church 147 12 385 96 4,258 


7 «4 54 23 = 833 


Children’s Hospital* ....... Orth NPAssn lee iis 31 (O77 
Hill Crest Sanitarium....... N&M Indiv ee 27 20 447 
Hillman Hospital*#o ...... Gen County 434 40 1,536 316 10,537 
Jefferson Sanatorium ...... TB County 100 .. 62 192 
Norwood Hospital*© ........ Gen NPAssn 210 16 322 107 5,843 
St. Vineent’s Hospitalt°.... Gen Church 130 8 197 124 3,744 
South Highlands Infirm.°.. Gen Corp 187.27 38 96 4,323 
365 Crippled Children’s Clinic Orth NPAssn Bu ve 27°» = -224 


Clanton, 1,847—Chilton 
Central Alabama Hospital..Gen NPAssn 28 2 No data supplied 
Decatur, 15,593—Morgan 


Benevolent Society Hosp.°.. Gen NPAssn 50 4 75 29 «=908 
Dothan, 16,046—Houston 

Frasier-Ellis HospitalO .... Gen Indiv 60 6 56 56 2,031 

Moody Hospital ........... Gen Indiv pe Foes 61 2,574 
Enterprise, 3,702—Coffce 

Gibson Hospital ............ Gen Indiv 30 «63 88 5 358 
Eufaula, 5,208—Barbour 

Britt Infirmary® ....:....... Gen Indiv 50 6 80 > ar 

falter Hospital® ............ Gen Indiv 50 6 26 16 = 857 
Fairfield, 11,059—Jefferson 


bi : Employees’ Hospital of the 
Tennessee Coal, Iron and 





Railroad Company*t..... Gen NPAssn 287 28 620 185 7,519 


Key to symbols and abbreviations is on page 986 


The accompanying list was subject to additions and removals of hospitals until going to press; totals of the list, 
therefore, may vary from tables 1 and 2, which were compiled slightly in advance of list. 


ALABAMA—Continued 
ae 3 zt 
aa zs . 2. 
cg i 3 9 ae Soe 
5 — -_- Cd _ 
Hospitals and Sanatoriums 5 gO 2 ¢ ES 52 6 
x) ee ¢ se re 3 
Bu 6s ge © wm <0 < 
Flint.(Deeatur P.O.), 134—Morgan 
Morgan County Tuberculo- 
sis Sanatorium ............ TB County 30 .. oa - 2 
Florala, 2,580—Covington 
Young Infirmary and Lake- 
view Hospital ............. Gen Indiv 0 3 #20 12 40 
Florence, 11,729—Lauderdale 
Eliza Coffee Memorial Hosp. Gen City 40 6 7 19 «9 
Gadsden, 24,042—Etowah 
Forrest General Hospitalo..Gen Indiv 50 14 7 82 1,08 
Holy Name of Jesus Hosp.oGen Church 75 10 130 8 48 2,000 
Greenville, 3,985—Butler 
Speir Hos ital Se es, Gen _ Indiv 2% 66 «(6 5 $b 
Stabler Infirmary ........... Gen Indiv 20 «5 38 11 «473 
Guntersville Dam, Marshall 
Guntersville Dam Infirmary Gen NPAssn 18 2 4 10 & 
Huntsville, 11,554—Madison tS 
Huntsville Hospital ........ Gen NPAssn 50 6 104 30 1,404 
Jasper, 5,813—Walker 
Peoples Hospital ............ Gen County 6 66 BT 


ss 
ew 
8 
8 
2 


Walker County - east Gen Corp 
Mobile, 68,202— Mobile 


City HospitalO ............. Gen City 126 18 485 110 7,110 
Mobile County Tuberculosis 
Sanitarium ................ TB  CyCo 58 .. No data supplied 
Mobile Infirmary .......... Gen NPAssn 110 10 144 68 2,432 
Providence Infirmary? .....Gen Church 88 12 194 46 1,939 
U. 8. Marine Hospital....... Gen USPHS 175 .. .. 133 1,410 
Montgomery, 66,079—Montgomery 
Fitts Hill Hospital.......... Gen Indiv 306 8 15 66 
Hubbard Hospitalo ........ Gen Indiv 40 12 208 2 1,031 
Montgomery berculosis 


Sanatorium ............- .TB NPAssn 7 .. «. 50 
St. Margaret’s Hospitalo..Gen Church 132 12 368 8 4 
Station Hospital ........ --»Gen Army nes a™ 

Mt. Vernon, 810—Mobile . 
Searcy Hospital (COl.)...... Ment State 2,637 ., «. 168) Oi? 
Rated capacity 1,500 % 
lika, 6,156—Lee ; 


ast Alabama Hospital.....Gen NPAssn 2% 8 2 6 260 - 
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ALABAMA—Continued 
as 
« 2s 
og go 
= ~o 
Hospitals and Sanatoriums BE EO 3 
C7 we v 
R Oo 
Roanoke, 4,373—Randolph ws 
Knight Sanatorium .........Gen Indiv 32 
Russellville, 3,146—Franklin 
Russellville Hospital ........ Gen Indiv 18 
Scottsboro, 2,304—Jackson 
Hodges Hospital ........... Gen Indiv 20 
Selma, 18,012—Dallas 
Burwell Infirmary (col.).... Gen Part 25 
Goldsby King Mem. Hosp... Gen NPAssn 52 


Good Samaritan Hosp. (col.) Unit of Selma Baptist 


Selma Baptist Hospital..... Gen NPAssn 90 
Vuughan Memorial Hospital Gen Corp 27 
Sheffield, 6,221—Colbert 
Colbert County Hospital... Gen CyCo 75 
Sylacauga, 4,115—Talladega 
Drummond Fraser Hosp.°%.. Gen Corp 25 
Sylacauga Infirmary® ...... Gen Corp 46 
Talladega, 7,596—Talladega 
Citizens’ Hospital® ......... Gen Corp 50 
Troy, 6,814—Pike 
Beard Memorial Hospital... Gen Indiv 35 
Edge Hospital ............. Gen Indiv 35 
Tuscaloosa, 20,659—Tuscaloosa 
Bryee Hospital? ............ Ment State 8,745 
Rated capacity 3,200 
Druid City Hospitalo........ Gen NPAssn 75 
Veterans Admin. Facility... Gen Vet 346 
Tuskegee, 3,814—Macon 
Veterans Admin. - Facility 
(COLW: £. fie avotbes bindne sie yen Vet 1,498 
Tus!.egee Institute, 375—Macon 
Join Albion Andrew Memo- 
ial Hospital (eol.)*o.....Gen NPAssn 96 
Wet .mpka, 2,357—Elmore 
W:tumpka General Hosp... Gen Part 26 
York, 1,796—Sumter 
Hill Hospital ..ccceccccccccce Gen Indiv 15 
Related Institutions 
Alabama City, 8,544—Etowah 
Etowah County Tuberculo- 
s's Sanatorium ..... et asicion an County 25 
Altocna, 1,098—Etowah 
Klein Hospital .............. Gen Indiv 12 
Birm ngham, 259,678—Jefferson 
Alabama’ Boys’ Industrial 
SchOGl  ccsessasnen seve we cons Inst State 29 
Children’s Home Hosp. (col.) Gen NPAssn 17 
Miss Quinn’s Nursing Home Conv Part 10 
Salvation Army Home and 
HOSpIRAE cocks vetamsaveesnse Mat Church 45 
Dothan, 16,046—Houston 
Dr. M. S. Davie’s Private 
Hospiead sv ctsevcersatepas Gen Indiv 50 
East ‘l'allassee, 2,198—Tallapoosa 
Community Hospital .......Gen | NPAssn 18 
Montevallo, 1,245—Shelby ‘ 
Petcrson Hall ..........00- Inst State 36 
Montgomery, 66,079—Montgomery 
Fraternal Hospital (col.)°.. Gen Indiv 5 
Kilby Prison Hospital...... Inst State 54. 
Miriam Jackson Home...... Inst Church 25 
Opelika, 6,156—Lee 
Hudson Hospital ........... Gen Indiv 12 
Pell City, 885—St. Clair 
Pell City Infirmary.......... Gen Indiv 19 
Talladega, 7,596—Talladega 
Goodnow Hospital (col.).... Inst NPAssn 20 
Tuscaloosa, 20,659—Tuscaloosa 
Partlow State School....... MeDe State 652 
Rated capacity 625 
Wetumpka, 2,357—Elmore 
State Convict Tuberculosis 
HIOSpitald sisveesdasivevecses BE State 100 
Summary for Alabama: ee ae 
Hospitals and sanatoriums.. 67 11,694 
Related institutions.......... 17 1,149 
Totes icssons teas cccukeases S4 12,843 
Refused registration.......... 3 120 
ARIZONA 
23 
” £$ 
oy 26 
2 Pee) _ 
Hospitals and Sanatoriums a go 3 
i= 
SPA oo Fa 
Ajo, 1,100—Pima 
Phelps Dodge Hospital...Gen NPAssn 28 
Bisbee, 8,023—Cochise 
Copper Queen Hospital.....Gen NPAssn 45 
Lee, 65—Apache 
Chin Lee General Hospital..Gen IA 22 
Douglas, 9,828—Coehise 
ise County Hospital...Gen County 45 
Flagstaff, 3,891—Coconino 
Flagstaff’ Hospital .........Gen Corp 22 
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gs é 
eo be A @ 
S&S Z2 33 2 
2 6 626 
S Se pe TB 
a 2h <0 < 
3 12 23 520 
2 15 9 443 
2 16 6 265 
2 7 12 339 
10 56 89 1,429 
Hospital 
12 143. 387 2,370 
8 79 17 886 
8 122 17° «1,491 
12 =117 18 785 
4 27 8 428 
6 86 18 1,340 
3 25 14 947 
2 41 20 848 
-. “8,645 1,455 
10 366 52 3,147 
e a 3 2,563 
e- 1,213 2,280 
6 22 45 910 
4 75 9 530 
2 12 3 406 
No data supplied 
3 21 5 187 
5 614 
3 12 8 391 
oe 7 150 
25 79 36 108 
6 é ‘ as 
2 17 8 456 
5 1,449 
15 62 19 791 
Fo “i 360799 
6 696 
4 15 3 175 
1 23 4 176 
° 2 114 
° ee 627 45 
es aa 67 39 
Average 
Census Admissions 
9,409 106,631 
864 6,303 
10,273 112,934 
oa mn 
oe ee ee 
& ga 33 & 
7 = an 
n & , eq £ 
3s Dos Po TF 
& Aa 40 < 
5 122 9 874 
6 152 22 1,212 
3 @ 6 & 
4 #& 30 7% 
6 58 WwW 48 
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Florence, 1,318—Pinal ” . 2 
Pinal County Hospital...... Gen County 27 


Fort Defiance, 39—Apache 


Bassinets 


co 


Number of 
Births 


Average 
Census 


% 
N 


Admissions 


No data supplied 


Ft. Defiance Sanatorium... Tuberculosis Unit of Southern Navajo Gen- 
eral Hospita 


Southern Navajo General 


Home, Phoenix 


89 


19 


66 


480 


125 


19 


298 
3,669 
1,125 

152 


70 
7,188 
80 


7 No data supplied 
No data supplied 


Hospital and Sanatorium. G&TB IA 114 6 
Ft. Huachuea, 1,500—Cochise 
Station Hospital ........... Gen Army 65 2 
Ganado, 150—Apache 
Sage Memorial Hosp. (In- 
WN Ben soa vis os eccinwss ren Church 10 15 
Globe, 7,157—Gila 
Gila County Hospital...... Gen County 50 «6 
Jerome, 4,932—Yavapai . 
_United Verde Hospital...... Gen Corp 5 4 
Keams Canyon, 150—Navajo 
Hopi General Hospital..... Gen IA 3% 8 
Kingman, 2,200—Mohave 
Mohave General Hospital... Gen County 30 
Leupp, 200—Coconino 
Leupp Indian Hospital..... Gen IA 23 2 
Mesa, 3,711—Maricopa 
South Side District Hosp... Gen NPAssn 40 10 
Miami, 7,693—Gila 
Miami-Inspiration Hospital. Gen NPAssn 40 4 
Morenci, 2,200—Greenlee 
Phelps-Dodge Hospital .....Gen NPAssn 20 #1 
Phoenix, 48,118—Maricopa 
Arizona State Hospital..... Ment State 900 .. 
: Rated capacity 750 
Booker T. Washington Me- 
morial Hospital (col.)...2G&TB Indiv 30 21 
Good Samaritan Hosp.°... Gen Church 150 20 
Phoenix Indian Hospital... Gen IA 65 5 
Phoenix Indian Sanatorium. T IA 3... 
Phoenix Sanatorium ....... TB Indiv % *.. 
St. Joseph’s Hospital*°.... Gen Church 190 15 
St. Luke’s Home...... AES TB Church me ‘ae 
Prescott, 5,517—Yavapai 
Mercy Hospital ............. Gen Church 81 
Pamsetgaaf Sanatorium ... TB Indiv 40 
St. Luke’s in the Mountains Unit of St. Luke’s 
Ray, 2,450—Pinal 
ge. | eae ees Gen NPAssn 20 4 
Sacaton, 315—Pinal 
Pima Indian Hospital...... Gen IA 38. «6 
Safford, 1,706—Graham 
Morris-Squibb Hospital .... Gen Corp - 
San Carlos, 100—Gila 
San Carlos Indian Hosp.... Gen IA 2 3 
Sells, 250—Pima 
Indian Oasis Hospital....... Gen IA 50 12 
Tempe, 2,495—Maricopa 
State Welfare Sanatorium... TB State 98 
Tuba City, 150—Coconino 
Western Navajo Hospital.. Gen IA 32 6 
Tucson, 32,506—Pima 
Anson Rest Home........... TB Part ae 
Barfield Sanatorium ....... TB Indiv $2 .. 
Desert Sanatorium and In- 
stitute of Research........ Gen NPAssn 84 
St. Luke’s in-the-Desert San- 
REE ii wide nadadien sone y Chureh és 
St. Mary’s Hospital and 
Sanatorium? .............. G&TB Church 140 15 
Southern Methodist Hospital 
and Sanatorium .......... G&TB Church 3 12 
Southern Pacific Sanat...... TB NPAssn $2... 
Veterans Admin. Facility.... G&TB Vet 3538 
Whipple,—Yavapai 
Veterans Admin. Facility.... G&TB Vet 600 
Whiteriver, 300—Navajo 
Ft. Apache Agency Hosp...Gen IA 46 «C6 
Winslow, 3,917—Navajo 
Winslow Indian Sanatorium TB IA ae 
Yuma, 4,892—Yuma 
Ft. Yuma Indian Hospital.. Gen TA 299 «68 
Yuma County General Hosp. Gen County 48 6 
Related Institutions 
Kayenta, 40—Navajo 
Kayenta Sanatorium ....... Gen IA 52 -2 
MeNary, 55—Apache 
MeNary Hospital ............ Gen NPAssn 8 1 
Nogales, 6,006—Santa Cruz 
St. Joseph’s Hospital.......Gen | Chureh 30.6«7 
Oracle, 200—Pinal 
La Casa del Encanto........ Cony Jndiv eee 
Parker, 200—Yuma 
Colorado River Indian Agency 
) MNDUI? 4 ove cnecbiee awsss's Gen IA 40 4 
Phoenix, 48,118— Maricopa 
Helen Lee Sanatorium...... TB Indiv C55 
Prescott, 5,517—Yavapai 
Yavapai County Hosp.....InstGen County 0 3 
Tucson, 32,506--Pima 
Arizona State Elks Associa- 
tion Hospital ............. TB Frat @.. 
Comstock Children’s Hosp.. TB NPAssn 35°.. 
Means Rest Home........... Conv Indiv Wes 
Pima County Hospital......TB° County @ .. 


Key to symbols and abbreviations is on page 986 
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18 
49 
ll 
40 


39 


29 


ne 
“1D 


3,322 


1,520 
49 
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Related Institutions Ta EO 3 3 gE e¢ ES 
He O86 6 A ZA dO < 
Reardon Sanatorium ....... TB Indiv 16 oe 10 18 
San Xavier Indian Sanat.... TB IA 50 is 34 47 
Valentine, 168—Mohave 
Truxton Canon Indian Hosp. Gen IA | ae 11 9 236 
Williams, 2,166—Coconino 
Williams Hospital ...... .... Gen Indiv 10 #1 12 2 85 
e Average 
Summary tor Artoons: Number _ Beds Census Admissions 
Hospitals and sanatoriums.. 4,508 3,178 41,627 
Related institutions.......... 402 264 2,495 
SRI 00S. 3'n0.s Ses me wnseess : 62 4,910 3,442 44,122 
Refused registration......... ‘ 3 61 
ARKANSAS 
-_ _ mn 
a0 mn fo} i—] 
oe 25 > & 2 2 
os zs 8 3” 38 = 
2's er 2 a ‘s 
Hospitals and Sanatoriums a go os 8 gE 5 a 
: be 68 5 A ZA 40 & 
Alexander, 141—Pulaski 
McRae Memorial Sanato- 
ef eee. TB State > ne 32 33 
Arkadelphia, 3,380—Clark 
Townsend Hospital ........ Gen Indiv 16 «4 18 4 188 
Batesville, 4,484—Independence : 
Dr. Gray’s Infirmary........ Gen Indiv 3°... 8 6 380 
Johnston and Craig Hosp. Gen Part ee 5 3 228 
Benton, 3,445—Saline 
Blakely Hospital ........... Gen Indiv % 62 22 4 192 
Blytheville, 10,098— Mississippi 
Blytheville Hospital ........ en Indiv 40 6 87 16 = 900 
Camden, 7,273—Ouachita 
Camden Hospital ...... oe.» Gen NPAssn 30 9 128 13 = 916 
Charleston, 851—Franklin 
Bollinger Hospital :......... Gen Indiv 12 24 2 97 
Clarksville, 3,031—Johnson 
Johnson County Hospital.. Gen €orp m A 15 2 166 
Conway, 5,534— Faulkner 
Faulkner County Hospital.Gen City 16064 17 4 158 
Crossett, 2,811—Ashley 
Crossett Hospital ......... Gen Corp 5 8 50 15 «(471 
De Queen, 2,938—Sevier 
Arehber Hospital ...... poses Gen Indiv %..2 8 10 86592 
Dyess, 1,000—Mississippi 
Dyess Colony Hospital...... Gen Corp 3 4 . 13 6 288 
E} Dorado, 16,421—Union 
Henry C. Rosamond Memo- 
rial Hospital ..........+.. Gen Indiv 25 5 22 6 487 
Warner Brown Hospitaio... Gen Church 69 6 167 40 1,610 
Fayetteville, 7,394—Washington 
Fayetteville City Hospital. Gen City 50 6 105 23 1,096 
Veterans Admin. Facility... Gen Vet ae 250 2,084 


Ft. Smith, 31,429—Sebastian 


Arkansas Tuberculosis Sanat. Unit of Arkansas Tuberculosis Sanatorium, 
State Sanatorium 


St. Edward’s Mercy Hosp.° Gen 

Sparks’ Memorial Hospital Gen 
Haskell, 180—Saline 

State Hospital, Benton Divi- 


SION secs Ment 


Seer eeeeeeeeeesere 


Church 100 
NPAssn 100 
State 1,593 


Rated capacity 1,626 


Heber Springs, 1,401—Cleburne 


Estelle Hospital ............ Gen Part ll 
Helena, 8,316—Phillips 
Helena Hospital ........... Gen NPAssn 38 
Hope, 6,008—Hempstead 
Josephine Hospital ......... Gen Part 22 
Julia Chester Hospital...... Gen CyCo 20 
Hot Springs Nationa! Park, 20,938—G estima 
Army and Navy General 
eM eT er ter Gen Fed 528 
Leo N. Levi Memorial Hosp.° Gen Frat 72 
Ozark Sanatorium ......... Gen Corp 60 
St. Joseph’s Hospital?..... Gen Church 150 
Jonesboro, 10,326—Craighead 
St. Bernard’s Hospital¢.... Gen Chureh 92 
Lake Village, 1,582—Chicot 
Lake Village Infirmary..... Gen Part 45 
Little Rock, 81,679—Pulaski 
Arkansas Children’s Home 
ee eer hil NPAssn 60 
Baptist State Hospital*9.. Gen Chureh 300 
Granite Mountain Hospital Gen Indiv 17 
Little Rock City Hospital* Gen City 175 
Missouri Pacific Hospital... Indus NPAssn 125 
St. Vincent's pee waite Church 135 
State Hospital ............ State 2,428 
Rated capacity 2,215 
Monticello, 3,076—Drew 
Mack Wilson Hospital.....Gen Indiv 30 
Morrilton, 4,043—Conway 
St. Anthony’s Hospital.....Gen Chureh 18 
North Little Rock, 19,418—Pulaski 
Veterans Admin. Facility:.. Ment Vet 1,317 
Paragould, 5,966—Greene™ 
Dickson Memorial Sanit...Gen Corp 25 
Paris, 3,2834—Logan ; 
Dr. Jewell’s Infirmary......Gen Indiv 20 
Pine Bluff, 20,760—Jefferson 
Davis Hospital .............Gen | Church 50 





15 
7 


ae 
or @o Aas m co fo7) w 


Soh: 


3 
2 
4 


207 
189 


130 


71 2,788 
87 2,404 


1,471 Trans 


5 257 
21 =854 


538 
4,174 


2,037 
1,557 


1,821 


28 1,350 


Key to symbols and abbreviations is on page 986 
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Prescott, 3,033—Nevada 
Cora Donnell Hospital......Gen Indiv 30. 3 20 13 (5% 
Russellville, 5,628—Pope 
St. Mary’s Hospital....... Gen Indiv 60 12 80 24 1,179 
Searcy, 3,387—White 
Wakenight Sanitarium ....Gen Indiv 30 2 24 12 84 
State Sanatorium,—Logan 
Arkansas Tuberculosis Sanat. TB State 675 .. ¢ 14 Se 
Texarkana, 10,764—Miller 
Michael Meagher Memorial 3 
pS) Pe ae Church 50 10 167 35 1,843 
St. Louis Southwestern 
| ES ee .»Indus NPAssn 150 .. ee 62 2,587 
Related Institutions 
De Queen, 2,938—Sevier 
Childress Hospital .........Gen Indiv 2 #1 10 6 21 
Hot Springs National Park, 20,238—Garland 
New Park Sanitarium and 
eae ey en Indiv 3 1 os os an 
Public Health Service Medi- 
eal Center Infirmary..... Ven USPHS 60 3 15 45 1,005 
Little Rock, 81,679--Pulaski 
.rkansas School for the 
BRE = wica 6500000 cededesd . Inst State oF - 2 vb) 
Florence Crittenton Home Mat NPAssn 30 20 35 3 40 
Pulaski County Hospital.. Gen County 9 6 112 70 500 
Newport, 4,547—Jackson 
Dr. Gray’s Sanitarium..... Gen Indiv 8 2 5 2 7 
Russellville, 5,628—Pope 
Haney Eye, Ear, Nose and 
Throat Hospital ........ - ENT Indiv 10 .. ee 3 827 
: Average 
Summary for Arkansas Number _ Beds Census Admissions 
Hospitals and sanatoriums.. 49 10,817 8,695 53,299 
Related institutions........ os 8 255 141 2,781 
| SRR ee eT Ty ys 57 11,072 8,836 56,080 
Refused registration... vere 2 265 
CALIFORNIA 
asd > 
~ zs 2). = 
og «gS 8 28 «3 § 
Hospitals and Sanatoriums SF §O 3 2 82 4 6 
2 Oo 6 © zm <o & 
Agnew, 300—Santa Clara 
Agnews State Hospital..... Ment State 8,155 .. o- 3,456 1,028 
Rated capacity 2,365 
Ahwahnee, 25—Madera 
Ahwahnee Tri-County Tu- 
bereulosis Sanatorium..... TB County 118 .. oo ila 
Alameda, 35,033—Alameda 
— Fern on the 
ou DEO ccicheesseantd en Cor 85 21 208 42 1,83 
Albany, 8,569—Alameda if is 
Humboldt Hospital.......... Gen Part 82 16 3867 12 890 
— ee Angeles 
ambra Hospital ........ en Cor 40 12 64 22 1 
Angel Island, 478—Marin P . - 
Station Hospital Yee .Gen Army ae 4 28 1,456 
Antioch, 3,563—Contra Costa 
Antioch Hospital ......... --Gen = Indiv 15 4 14 1. = 648 
Arcata, 1,709—Humboldt ; 
Trinity Hospital ...... -«ee»Gen Church 22 4 57 15 838 
Arlington, 3,440—Riverside 
Riverside County Hospital. G&TB County 325 10 262 296 3,493 
Artesia, 3,891—Los Angeles 
Artesia Hospital ...... .eese Gen = Indiv 20 4 77 = 10sél 
Auberry, 100—Fresno 
Wish-i-ah Sanatorium ..... TB County 102 .. as 67s 0 
Auburn, 2,661—Placer 
Highland Hospital .........Gen Indiv 22 6 No data supplied 
Bakersfield, 26,015—Kern 
Bakersfield Emergency Hosp.Gen _Indiv 25 4 mes data suppie 
Mercy Hospital ........ ...Gen Church 75 20 a 
San Joaquin Hospital. til. Gen Corp 40 6 No cine wal 
Banning, 2,752—Riverside 
Banning Hospital and Sanat. TB Indiv G6 2 <a 1 
Southern Sierras Sanat..TB Indiv _ ee - 12 9 
Bell, 7,884—Los Angeles 
Bell Mission Hospital......Gen Corp 30 13 324 18 5 
Belmont, 984—San Mateo 
Alexander Sanitarium .....N&M Corp a 
California Sanatorium .... TB Corp 9 .. oe 79 «82 
Twin Pines Sanitarium..... N&M Corp %& .. « 
Berkeley, 82,109—Alameda 
Alta Bates Hospital........Gen Corp 100 36 503 86 77_:—«3,087 
Berkeley General Hospital..Gen NPAssn 100 13 232 38 1,08 
E. V. Cowell Memorial Hosp. Gen State 100... .. & Same 
Brawley, 10,439—Imperial ; 
Brawley Community Hosp.Gen Indiv 63s & 6 # 
Burbank, 16,662—Los Angeles 
Burbank Hospital .........Gen Indiv 3% 67 «13902Ct«is« 
Calistoga, 1,000—Napa > 
Silverado Sanatorium .....TB Indiv 60 .. . 
Camarillo, 300—Ventura 
Camarillo State Hospital .. Ment State 1,510 ..  .. 1,151 1,37 
Rated capacity 1,436 ‘ 
Carmel, 2,260—Monterey 87 
Peninsula Community Hosp.Gen NPAssn 3 9 1388 16 . 








ie. A. M. A, 
ARCH 26, 1938 
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ee Ge 68 8 A 42M <0 < 
Chico, 7,961—Butte 
Chico Hospital ;............Gen Indiv 144 62 10 
Enloe Hospital .............. Gen Indiv 52 12 ae 18 360 
Colfax, 912—Placer 
Bushnell Sanatorium ....... Unit of Colfax School for the Tuberculous 
Colfax Hospital ............ Unit of Colfax School for the Tuberculous 
Colfax School for the Tu- 
berculous ............sse08- T 56 56 
Housekeeping Cottage Colony Unit of Coltax School for the migatiliens 
Colusa, 2,116—Colusa 
Colusa Memorial Hospital..Gen County 6 8 86 16 = 601 
Compton, 12,516—Los — 4 
Compton Sanitarium+© ..-» N&M Corp 155... oy 58 338 
Las Campanas Hospital.... Gen Corp 30 9 241 17. —s- 769 
Covina, 2,774—Los Angeles , 
Covina Hospital ............ Gen Part 400 8 138 26 1,060 
Crescent City, 1,720—Del Norte 
Knapp Hospital ............ en NPAssn 16 5 47 9 486 
Culver City, 5,669—Los Angeles 
Universtiy Hospital ....... yen Corp 40 17 84 8 391 
Duarte, 1,500—Los Angeles é 
Los Angeles Sanatorium.... TB NPAssn 157 .. $5 152 =—-109 
Dunsmuir, 2,610—Siskiyou 
Dunsmuir Hospital and San- 
eRe RT ea .. Gen Corp 17. 4 23 8 440 
El —_— a P 
Im a oun arm an 
Hospital afer sae eae ees en County 88 5 116 35 1,211 
El Monte, 3,479—Los Angeles : 
TRE PRD ov caccccnvcccesces en NPAssn 135 15 15 114 184 
Eureka, 15,752—Humboldt 
General Hospital ..........- .. Gen Part 40 8 90 22 «824 
Humboldt County Hospital. Gen County 114 12 101 103 1,478 
Humboldt County School 
for the Tuberculous....... TB County eS... a 52 48 
St. Joseph Hospital........ Gen Chureh 63 12 198 40 1,669 
¥t. Bidwell, 462—Modoe 
Ft. Bidwell Hospital........ G&TB IA 88 1 2 30 3=—-:109 
Ft. Bragg, 3,022—Mendocino t “. 4 
Redwood Coast Hospital... Gen Corp 23 5 73 12 377 
French Camp, 248—San Joaquin serial 
San Joaquin General Hosp.° Gen County 575 25 684 517 9,460 
Fresno, 52,513—Fresno ~ 
Burne ra 5 cae Gen Corp 125 18 354 80 3,008 
Fresno Count enera os- 
pital*+o sie as aie S Wide ke S' SSN yen County 502 18 714 459 8,056 
St. Agnes Hospital......... Gen Church 65 15 393 48 2,270 
Fullerton, 10,860—Orange 
Fullerton Hospital (St. Joseph i 
TIORBUGRD) oc escutetckavecece Gen Church 23 6 108 14 =512 
Gilroy, 3,502—Santa Clara - . 
Wheeler Hospital .......... Gen NPAssn 26 7 No data supplied 
Glendale, 62,736—Los Angeles 
Glendale Sanitarium and 2 P 
Pa ee en Chureh 200 16 419 159 3,451 
Physicians and Surgeons 
THOME Kis theca crcesaveses en Corp 60 20 422 53 1,482 
Grass Valley, 3,817—Nevada 
W. C. Jones Memorial Hosp. Gen Indiv 2 4 30 -. 1,346 
Hanford, 7,028—Kings . 
Hanford Sanitarium ....... Gen Corp 2 «6 98 15 784 
Kings County Hospital.... Gen County 150 11 134 = 109 1,574 
Sacred Heart Hospital..... Gen Church } ale 90 8 376 
Hawthorne, 6,5965—Los Angeles is f 
Hawthorne Hospital ....... en Indiv 15 5 154 13 458 
Hayward, 5,530—Alameda ee 
Hayward Hospital ......... Gen Indiv 1665 75 8 361 
Healdsburg, 2,296--Sonoma 
Healdsburg General Hosp. Gen Corp 14667 63 | ape 
Hermosa Beach, 4,796—Los Angeles 
South Bay Community Hos- 
in RAGE TRE eee eee en NPAssn 6.7% 28 ?: 
Hollister, 3,757—San Benito 
Hazel Hawkins Memorial 
Hospital « vicccdes ceive .... Gen NPAssn 15 «+5 30 7 440 
Hoopa, 20—Humboldt 
Hoopa Valley Indian Hosp. Gen IA 36 «+5 43 18 369 
Huntington Park, 24,591—Los Angeles 
Mission Hospital diekee cahes Gen Corp 31 10 243 27 1,289 
Imola, 20—Napa 
Napa State “Hospital Fexieee Ment State 3,636 3,525 944 
Rated capacity 2,788 
Indio, 2,000—Riverside 
Coachella Valley Hospital..Gen Indiv 16 «4 79 8 681 
Inglewood, 19,480—Los Angeles 
Centinela Hospital ........ en Indiv 25 10 188 130785 
Keene, 164—Kern 
Stony Brook Retreat ...... TB County 105 ‘a 96 107 
King City, 1,488—Monterey 
Community Hospital ...... Gen Indiv 14 2 22 7 247 
La Crescenta, 6,000—Los Angeles 
Hillerest Sanatorium ...... B Corp 4 .. ee 20 8150 
La Vina,—Los Angeles 
La Vina Sanatorium........ TB NPAssn 651 ,. =e 50 = 60 
Lindsay, 3,878—Tulare 
Lindsay Hospital ..........Gen Part wa 3 59 5 205 
Livermore, 3,119—Alameda 
Arroyo Sanatorium#® ..... TB County 195 .. -. 176 221 
Livermore Sanitarium .....N&M Corp i. ae i, 9 159 
St. Paul’s Hospital ...... .Gen Indiv 0 3 © 0 3g 
Veterans Admin. Facility... G&TB Vet Rk oo Se GR 
Lodi, 6,788—San Joaquin 
Buchanan’s Sanitarium Gen © Indiv 30 «6 87, 13 «428 
Mason Hospital. ea Indiv 15 4 23 8 365 





989 : 


CALIFORNIA—Continued _ 
a5 n ° a 
Bs a 
Se «fs & 32 #3 3 
or =) a 3 es 5a s 
Hospitals and Sanatoriums §= g° So @ Se- Bg & 
Ba os g a AR <O 3 
Loma Linda, 2,500—San Bernardino 
Loma Linda Sanitarium and 
BEOGRIEBIBO....., wnccsccccance Gen Church 112 12 190 90 2,965 
Long Beach, 142,032—Los Angeles 
Harriman Jones Clinic and 

pO BS eer ae F en Indiv 40 7 80 160 0= 713 
Long Beach Community 

Mc i6i shake wtine dakeee en NPAssn 100 2 422 63 3,273 
St. Mary’s Long Beach Hosp.Gen’ Church 100 12 394 19 721 
Seaside Memorial HospitalOGen NPAssn 200 53 1,159 133 5,919 

Los Angeles, 1,238,048—Los Angeles 

Barlow Sanatorium#® ..... TB NPAssn 100 .. “ 95 64 
Baurhyte Maternity Cottage Mat NPAssn 28 30 489 14 498 
California Babies Hospital# Chil NPAssn 40 10 54 5 544 
California Hospital* ....... Gen Church 261 31 1,006 231 8,361 
Cedars of Lebanon Hosp.*#Gen NPAssn 248 40 970 222 7,988 
Children’s Hospitalt© ...... Chil NPAssn 185 .. -» 143 4,339 
Ex-Patients Home of the 

Jewish Consumptive Re- 

lief Association ........... B NPAssn ee ae 60 3 
Eye and Ear Hospital...... ENT Corp ; ae ia 10 1,924 
French Hospital ........... 7en NPAssn 80 24 316 44 1,475 
Golden State Hospital...... Gen Indiv 69 2 3 40 946 
Haspital of the Good Sa- 

OT a a ee Gen Chureh 400 45 505 310 9,392 
Japanese Hospital ......... Gen Corp 36 6 106 23 «1,191 
Lincoln Hospital ........... Gen NPAssn 32 10 159 16 = 886 
Los Angeles County Hos- 

SE ia avenscecens eens ae Gen County 2,837 144 3,207 2,321 53,717 


Los Angeles County Psycho- 
pathic Hospital .......... Unit of Los Angeles. ee tapes 


Los Angeles Sanitarium.... Gen Indiv 118 
Methodist Hosp. of Southern 
fo” ee res Gen Church 180 40 1,257 120 5,525 
Orthopaedie Hospital ..... Orth NPAssn 75 on 71 2,103 
Pahl :ROGMtal vs eccwvece. cs Gen Indiv 15 8 87 8 610 
Presbyterian Hospital—Olm- 
stead Memorial ........... en NPAssn 220 60 870 157 7,175 
Queen of Angels Hospital® Gen Church 220 37 815 190 6,546 
St. Vincent’s Hospital*o .. Gen Church 200 50 «6719 «=: 160 «6,397 
Santa Fe Coast Lines Hos- 
Rea eS Indus NPAssn 150 .. ai 101 2,392 
Southwest General Hospital Gen Indiv 24 8 146 18 ‘760 
White Memorial Hosp.*+°.. Gen Chureh 174 29 924 121 5,288 
Los Gatos, 3,168—Santa Clara 

Oak’s Sanitarium .......... Indiv 60 .. Pr 32 70 
Madera, 4,665—Madera 

Dearborn Hospital ......... Gen Indiv 12 #4 85 10 ©6470 

Madera County Hospital... Gen County 3 5 124 72 1,364 

Madera Sanitarium ........ Gen Indiv 17- 5 38 9 492 
Manor,-—Marin 

Arequipa Sanatorium ..... TB NPAssn 45 .. de 41 80 
March Field,—Riverside 

Station Hospital .......... Gen Army 70 «6 34 44° 1,042 
Mare Island, 500—Solano 

U. 8S. Naval Hospital*..... Gen Navy 500 6 29 325 2,523 
Martinez, 6,569—Contra Costa 

Contra Costa County Hosp. Gen County 199 12 160 179 2,271 

Martinez Community Hosp. Gen Corp 30-6 164 22° «(955 
Marysville, 5,763—Yuba 

Rideout Memorial Hospital Gen Indiv 30 9 112 21 1,038 
Merced, 7,066—Merced 

Mercy Hospital ............ Gen Indiv 50 12 211 84 1,597 
Modesto, 13,842—Stanislaus 

McPheeters Hospital ...... Gen Indiv 34 «6 85 -- 1,087 

Robertson Hospital ........ en Indiv 338 138 18 1,107 

St. Mary’s Hospital........ Gen Church 2 8 201 20 ~3=809 

Stanislaus County Hospital Gen County 194 12 250 172 3,039 
Monrovia, 10,890—Los Angeles ‘ 

Norumbega Sanatorium . TB Indiv ) eee ia 4-71 


Pottenger Sanatorium and 


CONG Ucidhsn cteccawsoeses Corp 12%? .. oe 83 110 

Monterey, 9,141—Monterey 

Monterey Hospital ........ Gen NPAssn 49 6 42 15 558 

Station Hospital ........... Gen Army 60 2 5 47 1,287 
Monterey Park, 6,406—Los Angeles 

Garfield Hospital .......... Gen Corp 30 8 240 22 8967 
Murphys, 600—Calaveras 

Bret Harte Sanatorium.... TB County 179 .. 142 =. 202 
Napa, 6,437—Napa 

Victory Hospital .......... Gen Corp 28 6 104 12 = 635 
National City, 7,301—San Diego 

Elwyn Hospital ............ en Part 1.2 8 2 10 

Paradise Valley Sanitarium 

and Hospitalo ........... Church 100 16 199 47 1,375 

Newhall, 1,104—Los Angeles 

Wildwood Sanatorium........ Unit of Olive View Sanatorium, Olive View 
Newman, 1,269—Stanislaus 

Newman Hospital ......... Gen Indiv li. 8 46 7 $332 
Norwalk, 5,111—Los Angeles : 

Norwalk State Hospital.... Ment State 2,574 .. o» 2,440 1,125 

Rated capacity 1,838 

Oakland, 284,068—Alameda 

Alameda County Hosp.*+° Gen County 398 22 768 327 10,797 

Children’s Hospital of the ’ 

East Bay? .........essce0. Chil NPAssn a re 28- 1,882 
East Oakland Hospital....Gen Corp 80 30 934 62 3,250 
Peralta Hospital ........... Gen NPAssn 141 40 799 112 5,399 
Providence Hospitalo ...... Gen Chureh 195 30 553 .. 4,098 
Samuel Merritt Hospitalo...Gen NPAssn 164 30 734 125 4,952 

Olive View,—Los Angeles 
Olive View Sanatorium+.... TB County 989 .. « (979 700 
Orange, 8,066—Orange 
Orange County Hospital*®Gen County 332 21 307 272 3,496 
St. Joseph Hospital®.......Gen Chureh 100 25 565 64 2,931 
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Oxnard, 6,285—Ventura 
St. John’s Hospital......... Gen Church 2 49 
Palo Alto, 13,652—Santa Clara 
Palo Alto Hospital........ Gen NP Assn 80 ° 20 
Veterans Admin. Facility... Ment Vet 1,067 .. 
Pasadena, 76,086—Los Angeles 
Collis P. and Howard Hunt- 
ington Memorial Hosp.**© Gen NPAssn 174 24 
Las Encinas Sanitarium..... Gen Corp oP as 
Lutheran Good Samaritan 
| Se eS eee en Chureh 30 18 
St. Luke’s Hospital........ Gen Chureh 75 «22 
Woman’s Hospital ......... Mat NPAssn 14 14 
Patton, 4,100—San Bernardino 
Patton State Hospital...... Ment State 3,789, .. 
Rated capacity 2,660 
Placerville, 2,322—Eldorado 
Placerville Sanatorium ..... Gen Part 23 8&8 
Pomona, 20,804—Los Angeles 
Pomona Valley Community 
Peo 7en NPAssn §2 21 
Portola, 1,400—Plumas 
Western Pacific Railway 
ERP Gen NPAssn $0 «5 
Red Bluff, 3,517—Tehama 
St. Elizabeth’s Mercy Hosp. Gen Church 2 «6 
Tehama County Hospital.. Gen County 15 6 
Redwood City, 8,962—San Mateo 
Canyon Sanatorium ....... TB Indiv 70 
Hassler Health Home...... TB CyCo 90 
Richmond, 20,093—Contra Costa 
Richmond Cottage Hospital Gen Part 39 11 
Riverside, 29,696— Riverside “ 
Riverside Community Hosp. Gen NPAssn 54 18 
Sherman Institute Hospital Gen IA OP is 
Rosemead, 4,500—Los Angeles ’ 
Alhambra Sanatorium .... N&M_ Indiv 20 


Number of 


Births 


236 


REGISTERED 


nD 
g 8 
a3 % 
ca 2 
eS & 
<0 < 
10 6383 
50 2,866 
1,082 299 
137 5,661 
74 ©3836 
Estab. 1937 
68 2,108 
6 260 
8,954 1,533 
13 484 
29 1,27 ‘ rs) 
15 584 
10 38510 
52 = 708 
31 62 
89 127 
29 1,598 
50 1,672 
ll 556 
8 1 


Lovell Sanatorium for Chil- : * 
RR Re ee « Unit of Olive View Sanatorium, Olive View 
Ross, 1,355—Marin bs off 
Ross General Hospital..... Gen Corp il 8 127 52 1,257 
Sacramento, 93,750—Sacramento ae 
Mercy Hospital©® ........... jen Church 150 27 504 ° 109 4,577 
Sacramento County Hos- ee 

MENT 25550 sstumeanesoea ee jen County 475 25 638 327 7,512 
Sutter Hospital ............. Gen NPAssn 262 52 922 190 8,048 
Sutter Maternity Hospital.. Unit of Sutter Hospital 

Salinas, 10,263—Monterey 
El-Sausal Sanitarium...... Tuberculosis Unit of Monterey County Hosp. 
Monterey County Hospital. G&TB County 164 195 154 2,092 
Park Lane Hospital........ Gen Indiv 35 9 177 21 900 
Salinas Valley Hospital.... Gen Part 233 #9 125 oe ane 
San Bernardino, 37,481—San Bernardino ts - 
St. Bernardine’s Hospital.. Gen Chureh 135 12 2 837 1,333 
San Bernardino County 
Charity Hospital*#°...... Gen County 307 18 468 278 3,961 
San Diego, 147,995—San Diego 
yo Pe gg en Hospital. Gen Indiv 16 6 9 132 8 304 
Mercy Hospital°o yoennretens en Church 220 50 1,744 250 9,823 
BS iego Count yenera 

Tomitaieeo steed pie eaneae Gen County 31 32 749 490 8,909 
Scripps Memorial ee NPAssn 44 6 80 29 = 956 
Seripps Metabolic Clinic.... Metab NPAssn 34 : 24 995 
U. S. Naval Hospital*°o.... Gen Navy 1,000 806 6,977 
Vauclain Home ............ Unit of San Diego County General Hospital 

San Fernando, 7,567—Los Angeles 
Veterans Admin. Facility... TB Vet 244 232 302 
San Francisco, 634,394—San Francisco i . 
Chinese Hospital .......... Gen NPAssn 65 9 58 20 472 
Dante Hospital ............ Gen NPAssn 154 10 118 116 3,846 
Franklin Hospital*°© ........ Gen NPAssn 226 18 312 147 4,427 
French Hospital*°® ......... Gen Frat 210 10 288 188 3,538 
Greens’ Eye Hospital ...... ENT Part 31 pie 19 1,018 
Hospital for Children*#°.. Gen NPAssn 200 46 998 128 5,669 
Letterman General Hosp.* Gen Army 600 10 107 527 5,033 
Mary’s Help Hospital*#o.. Gen Chureh 118 27 545 98 4,141 
Mt. Zion Hospital*+©....... Gen NPAssn 163 26 372 112 4,012 
Park Sanitarium ........... N&M Corp 33 de 23 «= 791 
St. Elizabeth’s Infant Hos- 
Dial  .ccccesespapeesosvccves MatCh Church 25 16 $1 14 61 
St. Francis Hospital°...... Gen NPAssn 300 65 666 194 8,109 
St. Joseph’s Hospital*>....Gen Church 200 36 810 170 7,296 
St. Luke’s Hospital**#°...... Gen Church 200 25 417 160 5,417 
St. Mary’s Hospital*°....... Gen Chureh 285 40 934 232 7,499 
San Francisco Hospital##®Gen CyCo  1,511°55 522 1,051 13,276 
Shriners Hospital for Crip- 
pled Children#© ........... rth Frat eee a 6 296 
Southern Pacific General 
TEORITONIP i etctasxpsedes Indus NPAssn 400 297 5,143 
Stanford Univ. Hospitals 
(including Lane Hosp.)*#° Gen NPAssn 298 26 755 246 9,557 
Sutter Hospital ............. en Corp 60° 12 71 39 3,147 
U. S. Marine Hospital*...... Gen USPHS 478 ‘ 414 4,006 
University of California 
Hospital*#© ..........005. Gen ‘State 273 30 510 203 6,386 
Veterans Admin. Facility....Gen Vet 336. -. 294 2,389 
Sanitarium, 500—Napa 

St. Helena Sanitarium and 

TEOODTORIAO Lice cccescisecss Gen Chureh 130 6 93 72 2,053 

San Jacinto, 1,346—Riverside 

Soboba Indian Hospital..... Gen IA 34 3 35 2 318 
San Jose, 57,651—Santa Clara 

Alum Rock Sanatorium..... TB Corp 0 .. “8 33. 09 

O’Connor Sanitarium®? ..... Gen Church 105 25 - 496 ° - 70 °3,734 
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San Jose Hospital.......... Gen NPAssn 120. 24 
Santa Clara County Hos- 
INO. vs vcwenadiaveecans Gen County 411 28 
Santa Clara County Sanat.. TB County 124 .. 
San Leandro, 11,455—Alameda ; 
Fairmont Hospital of Ala- 
meda County*#® .......... G&TB County 837 .. 
San Luis Obispo, 8, 276—San Luis Obispo 
Mountain View Hospital.... Gen Indiv 9 4 
San Luis Obispo Gen. Hosp. Gen County 80 8 
San Luis Sanitarium...... . Gen Indiv 30 7 
San Mateo, 13,444—San Mateo 
Community Hospital of San 
Mateo County ......... ... Gen County 192 10 
Mills Memorial Hospital.... Gen Chureh 119. 26 
San Pedro,—Los Angeles 
San Pedro Hospital......... Gen Corp 88 22 
Station Hospital ............ Gen Army ee 
a Ree Gen Navy 367 .. 
San Rafael, 8,022—Marin 
San Rafael Cottage Hosp.. —_ Indiv 40 15 
Station Hospital ............ Gen Army — ae 
Santa Barbara, 33,613—Santa Barbara 
St. Francis Hospital*...... Gen Church 85 15 
Santa Barbara Cottage 
ERORDIGAIAS ng ecceccccsaves en NPAssn 178 82 
Santa Barbara General Hos 
Tee te one Gen County 233 12 
Santa Cruz, 14,395—Santa Cruz 
Hanly Hospital ............. Gen Indiv 31 10 
Santa Cruz County Hosp.. G&TB County 36 «6 
Santa Cruz Hospital........ Gen Corp 35 «8 
Santa Monica, 37,146—Los Angeles 
i oe Catherine’s Hospital.... Gen NPAssn 46 10 
Santa Monica Hospital...... Gen Corp 150 26 
Wilshire Hospital ........... Gen Corp 31 10 
Santa Rosa, 10,636—Sonoma 
Eliza Tanner Hospital...... Gen Indiv 20 6 
General Hospital ........... en Indiv 32 8 
Scotia, 1,000—Humboldt 
Scotia Hospital ..... eenatee Gen NPAssn 9 4 
Selma, 3,047—Fresno 
Selma Sanitarium ........... Gen Corp 16 63 
Sonora, 2,278—Tuolumne 
Sonora Hospital ............ Gen Indiv 25 4 
South Gate, 19,632—Los Angeles 
Suburban Hospital ........ NPAssn 45 2% 
South Pasadena, 13,730—Los Angeles 
Pasadena Sanitarium ...... N&M Indiv 100... 
South San Francisco, 6,193—San “Mateo 
South San Francisco Hosp.. Gen Corp 33 «OS 
Spadra, 275—Los Angeles 
Pacifie Colony—State Nar- 
cotie Hospital ..........MeDeDrug State ae 
Rated capacity 720 
Springville, 665—Tulare 
Tulare-Kings Counties Joint 
Tuberculosis Hospital .... TB County 158 .. 
Stockton, 47,963—San Joaquin 
Dameron Hospital IS . Gen Corp 76 «18 
h aaah s Home and Hos- 
PE ee: Gen Chureh 125 «15 
stockton State Hospitai®.. - Ment State 3,953 .. 
Rated capacity 3,010 
Susanville, 1,358—Lassen 
Riverside Hospital ......... Gen Indiv 35 «6§ 
Talmage, 350—Mendocino 
Mendocino State Hospital# Ment State rod “é 
Rated capacity 2,21 
Tehachapi, 736—Kern 
Tehachapi Valley Hospital..Gen Part 15 4 
Torrance, 7,271—Los Angeles 
Jared Sidney Torrance Me- 
morial Hospital ..... --.e»-Gen NPAssn- 50 12 
Trona, 775—San Bernardino 
Trona Hospital ............Gen Corp 13 63 
Tulare, 6,207—Tulare 
Belleview Hospital ......... Gen Indiv 160605 
Tulare County Gen. Hosp.. Gen County 97 12 
Tulare Hospital ...... seoeeeGen = Indiv © 1 4 
Turlock, 4,276—Stanislaus 
Emanuel Hospital ........ -»Gen Church 40 10 
Lillian Collins Hospital....Gen Indiv 12 8 
Upland, 4,713—San Bernardino 
San Antonio Community 
Hospital .............. -.»» Gen NPAssn 53 13 
Ventura, 11,432—Ventura 
Foster Memorial Hospital.. Gen NPAssn 65 12 
Ventura County Hospital...Gen County 200 8 
Vineburg, 164—Sonoma 
_ Burndale Hospital ...... -.--Gen = Indiv ws 
Visalia, 7,264—Tulare 
Visalia Municipal Hospital.Gen City 32 8 
‘Watsonville, 8,344—Santa Cruz : 
Watsonville Hospital ......Gen Indiv 23 5 
Weed, 4,000—Siskiyou 
Weed Hospital .............Gen Part 24 4 
Weimar, 50—Placer 
Weimar Joint Sanatorium.. TB County 486 .. 
West Los Angeles,—Los A ngeles 
Veterans Admin. Facility..G&Ment Vet 1,720 .. 
‘Westwood, 3,500—Lassen ah ue 
Westwood Hospital ........Gen Indiv 30 9 


Number of 
Births 


117 
193 


118 
154 






our. A. M. A. 
ARCH 26, 1938 


Admissions 


82 3,470 
6,115 
189 
795 2,051 
15 75 


37 1,170 
16785 


147: (1,915 
65 2,890 
55 2,306 
26 =877 

133 2,347 
25 1,000 
15663 
60 1,965 

109 3,57 

191 2,069 
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840 


58 3,062 
57 2,284 


8 531 
730 


8 418 


28 1,317 


25 1,711 
167 4,202 


18 779 


1,244 + 
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3,062 
2,284 


1,244 > 


531 
730 


418 


1,317 


1,711 
4,202 


4 





ebsaaus 


VotumME 110 





REGISTERED HOSPITALS 


NuMBER 13 
CALIFORNIA—Continued 
“— i] 
a6 ine’ a 
ee 2s s ¥ in 
og £8 S&S 22 fa 3 
Hospitals and Sanatoriums = > gO gS z ae oq FI 
fe 68 g a 4 <0 & 
Willits, 1,424—Mendocino 
Frank R. Howard Memorial 
HGHIUOE kis cha vests reneses Gen NPAssn 23 5 63 18 583 
Woodland, 5,542—Yolo vi 
Woodland Clinie Hospital..Gen Part 65 10 181 87 1,677 
Yosemite National Park, 1,000—Mariposa 
Lewis Memorial Hospital...Gen Indiv 12 2 15 8 360 
Yreka, 2,126—Siskiyou . 
Siskiyou County Gen. Hosp.Gen County 130 7 140 12 1,538 
Yuba City, 3,605—Sutter 
Yuba City General Hospital. Gen Indiv 18 6 = 131 12 ~~ 883 
Related Institutions 
Alcatraz,—San Francisco 
U. S. Penitentiary Hosp.... Gen Fed Bis ae ‘ l= «129 
Alta Loma, 1,500—San Bernardino 
Our Lady of Lourdes Sanat. TB Indiv @.. és 8 20 
Artesia, 3,891—Los Angeles 
Pioneer Sanitarium ......... Ment Part 35 ii see 
Atwater, 917—Merced 
Bioss Memorial Hospital... TbChil County 52 38 99 
Auburn, 2,661—Placer 
Placer County Hospital.... InstGen County 130 5 74 #112 823 
Azusa, 4,808—Los Angeles 
Rural Rest Home and Sanit. Cony NPAssn 5 04 ‘ 45 112 
Be!:nont, 984—San Mateo 
Cnas. 8. Howard Founda- 
tiOM: <cupdcechecbassieeyretee TobChi] NPAssn , wae ° ee feo 
Bis!;op, 1,159—Inyo 
Mono Basin Hospital....... Indus City 13. ‘ 6 128 
Bly ‘he, 1,020—Riverside 
k ythe Hospital ............ Gen County 13. «6 56 6 349 
Cla emont, 2.719—Los Angeles 
C'aremont Colleges Infirm.. Inst NPAssn 24 6 304 
Coronado, 5,425—San Diego a 
Coronado Hospital ........ Gen Indiv 12 5 47 4 23 
Cul\ er City, 5,669—Los Angeles 
Community Hospital ...... Gen Indiv 12 4 102 6 360 
Del: n0, 2,632—Kern 
D: lano Hospital ....... eases Se Indiv ll 4 42 Gs 
Dos Palos, 1,000—Merced 
Dus Palos Community Hosp. Gen NPAssn 12 3 Estab. 1937 
Duarte, 1,500—Los Angeles ui 
M rose Sanatorium ........ TB Indiv 24 18 65 
Senta Teresita Sanat....... TB Church 72 70 =:102 
Eldr dge, 16—Sonoma 
Sonoma State Home........ MeDe State 2,614 2,661 419 
Rated capacity 2,430 
Eureka, 15,752—Humboldt 
Himboldt County Isolation 
Hospital. ccecccoce gpuenete so County } wae Ss 6 166 
Fow er, 1,171—Fresno 
Fowler Sanitarium ......... Gen Indiv 5 3 22 2 92 
Glen:lale, 62,736—Los Angeles 
Villa Shaw Rest Home...... N&M_ Indiv 36 34 12 
Hollister, 3,757—San Benito 
San Benito County Hosp..InstGen County 54 1 No data supplied 
Hono, 3,150—Los Angeles 
Rancho Los Amigos........ Ment County 2,820 2,703 1,906 
Inglewood, 19,480—Los Angeles i 
St. Erne Sanitarium........ N&M Indiv 306 5 -- 100 196 
Keene, 164—Kern 
Kern County Preventorium TbChil County 44°... oe 41 76 
Kingsburg, 1,322— Fresno : 
Kingsburg Sanitarium ..... Gen Indiv 9 2 83 6 254 
La Crescenta, 600—Los Angeles 
Kimball Sanitarium ....... N&M Part 98 .. “a 18 49 
Lancaster, 1,000—Los Angeles 
Antelope Valley Sanatorium 
and Hospital ............. TB Part aa oe os ees 
Lincoin, 2,094— Placer 
Josiin’s Sanatorium ........ N&M- Indiv 15+... ae 9 12 
Livermore, 3,119—Alameda = 
Del Valle Preventorium..... Conv County Riv, 72 »=«187 
Los Angeles, 1,238,048—Los Angeles 
Chase Diet Sanitarium Conv Indiv - ee ba 13-162 
Doughty Sanatorium . TB Indiv Yt ee ‘ss 12 36 
Florence Crittenton Home.. Mat NPAssn 30 20 69 26 81 
Junior League Convalescent 
Home for Children........ Conv NPAssn | ee oe 20 92 
Juvenile Hall Hospital..... GenVen County 121 ss 87 4,954 
Las Palmas Rest Home..... Nerv Indiv . eget ie 18 29 
Los Angeles Smallpox Quar- ; 
antine Hospital ........... Iso City 90 .. i 1 18 
Resthaven .......eseeeeeeees N&M NPAssn Mos 25 135 
St. Barnabas Rest Home for 
Men ssicnecopceevadglscece«: onv Church 15 a 12 «109 
Salvation “Army Women’s 
Home and Hospital....... Mat Church 60 40 130 46 216 
Twentieth Century Sanit.... N&M_ Indiv eee .. Estab. 1937 
Los Banos, 1,875—Merced 
Los Banos Hospital........Gen Indiv 144 58 35 305 
Loyalton, 837—Sierra 
Sierra Valley Hospital...... Gen _iIndiv (a 4 3 75 
Manteca, 1,614—San Joaquin 
Manteca Hospital .......... Gen Part 8 4 re ie Bea 
Marysville, 5,763—Yuba 
Yuba County Hospital..... InstGen County 70 10 114 68 700 
, 7,066—Merced 
Merced ‘General Hospital....InstGen County 250 11 308 251 3,348 
Monrovia, 10,890—Los Angeles 
Canyon Preventorium ...... TB NPAssn 90 .. ae 80 58 
Maryknoll Sanatorium .....TB Church 2 .. .«. 2 %® 
Palm Grove Sanatorium.... N&M _ Part . 40 .. a 38 0s «38 
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Montebello, 5,498—Los Angeles 
Los Angeles Convalescent , 
NR ee canNa hel Ada kdated Cony NPAssn . or a 300499 
Nevada City, 1, 701—Nevada 
Nevada City Sanitarium ... Gen Indiv ms 5 343 
Nevada County Hospital... Inst County 100 v 70. 160 
Oakland, 284,063—Alameda 
El Reposo Sanitarium....... Conv Indiv 18 .. 8 24 
Salvation Army Women’s 
Home and Hospital ...... Mat Church 63 30 170 50 486170 
Pacific Grove, 5,558—Monterey 
Pine Grove Sanitarium...... Gen- Indiv 16 2 3 2 45 
Pacoima, 1,012—Los Angeles 
Independent Order of Forest- 
ers California Tuberculosis 
GAME is vk cccccuisicces TB Frat 76 .. Nodata supplied 
Pasadena, 76,086—Los Angeles 
Pasadena Preventorium ... Cony NPAssn 40 .. ae 40 73 


Placerville, 2,322—Eldorado 
Eldorado County Hospital.InstGen County 
Porterville, 5,303—Tulare 


Mt. Whitney Hospital...... Gen Indiv 
Randsburg, 443—Kern 
Rand District Hospital..... Gen Indiv 


Redding, 4,188—Shasta 
Shasta County Hospital.... 
Represa, 30—Sacramento 


InstGen County 


Folsom Prison Hospital..... Inst State 
Rosemead, 4,500—Los Angeles 

Rosemead Lodge ........... N&M Indiv 
Ross, 1,355—Marin 

The Cedars, School for Ner- 

vous and Retarded Chil- 
CE i si cbbaiencsaissce MeDe Indiv 

San Andreas, 775—Calaveras 

San Andreas Hospital....... Gen Indiv 
San Diego, 147,995—San Diego 

Hillerest Home ............. Conv Indiv 

Lane Sanitarium ........... Conv Indiv 
San Fernando, 7,567—Los Angeles 

Pauling Rest Home.......... TB County 

San Fernando Hospital..... Gen Indiv 
San Francisco, 634,394—San Francisco 

Garden Nursing Home...... Ine NPAssn 

CORON FI Sa ini ctcecsisecce Cony Corp 

Laguna Honda Home Infirm. Inst CyCo- 

San Francisco Polyclinic... Gen NP Assn 
San Gabriel, 7,224—Los Angeles 

Baldy View Sanitarium.....N&M Part 

Mission Lodge Sanitarium... N&M Indiv 
San Jose, 57,651—Santa Clara 

Beale Convalescent Home... N&M Indiv 


Sunnyholme Preventorium.. 
San Mateo, 13,444—San Mateo 
MeGws. TRE -. cccveccsseveess - N&M Indiv 


San Mateo Preventorium... TB NPAssn 
San Quentin, 328—Marin 

Charles L. Neumiller Hosp.. Inst State 
San Rafael, 8,022—Marin 

Marin County Tuberculosis 

PON i occ de iwictieceic TB County 

Santa Barbara, 33,613—Santa Barbara 

Le Bemnd  VOR....0csccescesk CardCh NPAssn 
Santa Maria, 7,057—Santa Barbara 

Airport Hospital ........... Gen Indiv 


Santa Monica, 37,146—Los Angeles 

Santa Monica Diet Home... Conv Indiv 
Santa Rosa, 10,636—Sonoma 

Sonoma County Hospital..InstGen County 
Sonora, 2,278—Tuolumne 

Tuolumne County Hosp....InstGen County 
Stanford University, 720—Santa Clara 

Stanford Convalescent Home Chil 
Suisun City, 9095—Solano 

Solano County Hospital... 
Sunland,—Los Angeles 


NPAssn 
-InstGen County 


Sunland Sanatorium ..... oo ae Corp 
Tracy, 3,829—San Joaquin 

West Side Hospital......... Gen Indiv _ 
Verdugo City, 1,500—Los Angeles 

Roekhaven Sanitarium ..... N&M Indiv 
Veterans Home,—Napa 

Veterans Home Hospital.... Inst State 
Waterman,— Amador 

Preston School of Industry 

WEE cd Acucaccececcscss Inst State 

Weaverville, 650—Trinity ; 

Trinity County Hospital...InstGen County 
Willows, 2,024—Glenn 


Glenn County Hospital.. 
Wilmar,—Los Angeles 


..InstGen County 


Unit of Santa Clara County Hospital 


8 2 5 2 94 
30. ee 25 44 

8. 33 
53 ee 4 117 
2 5 ° ee . 
60 .. . 55 96 
26.4 . 17 73 
760 .. ° 639 1,215 
2 .. oe 7 «560 
73 ce . 75 104 
60- 60 66 
12 9 41 
10 .. oe ee eee 
2B. ee 18 42 


200 .. ... 190 1,985 


2,091 


ec i 
Rin. > 0s 
25 .. No data supplied 


4 2 14 26 48=6308 








Jean G. McCracken Home.. .N&M NPAssn  <s ee ee 0 
Yuba City, 3,605—Sutter 
Sutter County Hospital....InstGen County 60 7 18 49 rend 
: Average 

Semmary ter Catiternin Number Beds Census Admissions 
Hospitals and sanatoriums.. 271 58,882 50,017 574,194 
Related institutions.......... 98 10,637 9,391 33,668 

| a errerrr Te geecepe seen 69,519 59,408 607,862°— 
Refused registration... wieveweii _ 2,885 : cS oe 
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Alamosa, 5,107—Alamosa Oak Creek, 1,211—Routt 
Lutheran Hospital .........Gen | Church 06). MM. SE. Oak Creek Hospital. anette Be Indiv 10 2 22 4 170 

Aspen, 705—Pitkin Red Cross Hospital.. ... Gen Indiv 12 2 9 6 244 
Citizens’ Hospital ......... Gen NPAssn 2 2 7 7 68 | Ouray, 707—Ouray 

Boulder, 11,223—Boulder ; Bates eceieel and Sanit.. Gen Indiv 16. 8 10 6 421 
Boulder-Colorado Sanita- Pueblo, 50,096—Pueblo 

rium and Hospital*°...... Gen Chureh 101 6 49 89 1,243 Colorado State Hospital.... Ment State 8,688 .. -» 38,517 688 
Community Hospital ...... Gen NPAssn 4 8 116 24 1,019 Rated capacity 2,640 

Brush, 2,312—Morgan Corwin Hospital® ....... -Gen NPAssn 22 229 117 2,485 
Eben-Ezer Hospital ..... ... Gen Church 24 #8 4 13 547 Parkview Hospital......... ‘ ". Gen NPAssn ~ 12 #129 48 1,677 

Canon City, 5,938—Fremont St. Mary Hospital*°........ Gen Church 150 15 255 93. 2,205 
Colorado Hospital ......... Gen Indiv a ae «. = 479 Woodcroft Hospital ....... N&M Corp 130 .. . 56156 
Fremont County Doctors’ Rocky Ford, 3,426—Otero 

PROMO 5 cocgccscsadecessie Gen Corp 21 5 35 « Physicians Hospital ........Gen NPAssn 10 2 31 9 258 

Cheyenne Wells, 595—Cheyenne Salida, 5,065—Chaffee 
Cheyenne County Hospital. Gen Indiv 9 8 24 5 416 Denver and Rio Grande West- 

Colorado Springs, 33,237—El Paso ern Railroad Hospital..... Gen NPAssn 80 4 47 51 1,523 
Beth-E] General Hosp.*°.... Gen Church 104 15 406 99 2,347 Red Cross Hospital ........ Gen Corp 40 3 12 14 bg 
Colorado Springs Psycho- Spivak, 350—Jefferson 

pathic Hospital ........... N&M Part 19 .. co “ea: Cae Sanatorium of the Jewish 
Cragmor Sanatorium ....... TB NPAssn 150 .. ‘s 27 56 Consumptives’ Relief So- 
Crestone Heights Sanitarium Cletyh veces bsst¥ scans ka TB NPAssn 300 .. os 226 =185 
OE TENGE | iis éesccscss Gen Indiv 38 «6 64 6 810 Steamboat Springs, 1,198—Routt 
Glockner Sanatorium and ; Steamboat Springs HospitalGen Indiv 10 2 No data supplied 
ee ph ER CS G&TB Church 150 13 169 110 1,698 Sterling, 7,195—Logan 2 
National Methodist Episco- Good Samaritan Hospital.. Gen Church 80 10 101 18 9899 
pal Sanatorium for Tuber- St. Benedict Hospital...... Gen Chureh 35 6 133 16 868 
Yee ERA TB Chu 50 37 59 Towaoc, 50—Montezuma 
Observation Hospital ...... Unit of Beth- Tl Genvral Hospital Ute Mountain Indian Hosp. Gen IA 24 4 10 ll 25% 
St. Francis Hospital and Trinidad, 11,732—Las Animas 
Banatornwse 2. vscccccscese G&TB Church 140 9 156 84 1,140 Mt. San Rafael Hospitalo.. Gen Chureh 63 7 140 50 1,248 
Union Printers Home and Walsenburg, 5,503—Huerfano 
Tuberculosis Sanatorium+ TB NPAssn cf ae wi 68 50 Lamme Brothers Hospital.. Gen Part 20.6~ 2 17 9 382 

Cortez, 921—Montezuma Wheat Ridge, 500—Jefferson 
Johnson Hospital ........... Gen Indiv 14 2 39 8 452 Evangelical Lutheran Sanit. TB Church 110 .. an ns 66 

Cripple Creek, 1,427—Teller Woodmen, 400—E! Paso 
Cripple Creek Hospital..... Gen NPAgssn 2% 6 42 5 838 Modern Woodmen of America 

Del Norte, 1,410—Rio Grande : BAMAtOFIUM .cccccsceccsesee LE Frat 245 2. 0° 88 129 
St. Joseph’s Hospital and 

RD - Sctbacncncsdcven Gen Church 40 12 75 21 646 Related Institutions 
a ae Semortel Alamosa, 5,107—Alamosa a , 
CSE , -s ‘ ornum Hospital ..........Gen Indi 12 5 
Hospital petaensic cern t sits Gen NPAssn au 2 20 5 193 | Boulder, 11,293 Boulder . : - ‘= 

Denver, 287,861—Denver Boulder County Hospital..InstGen Count 40 5 41 39 
Bethesda Sanatorium ....... TB Church 68 .. ee 28 33 Mesa Vista Ranskertim head TB ‘ Part y 40 .. a 19 ° 
Beth Israel Hospital......... Gen NPAssn 55 10 49 29 1,206 | Burlington, 1,280—Kit Carson 
Childrens Hospital#© ...... Chil NPAssn 200 .. — 142 3,068 Burlington Hospital ...... .. Gen Part ie 17 3 24 
Colorado General Hosp.*+°Gen State 161 19 447 189 3,558 | Ganon City, 5,938—Fremont 
Colorado Psychopathic Hos- Colorado State Penitentiary 

DICQIP caccccccccccccceveees Ment State— ae oe 79 866 BEOMRIEAR. 26sec 3hcsa ccs .... Inst State mo. a 30 1,380 
Rated capacity 78 Collbran, 341—Mesa 
Denver General Hospital*#°Gen CyCo 556 51 585 321 17,304 Plateau Valley Congrega- 
Ex-Patients’ Tubercular e tion Hospital ........... .Gen Church 16 4. 21 5 (27 
BODES: oscieeccansndacinneres TB NPAssn ca ee a 28 Denver, 287,861—Denver 
Fitzsimons General Hospital G&TB Army 1,185 8 57 843 4,452 Costello Home .........s.e- TB Frat RA ae 9 5 
Mercy Hospital*© .......... Gen Church 200 25 518 160 6,081 Florence Crittenton Home 
Mt. Airy Sanitarium........ N&M Corp . ae 47 = 436 (Mary H. Donaldson Wom- 
National Jewish Hospital#TB NPAssn 250 .. -. 244 | 198 an’s Hospital) ........... Mat NPAssn 92 14 81 . a 
Porter Sanitarium and Hosp.Gen Chureh 100 20 202 47 1,360 Oakes Home Sanitarium...TB | Chureh 150 ., ei 55 «169 
Presbyterian Hospital*®....Gen Church 150 25 630 = 100 5,099 St. Francis Sanatorium..... TB Church 6.) 4, 18. ae 
St. Anthony Hospital*>...Gen Church 154 30 606 130 2,981 Salvation Army Woman's 
St. Joseph’s Hospital*°o.... Gen Chureh 260 25 569 183 5,059 Home and Hospital...... Mat Church 88 19 78 30 12 
St. Luke’s Hospital*°®...... Gen Church 219 30 676 172 6,764 Englewood. 7,980—Arapahoe 
Sands House .............+++ TB NPAssn 47 .. ie SE Temple Sanatorium ........ TbConviIndiv <5 ‘ 86 6201 
Steele Memoria} seasonal... Iso CyCo G5... ay 23 1,581 | Piagier, 540—Kit Carson 

Durango, 5,400—LaPlata ; 

Meeey Wabettal? .....--0.03 Gen Church 50 8 141 84 1,625 Pas, 4 cea vente eens Gen Indiv 9 4 .. Estab. 1937 

Edgewater, 1,473—Jefferson " Fruita Community HospitalGen Indiv § 2.48 3 119 
ee ER rere TB NPAssn GE. as ee 44 26 Sere 

Englewood, 7,980—Arapahoe Golden, 2,426—Jefferson 
Swedish National Sanat.... TB NPAssn 80 .. Re 61 98 Hospital-State Industrial Z 

Fairplay, 221—Park School for Boys........... Inst State 25. . 7 «(433 
Fairplay Hospital ......... Gen Part 1462 36 7 401 Grand Junction, 10,247—Mesa 

Ft. Logan, 800—Arapahoe State Home and Training 
Station Hospital ........... Gen Army 45 .. ee 88 1,065 School for Mental Defec- 

Ft. Lyon, 1,180—Bent NA Nivecs asada seeeeeee MeDe State 365 .. | «6080 
Veterans Admin. Facility... Ment Vet ou. ee Se Rated capacity 455 ' 

Ft. Morgan, 4,423—Morgan Greeley, 12,203—Weld 
Ft. Morgan Hospital........ Gen Indiv 25 6 85 7 661 Island Grove Hospital......InstIso County 70 .. ee 62 «178 ‘ 

Glenwood Springs, 1,825—Garfield Homelake, 225—Rio Grande 
Dr. Porter’s Hospital....... Gen Indiv Ss 29 12 481 Colorado State Soldiers and 2 

Grand Junction, 10,247— Mesa Sailors Home ........ ---- Inst State $5 4. a 15 6 § 
St. Mary’s Hospital®....... Gen Church 65 12 128 85 1,041 Longmont, 6,029—Boulder 

Greeley, 12.203—Weld St. Vrain Hospital..........Gen Indiv 12 5 30 9 ww f 
Greeley Hospital ........... Gen County 8 15 871 74 2,940 Loveland, 5,506—Larimer 

Hayden, 554—Routt Loveland Hospital and 
Solandt Memorial HospitalGen NPAssn 15 8 33 £8 116 1 ora Gen = Part 10 4 23 6 § 

Holyoke, 1,226—Phillips Monte Vista, 2,610—Rio Grande 
Holyoke Hospital .......... Gen Indiv 10 2 7 6 255 Monte Vista Hospital.......Gen Indiv 9 8 87 6 2% 

Ignacio, 464—LaPlata Ridge, 207—Jefferson 
Edward T. Taylor Hospital Gen IA 37. 4 15 14 «+444 State Home and Training 

LaJunta, 7,193—-Otero School for Mental Defec- 

A. T. & S. F. Railroad Hosp.Indus NPAssn 36 .. .. 24 500 LIVES csseeceseeeseersreeeeee MeDe State 205 4. «. S me 
Mennonite Hospital and BS Rated capacity 325 
Sanitarium? ........ce.00» G&TB Church 70 10 164 44 1,167 | Yuma, 1,360—Yuma 240 

Lamar. 4,233—Prowers Lutheran Deaconess Hosp.Gen Church 10 4 52 3 
Charles Maxwell Hospital.. Gen NPAssn 50 6 48 25 633 Average 

Leadville, 3,771—Lake . Summary for Colorado: 

St. Vincent Hospital........ Gen Chureh 86 9 98 18 465 Number Beds Census Admissions 

Longmont, 6,029--Boulder Hospitals and sanatoriums.. 78 12,157 9,230 101,283 
Longmont Hospital ....... Gen Indiv 33 7 62 16 46677 Related institutions.......... 22 1,314 927 5,307 - 

Montrose, 3,566— Montrose oe rs 
Montrose Hospital .........Gen Indiv 0 5 8 5 907 EN Pa saiveabcx UD 13,471 10,157 106,500 
St. Luke’s Hospital...... -Gen Indiv 14 464 53 9 268. Refused registration.......... 24 483 : : 
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CONNECTICUT 
as “ 2 
ae a 
og 6&5 8 22 3 8 
Hospitals and Sanatoriums a4 Ee 3 @ ES $8 E 
See Po 
BD ° a 
Bridgeport, 146,716—F airfield a ee ee 
Bridgeport Hospital*© ....Gen NPAssn 326 74 1,493 271 10,736 
gg ee Mga Nb — - 150 .. ie 68 aus 
. ospital*°o... Gen hure 215 35 75 152 5,983 
Bristol, 28,451—Hartford : 
Bristol Hospital ...........Gen  NPAssn 103 22 364 82 2,279 
Canaan, 565—Litchfield 
Robert ©. Geer Memorial 
Hospital ................. --Gen NPAgssn 25 13 50 10 38341 
Cromwell, 2,814—Middlesex 
Cromwell Hall ........ = Gen Corp $8 .. ee 18 96 
Danbury, 22,261— Fairfield 
Danbury Hospital*o ....... Gen NPAssn 115 23 426 94 3,264 
Derby, 10,788—New Haven 
Griffin Hospital ............ Gen NPAsen 82 19 3899 61 2,216 
Greens Farms, 275—F airfield 
Hall-Brooke Sanitarium ...N&M Corp Ae a 43 108 
Greenwich, 5,981—F airfield 
Blythewood ......... pcescesd N&M Corp are oa 57 128 
Greenwich Hospital ....... Gen NPAssn 100 24 355 87 2,986 
Hartford, 164,072—Hartford 
Avery Convalescent Hosp.. Unit of the Hartford Hospital 
Cedarcrest Sanatorium .... TB State 287°... a 274 «= 263 
Hartford ‘Hospital*#+o ..... Gen NPAssn 692 81 2,186 536 17,566 
Mt. Sinai Hospital...... +... Gen NPAssn 65 10 208 49 1,790 
Municipal Hospitals** ...... GenIso City 315 25 206 156 5,405 
Neuro-Psychiatrie Institute 
of the Hartford Retreat* N&M NPAssn 270 .. -- 28 67 
St. Francis Hospital*©...... Gen Church 396 100 1,327 300 10,001 
Wildwood Sanatorium .... TB NP Assn 50 .. Py 37 86 
Manchester, 21,973—Hartford 
Manchester Memorial Hosp. Gen NPAssn 55 11 8 228 55 1,768 
Meriden, 38,481—New Haven 
Meriden Hospital*© ...... .. Gen NPAssn 1216 24 433 71 2,597 
Undereliff, Meriden State 
Tuberculosis Sanatorium.. TbChil State 252 219 147 
Middletown, 24,554— Middlesex 
Connecticut State Hosp.t> Ment State 8,295 o. 3158 941 
Rated capacity 2,321 
Middlesex Hospital*©.......Gen NPAssn 1335 25 481 108 3,433 
Milford, 12,660—New Haven 
Milford Hospital ........... en NPAssn 50 15 9 18 651 
New Britain, 68,128—Hartford 
New Britain General Hosp.*° Gen NPAssn 215 40 863 185 5,605 
New Haven, 162,655—New Haven 
Dr. J.. H. Evans’ Private 
Hospital ...... mnmgceninds .-Gen Indiv 8 4 17 4 104 
Grace Hospital*#© ......... Gen NPAssn 243 44 874 181 6,721 
Hospital ‘of St. Raphael*© Gen Church 237 40 771 183 6,815 
New Haven Hospital*+°... Gen NPAssn 488 42 829 374 8,335 
Newington, 4,572—Hartford 
Newington Home for Crip- 
pled Children ............ . Orth NPAssn 200 ., ao 2 32 
Veterans Admin. Facility... Gen Vet 265. 217 1,912 
New London, 29,640—New London 
Home Memorial Hospital.. Gen NPAssn 48 12 163 88 1,387 
Lawrence and Memorial As- 
sociated Hospitals*° ..... Gen NPAssn 201 36 530 131 3,816 
Dr. Lena’s Surgical Hosp.. Surg Indiv a 1 19 927 
New Milford, 3,000—Litchfield 
New Milford Hospital....... Gen NPAssn 30.68 73 138 «= 378 
Newtown, 482—Fairfield 
Fairfield State Hospital.... Ment State 928 .. cc OE ae 
Rated capacity 500 
Norwalk, 36,019—F airfield 
Norwalk General Hospital*> Gen NPAssn 158 23 661 131 3,951 
Norwich, 23,021—New London 
Norwich State Hospital.... Ment State S788 =. -. 2,960, 1,492 
Rated capacity 2,450 
Norwich State Tuberculosis 
Sanat.(Uncas-On-Thames)* TB State 395... ot 395 303 
William W. Backus Hosp.*+#° Gen NPAssn 121 29 448 ee 9,836 
Putnam, 7,318—Windham é 
Day Kimball Hospital...... Gen NP Assn 70 16 206 54 1,595 
Rockville, 7,445—Tolland 
Rockville. City Hospital.... Gen NPAssn 35 10 103 14 «411 
Sharon, 500—Litchfield 
Sharon Hospital ......... ..Gen NPAssn 40 12 188 22 4 =724 
Shelton, 10,113—Fairfield 
Laurel Heights State Tuber- 
culosis Sanatorium ...... State S50 .. o .. 8 @ 
South Norwalk, 8,968—Fairfield 
Dr. Wadsworth’s Sanitarium N&M_ Indiv wa os 16 15 
Stafford Springs, 3,492—Tolland 
Cyril and Julia C. Johnson 
Memorial Hospital ....... Gen NPAssn 88 12 177 29 «=—«648 
Stamford, 46,346—F airfield 
Dr. Barnes Sanitarium..... N&M Corp 60 .. iii 85 152 
Stamford Hall ............. N&M Corp 190 .. ce 
Stamford. Hospital*© ...... Gen NPAssn 223 37 670 141 4,625 
Tophassee Grange .......... N&M Corp 2% .. oe 13 8 
Thompsonville, 9,643—Hartford 
Elmeroft-Dr. Vail’s Sanat.N&M Corp | aa we és oe 
Torrington, 26,040—Litchfield 
._ Charlotte Hungerford Hosp. Gen NPAssn 130 20 388 76 2,508 
Wallingford, 11,170—New Haven 
Gaylord Farm Sanatorium*+TB NPAssn 145 .. -- 140 229 
Waterbury, 99,902—New Haven 
St. Mary’s Hospital*°..... Gen Chureh 220 44 965 175 8,288 
Waterbury Hospital*> ....Gen NPAssn 275 40 792 201 5,495 
aterford, 100—New London 
SED: Wks viwineiins seus TbChil State 175 . 4. oo «65188 34 
West Haven, 25,808—New Haven 
William Wirt. Winchester 
Hospital ..6..s.eeceeeees ... TB NPAssn° 60 :. ie 56 ©6205 
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Westport, 6,073—Fairfield 
Westport Sanitarium ...... N&M Corp 100 .. ba 83 228 
Willimantie, 12,102—Windham 
Windham Community Me- 
morial Hospital .......... Gen NPAssn 91 15 232 51 1,732 
Winsted, 7,883—Litchfield 
Litehfield County Hospital Gen NPAssn 64 11 151 38 1,031 
Related Institutions 
Avon, 1,000—Hartford 
Avon Old Farms InfirmaryInst Corp 4. os oe : 
Bridgeport, 145,716—Fairfield 
Hillside Home and Hosp...G-N&M City aoe 246 1,240 
Cheshire, 3,263—New Haven 
Connecticut Reformatory... Inst State - Ser “a 4 134 
Greenwich, 5,981—Fairfield 
Crest View Sanitarium..... N&M Corp aes a 15 20 
Municipal Hospital ........ TbIso City 61 2 1 50 = 225 
Guilford, 1,880—New Haven 
Guilford Sanatorium ...... Gen Corp 10 4 No data supplied 
Mansfield Depot, 306—Tolland 
Mansfield State Training 
School and Hospital..... MeDe State 7 ae ao aa 42 
Rated capacity 1,200 
Meriden, 34,481—New Haven 
Connecticut School for BoysInst State ee ee 6 250 
New Canaan, 2,372—Fairfield 
Silver Hill ..... easinnaaes neta Nerv Corp a: 2c - 16 §=136 
New Haven, 162,655—New Haven 
Jewish Home for the AgedInst NPAssn 7 os “a 86 25 
Yale Infirmary ......... «.»» Inst NPAssn | i “a 9 514 
Niantic, 1,312—New London 
Connectieut State Farm for 
E> nik ds oacadavccaeutens nst State @ 10 53 ace ee 
Noroton Heights, 1,600—Fairfield 
Fitch’s Home and HospitalInst State / fae «- 104 1,394 
Springdale, 4,500—Fairfield 
Nestledown Home .......... Conv Indiv Ws. ae 7 18 
West Hartford, 24,941—Hartford 
St. Agnes Home........... --Mat Chureh 10 10 70 3 70 
Wethersfield, 7,512—Hartford 
Connecticut State Prison 
Hospital .................0. Inst State 35... «e 16 86243 
Woodmont, 531—New Haven 
Woodmont Hall ............ Conv Corp gape 6 57 
° Average 
Summary for Connecticut: Number Beds Census Admissions 
Hospitals and sanatoriums.. 60 16,207 13,947 147,503 
Related institutions.......... 17 2,047 1,818 4,853 
WN cca icbecs pees se 77 18,254 15,765 152,356 
Refused registration.......... 2 55 
DELAWARE 
25 3 2 
Ss gs ~ he © 2 
22 58 8 se 33 = 
Hospitals and Sanatoriums 9=5P Bo 3s 2 8 saé 
ee 63 g§ & za 28 3 
Dover, 4,800—Kent 
Kent General Hospital..... Gen NPAssn 48 10 162 31 1,196 
Farnhurst, 250—New Castle 
Delaware State Hospital#© Ment State 1,140 .. ée Bee), 408 
Rated capacity 850 
Ft. Dupont (Delaware City P.O.),—New Castle 
Station Hospital ........... Gen Army 2 .. a 15° 422 
Lewes, 1,923—Sussex 
Beebe Hospital ............ Gen NPAssn 64 8 62 32 8799 
Marshallton, 1,500—New Castle 
Brandywine Sanatorium .... TB State 160 .. 113° s«108 
Edgewood Sanat. (col.)..... TB State 40 .. P 33 28 
Milford, 3,719—Sussex 
Milford Emergency Hosp.o.Gen NPAssn 48 6 127 34 1,208 
Wilmington, 106,597—New Castle 
Delaware Hospital*©® ....... Gen NPAssn 19 29 546 146 4,781 
Gross Private Hospital.... Gen Corp 1 «6 60 7 242 
Homoeopathic Hospital*o.. Gen NPAssn 168 30 644 131 4,355 
St. Francis Hospital°...... Gen hureh 104 16 258 43° 1,576 
Wilmington General Hosp.*° Gen NPAssn 8 18 585 83 3,109 
Related Institutions 
Marshallton, 1,500—New Castle 
Sunnybrook Cottage ....... TB NPAssn eye es 22 320 
Smyrna, 1,958—Kent 
Delaware State Welfare 
pe ee ree seeeeeee-dnstGen StCe 86 4 8 58 647 
Stockley, 138—Sussex 
Delaware Colony .......... MeDe State 417 .. eo 57 
Rated capacity 400 
yi Average 
Summary for Delaware Number Beds Census Admissions 
Hospitals and sanatoriums.. 12 2,062 1,789 18,107 
Related institutions......... ° 3 527 442 734 
WON, is ccidiccnasccsedc et 15 2,589 2,231 18,841 
Refused registration......... : 0 
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DISTRICT OF COLUMBIA 
as bo a 
" se 4 ~ 2 8 
of &5 8 22 23 3 
Hospitals and Sanatoriums Sp +4 3 @ 8: ©3 E 
ea §5 a © ZA <6 < 
Washington, 497,000 
Carson’s Private Hosp. (col.) Gen Indiv 15 4 14 8 230 
Central Dispensary and 

Emergency Hospital*+..... Gen NPAssn 280 249 1 
Chevy Chase Sanatorium... N&M _ Indiv 23 18 
Children’s Hospital#® ...... Chil NPAssn_ 185 117 6,023 
Columbia Hospital for Wom- 

en and Lying-In Asylum*..GynMatNPAssn 127 83 1,977 104 3,666 
Eastern Dispensary and 

Casualty Hospital ........ Gen NPAssn 150 25 5 57 2,385 
Episcopal Eye, Ear and 

Throat Hospitalt ........ SINT Church 100 .. - 74 6,462 
Freedmen’s Hosp. (col.)*#° Gen Fed 322 54 828 237 5,353 
Gallinger Municipal Hos- 

SEEOe svoccnbataeeedane ns Gen City 1,119 117 1,956 861 17,653 
Garfield Memorial Hosp.*#° Gen NPAssn 252 59 1,266 -- 6,691 
Georgetown University Hos- 

Oe eR ee OS. Ge NPAssn 210 Ol 931 140 6,001 
George Washington Univer- 

sity Hospital* ........... Gen NPAssn 92 22 600 75 2,649 
National Homeopathic Hosp. Gen NPAssn 60 271 42 1,561 
Providence Hospital*® .... Gen Church 260 30 762 220 6,622 
St. Elizabeths Hospital*...Gen Fed 446 4 3 377 =1,600 
St. Elizabeths Hospital#©.. Ment Fed 5,381 .. .. 5,686 1,093 
Sibley Memorial. Hosp.*°.. Gen Church 256 85 2,009 203 10,093 
Tuberculosis Hospital (Glenn 

Dale, 2, Posy sheen skaes City 700. a 394 334 
U. S. Naval Hospital*...... yen Navy 202 . re 171 (1,528 
Veterans Admin. Facility... Gen Vet 327 a 317 4,684 
Walter Reed General Hosp.* Gen Army 1,219 28 184 985 7,600 
Washington Sanitarium and 

MT Ce eee Gen Church 170 15 § 136 3,019 

Related Institutions 
Washington, 497,000 
District of Columbia Re- 

formatory Hospital (Lor- 

COM, FO: Bi dscseccesss ees Inst City we xe os 24 1,036 
District Training School 

(Laurel, Md. .... MeDe City 546 ww she 539 41 
Florence Crittenton ‘Home Mat NPAssn 50 50 53 42 143 
Home for the Aged and In- 

DUD: -casscnseenshauereeaere Inst City 120 120 266 
Kendall House Sanitarium. Conv Indiv 22 10 100 
National Training School : 

for Boys Hospital........ Inst Fed 50 18 1,391 
U. 8S. Soldiers Home Hosp.. InstGenArmy 466 272 1,623 
Washington Home for In- 

REIN 6.0345 saccadeerar eae Inst NPAssn_ 160 158 73 

‘ Average 
Summary for Dist. of Columbia: Number Beds Census Admissions 
Hospitals and sanatoriums.. 22 11,896 10,681 103,218 
Related institutions.......... 1,474 1,180 4,673 
7 aR arr 13,370 11,861 107,891 
Refused registration.......... 
FLORIDA 
as os L 
= n ° i=] 
Se BB ee oe 
o= vo S 62 s3 & 
Hospitals and Sanatoriums S55 yt 3 & Ee ce & 
BZ  O9 a aus 25 & 
Arcadia, 4,082—De Soto 
Areadia General Hospital.. Gen Corp 21063 #86186 6 665 
Bartow, 5,269—Polk 
Bartow General Hospital... Gen Indiv 20 5 45 8 430 
Polk County Hospital...... Gen County 58 5 389 55 1,289 
Bay Pines,—Pinellas 
Veterans Admin. Facility... Gen Vet ae i 192 1,904 
Bradenton, 5,986—Manatee 
Bradenton General Hospital Gen Indiv 15 7 27 7 3 
Century, 1,525—Eseambia 
Turberville Hospital ....... Gen Part 80 4 25 13 «(741 
Chattahoochee, 450—Gadsden 
Florida State Hospital>.... Ment State 4,216 4,118 866 
. Rated capacity 4,000 
Clearwater, 7,607—Pinellas 
Morton F. Plant Hospital. Gen NPAssn 50 10 86 20 ~=—«667 
Coral Gables, 5,697—Dade 
University Hospital ........ Gen Corp 35 12. 158 22 906 
Dade City, 1,811—Pasco 
Jackson Memorial Hospital Gen County 13.3 21 4 189 
Daytona Beach, 16,598—Volusia 
Halifax District Hospital... Gen NPAssn = 125 129 87 11,204 
Halifax District Hospital 
(Colored Annex) ......... en NPAssn 18 6 4 7 2,183 
De Land, 5,246—Volusia 
De Land Memorial HospitalGen NPAssn 24 11 29 5 403 
Ft. Barraneas, 150—Escambia 
Station Hospital .......... Gen Army 5 2 6 34 1,079 
Ft. Lauderdale, 8,666—Broward : 
Broward General Hospital.. Gen City 41 5 .. Estab. 1938 
Ft. Myers, 9,082— 
Lee Memorial Hospital....Gen © NPAssn 8 64 73 12 548 
Gainesville, 10,465—Alachuq 
Alachua County Hospital...Gen County 55 10 135 25 1,061 
Jacksonville, 129,549—Duval 
Brewster Hospital (col.)*°.Gen Church 65 10 106 33-966 
Duval County Hospital*... Gen County 185 20 586 167 4,401 

. Randolph’s Sanitarium. N&M_ Indiv . aS Se 6 46 

Riverside Hospital+o .--Gen NPAssn 50 «6 84 81 1,190 
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St. Luke’s Hospital*°©...... Gen NPAssn 212 22 682 119 4,304 
St. Vincent’s Hospital*o... Gen Church 200 40 593 115 4,486 
Key West, 12,831—Monroe : 
U. S. Marine Hospital...... Gen USPHS 65... 49 590 
Kissimmee, 3,163—Osceola 
Osceola Hospital ........... Gen Indiv 3 5 36 15 «542 
Lake City, 4,416—Columbia 
Lake Shore Hospital........ Gen Corp 14 «3 22 10 3«423 
Veterans Admin. Facility... Gen Vet 300 .. «- ‘872 2,006 
Lakeland, 18,544—Polk 
Morrell Memorial Hospital. Gen City 100 16 #=152 41 1,372 
Lake Wales, 3,401—Polk 
Lake Wales Hospital....... Gen NPAssn 254° 6 21 4 168 
Leesburg, 4,113—Lake 
Theresa Holland Hospital.. Gen Indiv 22 #4 82 18 729 
Manatee, 3,219—Manatee 
Riverside Hospital ......... Gen Indiv 20 4 20 ee 
Marianna, 3,372—-Jackson 
Baltzell Hospital ........... Gen Indiv 2. 8 3 8 32 
Melbourne, 2,677—Brevard 
Brevard Hospital ......... . Gen City 2 5 “ ee ‘a 
Miami, 110,637—Dade 
Dade County Hospital..... Gen County 130 13 248 106 2,766 
James M. Jackson Memorial 
Hospital*> ............. ... Gen City 460:340 1,067 356 12,992 
Miami Retreat ............06 N& Indiv 70. jn 31 46 
Miami Riverside Hospital..Gen Indiv Bie Ne No data supp! ed 
Victoria Hospital ......... -Gen Indiv {it 2 1,3 
Miami Beach, 6,494—Dade gs: 
Alton Road Hospital....... Gen Corp 60 6 pe .. New 
St. Francis Hospital....... Gen Church 115-12 119 57 2,076 
Miami Springs, 402—Dade \ 
Miami-Battle Creek Sanit.. Gen NPAssn 105 4. -" 2 375 
Ocala, 7,281—Marion 
Munroe Memorial Hospital® Gen CyCo 85 10 73 26 992 
Orlando, 27,330—Orange ; 
Clear Lake Lodge.......... N&M Indiv 26... + 22 (8 
Florida Sanitarium and 
ee yee Gen Church 100 12 92 54 1,441 
Florida State Sanatorium.. TB State 400... .. Estab. 1938 
Orange General Hospitalo.. Gen NPAssn 123°12 249 68 2,947 
Panama City, 5,402—Bay 
Lisenby Hospital .......... Gen Indiv 3. .38 60 5 378 
Panama City Hospital..... Gen NPAssn 10 3 72 4 300 
Pensacola, 31,579—Escambia 
Escambia County Tubercu- 
losis Sanatorium ......... CyCo Se me 26 65 
Pensacola Hospitalo ...... Gen Church 127 17 «454 70 5,285 
U. S. Naval Hospital....... Gen Navy 142 .. nh 55 1, 
Quincy, 3,788—Gadsden 
Gadsden County Hospital.Gen NPAssn 3 2 41 9 491 
St. Augustine, 12,111—St. Johns 
East Coast Hospital....... Gen NPAssn 55 5 102 88 1,288 
Flagler Hospital ........... Gen NPAssn 59 6 91 80 =«810 
St. Petersburg, 40,425—Pinellas 
Mercy Hospital (col.)...... Gen City 3% «5 12 18 3850 
Mound Park Hospital°o..... Gen City 1385 15 316 62 4,187 
St. Anthony’s Hospital....Gen Church 50 10 106 25 993 
Sanford, 10,100—Seminole 
Fernald-Laughton Memorial 
Ere neo eran en NPAssn 20 6 74 10 621 
Sarasota, 8,398—Sarasota 
Joseph Halton Hospital....Gen Indiv 1 5 15 8 807 
Sarasota Hospital ..... .... Gen City 65 14 83 16 «767 
Sebring, 2,912—Highlands 
Sebring General Hospital... Gen Indiv 10 4 20 6 240 
Dr. Weems’ Hospital...... : Gen Indiv 15. «3 54 4 $4 
Tallahassee, 10,700—Leon 
Johnston’s Sanitarium ....Gen Indiv 82 6 . 113 15 6% 
Tampa, 101,161—Hillsborough 
Centro Asturiano HospitalGen Frat 75. «8 68 57 930 
Dr. H. M. Cook’s HospitalGen Indiv 2 8 110 16 1,132 
St. Joseph’s Hospital....... Gen Church 60 12 100 90. 362 
Tampa Municipal Hosp.*°. Gen City 800 26 8683 156 7,015 
Tampa Negro Hospital....Gen City 80 «63 46 13 530 
Umatilla, 907—Lake 
Harry-Anna Crippled Chil- 
dren’s Home ............. Frat 60 .. i 52 «9 
_ County Medical Cen- 
agedvcbhnaenng vim TENE NPAssn 35 6 86 20 82 
West Palm Beach, 26,610—Palm Beach 
Good Samaritan Hospitalo.Gen NPAssn 98 15 2% 55 2,10 
Pine Ridge Hospital (col.)..Gen NPAssn 26 «4 7 23 «ff 
Related Institutions 
Daytona Beach, 16,598—Volusia 
Daytona Beach Sanitarium. Gen Indiv 10 2 9 8 12% 
Gainesville, 10,465—Alachua 
Florida Farm Colony..... . MeDe State 52m .. . 489 8 
Rated capacity 585 
Univ. of Florida Infirmary Gen State re Sa 8 718 
Jacksonville, 129,549—Duval 
Dr. Miller’s Sanitarium..... Drug Indiv 20 .. .. Estab. 1937 
Largo, 4,429—Pinellas 
Pinellas County Home.....TB County 32... . 2 W 
Miami, 110,637—Dade 
Christian Hospital (col.)..Gen NPAssn 2 4 4 15 6® 
Edgewater Hospital ........Gen Part 40 12 4 o. ae 
Orange Park, 661—Clay 
pfogechaven Hospital cesses Inst’ = Frat S.. Se 
alatka, 6,500—Putnam ; 
Glendale Hospital .......... Indiv 93 4 50 10 1,00 
Mary Lawson Sanatorium os 
MOT Naha No cad binpnnss Indiv 50 eel 


Key to symbols and abbreviations is on page 986 
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304 


Ze 


1,347 


New 
2.076 


375 
952 
2358 
1,441 
. 1938 
9 947 
378 
310 


65 
3,285 
1,029 

491 


1,283 
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VoLumeE 110 
NuMBER 13 
FLORIDA—Continued 
as 
- s gs 
oa 
Related Institutions ya EU 2 
Ba os & 


Raiford, 460—Union 
Florida State Farm Hosp.Inst State 55 
St. Petersburg, 40,425—Pinellas 
American Legion | oe 
for Crippled Children.... Orth NPAssn 40 
Earle Restorium ............ Conv Indiv 25 
Florence Crittenton Home.. Mat NPAssn 16 
Stuart, 1,924— Martin 
St. Lucie Sanitarium........ Gen County 10 
Tallahassee, 10,700—Leon 
Florida Agricultural and Me- 
chanical College Hospital 
(COEJO vis ccvidinss munses +> InstGen State 43 
Tumpa, 101 ;161—Hillsborough 
Hillsboro County Tubercu- 


losis Sanatorium .......... TB County 87 

Pine Heath Home for Tu- 

bereular Children ........ TB NPAssn 24 
Vero Beach, 2,268—Indian River 

[Indian River Hospital...... Gen Indiv 15 
Winter Haven, 5,521—Polk 

Winter Haven Hospital.... Gen NPAssn 12 


Summary for Florida: Number __ Beds 


Hospitals and sanatoriums.. 71 9,620 
Related institutes RorkVspssbie 20 1,126 


hi Sere? Ee <> a 91 10,746 
Refused registration.......... 15 575 





GEORGIA 


Ownership 
or Control 


Sg 
Hospitals and Sanatoriums SP 
& + 


All. any, 14,507—Dougherty 
Jioebe Putney Memorial 
HOGUIRME SN ckckudakico en ses Gen NP Assn 50 
Alt, 219--Habersham 
S:ate Tuberculosis Sanat..TB - State 250 
An.-rieus, 8,760—Sumter 
A nericus and Sumter County 
HOGIIUEE © inc otecmseuitinns as Gen NPAssn 35 
Atl ons, 18,192—Clarke 
Athens General Hospital... Gen County 67 
Fcirhaven Tuberculosis San- 
CORMRME occ divnbele te veewses TB NPAssn 36 
Atlonta, 360,691—Fulton 
Albert Steiner Clinic for 


Cancer and Allied Diseases* Ca City 30 
Bittle Hill Sanatorium.... TB CyCo 255 
Blackman Sanatorium .... Gen Indiv 25 
Crawford W. Long Memo- 

rial Hospital .............. Gen NPAssn 150 
Ge regia Baptist Hospitalse Gen Chureh 164 
Grady Hospital*#o ........ Gen City 517 


Grady Hospital, ARS, Uni- 


REGISTERED HOSPITALS 


Bassinets 


5 


5 


versity Division (col.)..... Unit of Grady Hospital 


Henrietta Egleston Hospit al 


jor Children* ............. Chil NPAssn 40 
Piedmont Hospital*o ..... Gen Corp 120 
Ponce de Leon Eye, Ear, 

Nose and Throat Infirm. ENT Indiv 12 
St. Joseph Infirmary°®..... Gen Church 120 
Veterans Admin. Facility...Gen Vet 200 
Augusta, 60,342—Richmond 

University Hospital*#© ....Gen City 33 
Veterans Admin. Facility... Ment Vet 1,100 
Wilhenford Hospital for 

Women and Children..... Gen NPAssn 46 
Bainbridge, 6,141—Decatur 
Bainbridge Hospital ....... Surg Indiv 3 
Riverside Hospital ........ Gen Part 30 
Brunswick, 14,022—Glynn 

Brunswiek City Hospital... Gen CyCo 60 
Cairo, 3,169—Grady 

Cairo Hospital ............. Gen Indiv 18 
Canton, 2,892—Cherokee 

Cokers’ Hospital .......... Gen Corp 35 
Cedartown, 8,124—Polk 

Hall- Chaudron Hospital ... Gen Indiv 8 


Columbus, 43,131—Museogee 

Columbus City Hospitalo. Gen CyCo 175 
Cuthbert, 3,285—Randolph 

Patterson Hospital ........ Gen Indiv 30 
Dalton, 8,160—Whitfield 

+ Hamilton Memorial’ Hosp..Gen NPAssn 30 
Decatur, 13,276—De Kalb 

Scottish Rite Hospital for 


Crippled Children ....... Orth Frat 64 
Donalsonville, 1,188—Seminole 
Chason’s Hospital ......... Gen NPAssn- 20 
Douglas, 4,206—Coffee 
Douglas Hospital ..........Gen City 21 
Dublin, 6,681—Laurens 
Claxton Sanitarium .......Gen Indiv 52 
Hicks Hospital ............Gen Indiv 20 
astman, 3,022— 
Coleman —— ong sees.» Gen Indiv 34 
tton, 4,650—El 


_ Elbert County Hospital... Gen CyCo 10 


Number of 
Births 


28 
l 


25 


w 
= 
ime 
ss — 
DD & 
v = a 
> oe 
qo < 
40 1,100 
24 228 
9 95 
ll 33 
7 148 
29. 697 
7 «=: 126 
11 17 
5 289 


No data supplied 





Average 
Census Admissions 
7,057 91,109 
797 6,372 
7,854 97,481 
“ 2 
s ° 5 
= € n Sa 2 ¥ 
— = | =< 
a se 33° 6G 
e ss bao 
2 22 @#d < 
13 26 1,460 
° 279 552 
5 34 16 751 
10 125 88 1,799 
59 
ae" 
993 148i 
15 31 
15 3695 89 4,850 
20 636 139 6,539 
96 4,156 469 20,948 
2 “ 33 903 
15 327 103 3,873 
<i ey 6 543 
17.—s Sill 90 2,844 
26 ’ 189 2,330 
47 724 241 8,266 
is -. 1,087 814 
4 36 15 934 
1 15 16 344 
6 44 a 439 
10 111 30 876 
4 58 6 402 
4 32 19 601 
2 12 3 200 
25 287 81 3,531 
3 23 14 606 
5 96 13 «639 
vi 60 291 
5 96 10 362 
2 4 +n Pee 
4 8 2 1,905 
2 4 9 661 
4 12 10 «(54 
2 20 3 442 


Key, to symbols and abbreviations is on page 986 





GEORGIA—Continued 

J) 

o we 

og aS 
Hospitals and Sanatoriums => zo 2 
> =. 4 


Emory University,—De Kalb c 
Emory University Hosp.*° Gen NPAssn- 212 
Ft. Benning,—Chattahoochee 


Station Hospital ........... Gen Army 239 
Ft. MePherson (Atlanta P.O.), 150—Fulton 

Station Hospital ........... Gen Army 226 
Ft. Oglethorpe, 1,186—Catoosa 

Station Hospital ........... Gen Army 256 
Ft. Screven, 17—Chatham 

Station Hospital ........... Gen Army 60 
Gainesville, 8,624—Hall 

Downey Hospital ........... Gen Corp 52 


Hall County Memorial Hosp. Gen County 25 
— 10,321—Spaulding 
F. Strickland and Son 


” daaiaiel Hospital ........ Gen Indiv 40 

Homerville, 1,150—Clinch 

Oe Ee Gen Indiv 10 
Hoschton, 427—Jackson 

Allen Clinic and Hospital. Gen Part 14 
Jesup, 2,3083—Wayne 

Drs. Colvin-Ritch Hospital.Gen Part 25 
La Grange, 20,131—Troup 

City-County Hospital ...... Gen CyCo 61 
Macon, 64,045—Bibb 

Clinie Hospital ............ Gen Corp 26 

Hopewell Sanatorium ...... TB CyCo 27 

Macon Hospital*©® ......... Gen CyCo 178 

Middle Georgia Hospitalo.. Gen Corp 50 

Oglethorpe Private Infirm.° Gen Corp 35 

St. Luke Hospital (col.)... Gen Indiv 12 
Marietta, 7,638—Co 

Marietta Hospital ......... Gen Corp 30 
Metter, 1,424—Candler 

Metter Sanitarium ......... Gen Indiv 7 
Milledgeville, 5,534—Baldwin 

Allen’s Invalid Home....... N&M Indiv 150 


Baldwin Memorial Hospital Gen Indiv 
Milledgeville State Hosp.o. Ment State 7,105 
Rated capacity “— 


Scott Hospital ............. Gen Indiv 
Millen, 2,527—Jenkins 

Millen Hospital ............ Gen Indiv 25 
Mulkey Hospital ........... Gen Indiv 22 


Monroe, 3,706— Walton 
Walton County Hospital.. Gen NPAssn 17 
Montezuma, 2,284—Macon 


Macon County Clinic........ Gen Part 16 
Rome, 21,843— Floyd 

Harbin Hospital ........... Gen Part 50 

McCall Hospital ............ Gen Corp 60 
Sandersville, 3,011.—Washington 

Rawling’s Sanitarium ..... Gen Corp 50 
Savannah, 85,024—Chatham 

Central of Georgia Railway 

pT SEP eT eer ree Indus NPAssn 62 

Charity Hospital (col.).... Gen NPAssn 48 

Georgia Infirmary (col.)... Gen NP Assn 60 

Oglethorpe Sanatorium..... Gen Indiv SO 

St. Joseph Hospital......... Gen Church 100 

Telfair Hospital ........... Gen ‘NPAssn 65 


U. S. Marine Hospital..... Gen USPHS _ 1150 

Warren A. Candler Hosp.°. Gen Church 72 
Smyrna, 1,1783—Cobb 

Dr. Brawner’s Sanitarium... N&M Indiv 40 
Statesboro, 3,996—Bulloch 

Bulloch County Hospital... Gen County 50 

Van Buren’s’ Sanitarium 


COS: sis av ivatet eb henscteos Gen Indiv 20 
Swainsboro, 2,442—Emmanuel 
Franklin Hospital .......... Gen Indiv 25 
Tate, 1,548—Pickens 
Robinson Hospital ........ Gen Indiv 12 
Thomaston, 4.922—Upson 
Blackburn Hospital ........ Gen Indiv 12 


Thomasville, 11,733—Thomas 
John D. Arehbold Memorial 


BIOUNIOEE Sc vntcivsccvsisccecee Gen NPAssn_ 103 
Tifton, 3,390—Tift 
Coastal Plain Hospital..... Gen Corp 20 
Trion, 3,289—Chattooga 
Riegel Hospital ............ Gen Indiv 25 
Valdosta, 13,482—Lowndes 
Frank Bird Hospital ...... Gen Indiv 22 
Little-Griffin-Owens-Saunders 
Private Hospital ......... Gen Corp 70 
Washington, 3,158— Wilkes 


Washington General Hosp..Gen City - 26 
Waycross, 15,510—Ware 

Atlantie Coast Line Hosp. Indus NPAssn 75 

Ware County Hospital ....Gen Cownty 68 


Related Institutions 
Atlanta, 360,691—Fulton 


Atlanta Hospital .......... Gen Indiv 20 
Dwelle’s Infirmary (col.).. ’ Gen Indiv 15 
Florence Crittenton Home Mat NPAssn 25 
Georgia Sanitarium ....... -Gen Indiv 10 
Joseph B. Whitehead Memo- 
rial Hospital ............. Inst State 25 
g S. Penitentiary HospitalInst Fed 187 
enereal Hosp. and Clinie Ven City 60 
William A. Harris Memorial 
Hospital (col.) ......... --Gen Indiv 26 


o » & & Bassinets 


ro 
ooo OwmelUNOUrClCU mm 


~ © HOem: 


> @: 


~ 
a om 37 oclU ~ 


_. 
~Ito- 


10 
12 
20 


il 


oo MRP ee lO 


two 


12 


ol 


ono 2 w 


4 
2 
15 
2 


- oe Number of 
S & & Births 


Go 


537 
178 
54 
51 
35 
29 
8 


18 
19 


9 
24 


164 
164 


44 





3 


Average 
Census 


& Admissions 


8 
on 
an ¢ 
on) 
r 
be 


we 
& 
a 
ts — 
s 
ee 


40 911 


30 1,367 
Estab. 1937 


22 1,016 
7 30 

eee 
12 604 
Estab. 1937 
13 902 
27 44 
150 4,621 
30 1,585 
21 1,014 
No data supplied 
10 8503 
3 342 
114 260 
24 903 
7,075 1,721 
20 $25 
13 589 
10 432 
3 138 
5 300 
31 2,686 
23 «1,804 
30 1,170 
57 2,104 
4 3,044 
50 2,112 
60 2,250 
165 «1,722 
50 2,605 
34 339 
-. New 
15 190 
7 324 
7 388 
2 151 
45 2,056 
5 308 
16 8948 
11 561 
25 1,391 
12 «579 
43 2,109 
10 86322 
4 145 
19 35 
45 

-. 290 
123 1,057 
42 «6354 
12 48 











GEORGIA—Continued 
25 
ee 
° g a 
Related Institutions aa Ie) a 
Ha 8 Fs 
Barwick, 499—Brooks 
Sanchez Private Sanitarium Gen Indiv 12 
Cedartown, 8,124—Polk 
Cedartown Hospital ....... Gen Indiv 10 
Whitely Hospital ........ --Gen Indiv 10 
Columbus, 43,131—Muscogee 
Museogee County Tuberculo- 
sis Sanatorium ........... TB County 35 
Cordele, 6,880—Crisp 
Gillespie Hospital (col.)....Gen | Church 30 
Decatur, 13,276—De Kalb 
Georgia Psychoanalytical 
BUG: POA 6siocctavices N&M Indiv 15 
Gracewood, 500—Richmond 
Georgia Training School for 
Mental Defectives......... MeDe State 334 
Rated capacity 350 
Milledgeville, 5,5834—Baldwin 
Georgia State Penitentiary 
Tuberecular Hospital .Inst State 75 
Moultrie, 8,027—Colquitt 
Daniel Emergency Sanit... Gen Indiv ll 
Edmondson-Brannen Hosp.. Gen Part 12 
Summerville, 9833—Chattooga 
Summerville-Trion Hospital. Gen Corp 22 
Warm Springs, 400—Meriwether 
Georgia Warm Springs Foun- 
GRO coccsicnect tovvecsoss GED ~ Beans 138 
Summary for Georgia: Sienhaie tite 
Hospitals and sanatoriums.. 14,497 
Related institutions........ +. 1,047 
ee ececee oes 15,544 
Refused registration.......... y ‘ 
IDAHO 
23 
= vB 
a # 8 
Hospitals and Sanatoriums aa aO 3 
Fe 65 8 
American Falls, 1,280—Power 
Sehiltz Memorial Hospital.. Gen County 21 
Boise, 21,544—Ada 
St. Alphonsus Hospitalo....Gen Church 140 
St. Luke’s Hospital°....... Gen Church 100 
Veterans Admin. Facility...Gen Vet 265 
Bonners Ferry, 1,418—Boundary 
Bonners Ferry Hospital.... Gen Corp 25 
Burley, 3,826—Cassia 
Cottage Hospital .......... Gen Corp 14 
Coeur d’ Alene, 8,297—Kootenai 
Coeur d’Alene Hospital.... Gen NPAssn 40 
Lakeside Hospital ......... Gen Indiv 22 
Cottonwood, 519—Idaho 
Our Lady of Consolation 
OS re ae Church 14 
Ft. Hall, 100—Bingham 
Ft. Hall Indian -Agency 
aa socvoee GEN IA 14 
Gooding, 1,592—Gooding 
Gooding County Hospital. Gen CyCo 18 
Hailey, 973—Blaine 
Hailey Clinical Hospital.... Gen Indiv 20 
Idaho Falls, 9,429—Bonneville 
Idaho Falls Latter-Day Saint’s 
PEAS Gen Church 90 
Spencer Hospital ........... Gen Corp 26 
Kellogg, 4,124—Shoshone 
Wardner Hospital ........ .. Gen Part 25 
Lapwai, 416—Nez Perce 
Ft. Lapwai Sanatorium.... TB IA 132 
Lewiston, 9,408—Nez Perce 
St. Joseph’s Hospitalo..... Gen Chureh 109 
White Hospital ............ Gen Corp 32 
Moscow, 4,476—Latah 
Gritman Private Hospital.. Gen Indiv 37 
Nampa, 8,206—Canyon 
Merey HospitalO ..........: Gen Church 60 
Nazarene Missionary Sani- 
tarium and Institute©..... Gen Chureh 48 
Orofino, 1,078—Clearwater 
Orofino Hospital ........... Gen Part 38 
Pocatello, 16,471—Bannock 
Pocatello General Hosp.°. Gen County 50 
St. Anthony Merey Hosp.° Gen Chureh 50 
Potlatch, 800—Latah 
Potlatch Hospital ........ . Gen Part 20 
Preston, 3,381—Franklin 
General Memorial HospitalGen NPAssn 15 
Rexburg, 3,048—Madison 
Rexburg General Hespital.Gen Indiv 10 
Rupert, 2,250—Minidoka 
Rupert General Hospital...Gen Indiv 15 
St. Maries, 1,996—Benewah 
St. Maries Hospital ...... .. Gen Part 30 
Sandpoint, 3,290—Bonner 
Graham Hospital ........... Gen Indiv 20 


REGISTERED 





- 2 
ee 
gS Zo 23 = 
@ 8f 52 
Ss Pm Po Ss 
& ZA qo <4 
2 15 5 450 
3 -38 4 192 
2 10 1 350 
o o> 20 84 
12 15 10 2035 
s6 ee 10 55 
: oe 245 101 
ee ee 60 114 
8 No data supplied 
2 No data supplied 
8 No data supplied 
o> es 91 271 

Average 
Census Admissions 
12,608 137,403 
674 5,436 
13,282 142,839 
a : 
= = i 2 
& £0 33 & 
2 £S $2 ¢ 
s 3s ros b 
© ZH «0 4 
ft 113 15 753 
14 248 69 2,629 
1609 475 4,319 
os ‘ 201 1,343 
8 73 9 222 
4 44 10 498 
és 15 60 
4 11 14 460 
4 25 8 388 
4 37 10 212 
6 90 6 504 
6 34 8 438 
295 490 56 2,534 
6 No data supplied 
6 86 17 931 
ee ee 116 =6190 
12 300 75 2,020 
4 76 5 900 
8 116 19 768 
15 386203 $1 486972 
6 97 36 1,966 
4 20 25 =«674 
15 301 42 2,087 
12 No data supplied 
3 33 9 485 
4 121 10 ~=688 
4 46 6 437 
2 16 7 248 
3 23 11 279 
5 100 10 500 





our. A. M. A, 
HOSPI TALS : 26, 1938 
IDAHO—Continued 
Net n 
as a oO 5 
=e kh © £ 
Sg ES 5 fn Ge 
Hospitals and Sanatoriums SP 0 3 = Ge 6 & 
SE Ee m © ZR <0 < 
Page Hospital ..... cesseeee Gen Indiv 30 10 121 ? & 
Soda Springs, 881—Caribou 
Caribou County Hospital..Gen County 88 62 31 896 
Twin Falls, 8,787—Twin Falls 
Twin Falls County General 
Hospital ........ seseeeseee Gen County 61 11 342 70 1,648 
Wallace, 3,634—Shoshone 
Providence Hospital .......Gen | Church 50 10 114 31 = 991 
Wallace Hospital .......... Gen Part 45 5 21 10 =: 582 
Wendell, 725—Gooding 
St. Valentine’s Hospital....Gen | Church 22 9 101 10 = 492 
Related Institutions 
Blackfoot, 3,199—Bingham 
State Hospital South....... Ment State 508 .. . 88h 
Rated capacity 500 
Boise, 21,544—Ada 
Salvation Army Women’s 
Home and Hospital...... Mat Church 3 17 117 4 165 
Malad City, 2,535—Oneida 
Community Hospital ....... Gen NPAssn 8 4 No data supplied 
Moscow, 4,476—Latah 
Inland Empire Hospital....Gen Indiv 12 3 No data supplied 
University of Idaho Infir- . 
WOE? Ss  icetetaceres sence’ Inst State ee ‘< 12 736 
Nampa, 8 ,206—-Canyon 
State School and Colony... MeDe State S52. sé 527 61 
Rated capacity 408 
Orofino, 1,078—Clearwater 
State Hospital North....... Ment State 400 .. «. 2 a 
Rated capacity 300 
Priest River, 949—Bonner 
Priest River Hospital........Gen Indiv are 4 2 7 
Average 
Gummery fer Yabo: Number Beds Census Admissions 
Hospitals and sanatoriums.. 36 1,746 1,150 35,418 
Related institutions........ sie 1,630 1,473 1,646 
RII vi 6c'ecse Sub eeereapesn , 3,376 2,623 37,064 
Refused registration........ ee 67 
ILLINOIS 
oy ws 2 
2: 3 ° = 
Se BR 2g, & 3 
Hospitals and Sanatoriums a> Eo 2 2 Ee 2 & 
Be Oo 6 © ZH <0 < 
Alton, 30,151— Madison 
Alton Memorial Hospital... Gen Church 75> 10 . Estab. 1937 
Alton State Hospital...... - Ment State Seo A 1,420 468 
Rated capacity 1,620 
St. Anthony’s Infirmary and 
Sanitarium ................ Gen Church 90 .. a 60 1,008 
St. Joseph’s Hospitalo.....Gen Church 125 22 259 70 4,22 
Amboy, 1,972—Lee 
Amboy Public Hospital....Gen Corp 12 5 No data supplied 
Anna, 3,436—Union 
Anna State Hospital........ Ment State 2,204 .. 2,110 724 
: Rated capacity 2,100 
Hale-Willard Memorial Hosp.Gen City 20 4 34 8 38 
Aurora, 46,589—Kane 
Copley Hospitalo .......... Gen NPAssn 89 18 400 57 2,969 
Kane County Spring Brook 
Sanitarium ......is.<s.a<s« ™ County & . ... 3% @ 
Mercyville Sanitarium jlnawed N&M Chureh 150 .. es 128 «2 
St. Charles Hospital°...... Gen Church 115 20 398 79 2,038 
St. Ipseph Mercy HospitalOGen Church 130 40 481 64 2,852 
Batavia, 5,045—Kane 
Bellevue Place Sanitarium.. N&M Corp ae 23 5 
Fox River Sanitarium.......TB © NPAssn 80 .. . so 
Belleville, 28,425—St. Clair # 
St. Elizabeth’s Hospital....Gen Chureh 118 17 373 55 2606 
Station Hospital .......... Gen Army ” ke Mt 9 3 
Belvidere, 8,123—Boone 
Highland Hospital ........ Gen NPAssn 27 9 §&1 8  3if 
St. Joseph’s Hospital......Gen Church 27 10 121 16 @ 
Benton, 8,219—Franklin 
Moore Hospital ............Gen Indiv 30 1 «#334 «610 «(Sb 
Berwyn, 47,027—Cook 
Berwyn Hospital .......... Gen NPAssn 75 18 492 46 3,08 
Bloomington, 30,930—McLean 
Mennonite Hospitalo........Gen | Chureh 72 11 «297 @©59 1,924 
St. Joseph’s Hospital®.....Gen Chureh 180 20 362 125 3,09 
Blue Island, 16,5834—Cook 
St. Francis Hospital.......Gen | Church 75 15 357 «89 1,800 
Breese, 1,957—Clinton 
St.-Joseph Hospital........Gen Chureh 2 6 47 16 %® 
Bushnell, 2,850—MeDonough 98 
Elmgrove Sanatorium .....TB | County 40 .. ees 
Cairo, 13,532—Alexander 
St. Mary Infirmary9?........Gen Church 100 10 71 
Canton, 11,718—Fulton 
Graham Hospital® .........Gen | NPAssn 54 9 280 
Carbondale, 7,528—Jackson 
Holden Hospital ...........Gen | Chureh 50 «6 98 
Carlinville, 4,144—Macoupin 
Macoupin.Hospital .........Gen Indiv 20 6 79 


Key to symbols and abbreviations is on page 986 
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A 
938 


Admissions 


tS 
S 


121 


165 
pplied 
pplied 
, 736 
61 


| 103 


issions 
5,418 
1,646 


7 064 


AVELaSY 
Census 
S Admissions 


- 
Ss 
— 
= 


20 


. 
t 
t 


oo 


supplied 


2 


110 


—s 


Safa 


133 
39 1,900 
16 58 
ry 
33 1,887 
a 2074 
24 1,07 


Rated capacity 4,000 


VoLuME 110 
Vouwme 11 REGISTERED 
ILLINOIS—Continued 
— a2 
23 2 0 g 
oa P-Pe} S&S 2 = 
og £8 & $2 33 3 
Hospitals and Sanatoriums 23> 16) s § sf -$3 68 
et 65 8 @ ae 45 3 
Centralia, 12,583—Marion 
St. Mary’s Hospital........ Gen Chureh 0 T 133 33 1,126 
Champaign, 20,348—Champaign 
Burnham City Hospital... Gen City 110 16 284 60 3,607 
Charleston, 8,012—Coles 
M. A. Montgomery Memo- 
rial Sanatorium .......... Gen Corp 23 4 37 10 8347 
Oakwood Hospital ......... Gen Indiv Ss § 17 6 180 
Chicago, 3,376,438—Cook 
Albert Merritt Billings Hos- 
pital........ Eebeeheieenwese he Medical and Surgical Unit of University of 
Chicago Clinics 
Alexian Brothers Hosp.*° Gen Church 257 .. 4 153 3,098 
American Hospital*°o ...... Gen NPAssn 150 20 168 65 2,660 
Augustana Hospital*#© ... Gen Chureh 275 25 481 179 5,318 
Belmont Hospital .......... Gen Corp 100 25 367 47 2,139 
Bethany Home Hospital.... Gen Church oe 32 9 273 
Bethany Sanitarium and 
PRON. bkn s6eKebcces one Gen Church 50 16 196 21 1,096 
Bobs Roberts Memorial Hos- 
pital for Children...... Pediatrie Unit of University of Chicago Clinics 
Burrows Hospital .......... Gen Indiv 6 52 12 507 
Chicago Eye, Ear, and 
Throat Hospital ......... ENT Corp 34 7 1,744 
Chieago Lying-in Hospital 
and Dispensary*® ........ Mat NPAssn _ 162 160 2,620 99 3,762 
Chieago Memorial —— Gen NPAssn 88 20 393 58 2,786 
Chicago State Hospital.... Ment State 4,666 -» 4,618 1,507 


Children’s Memorial Hosp.*® Chil NPAssn 252 < 168 4,227 
City of Chicago Municipal 

Tuberculosis Sanitariumt® TB City 1,201 1 9 1,188 1,635 
Columbus Hospital*°o ...... Gen Chureh 159 15 8258 85 3,471 
Cook County Children’s 

Wises. Hadsvdcccvasave Unit of Cook County Hospital 
Cook County Hospital*+° Gen County 3,150 150 3,635 2,896 72,494 
Cook County Psychopathic 

TEGRIUGRTE Ss knc o vsnciabdien os Unit of Cook County ee 
Vdgewater Hospital*........ Gen NPAssn 111 24 71 4,202 
Englewood Hospital*°...... Gen NPAssn 101 25 oes 83 3,407 
|: vangelical Deaconess Hosp. Gen Church 65 20 130 23 1,068 
}.vangelical Hospital*°..... Gen Church 175 60 1,348 135 7,358 
Tranklin Boulevard Hosp.° Gen Corp 60 24 287 43 2,155 
Garfield Park Community 

HGRRIERIAO 505s sices vse ccve Gen NPAssn 150 82 542 83 4,456 
Grant Hospital*© ......... Gen NPAssn 201 40 950 149 6,605 
Henrotin Hospital*© ...... Gen NPAssn 104 20 274 71 2,888 
jioly Cross Hospital*...... Gen Church 135 34 814 97 4,977 
Hospital of St. Anthony de 

PAGUARO ....csceccesserees Gen Chureh 200 40 948 53 5,768 
Illinois Central Hospital*.. Gen NPAssn 247 28 610 147 5,337 
Ilinois Eye and Ear Infir- 

ING sh chevcdtakwashnowocan ENT State 200 .. .. 235 4,832 
lliinois Masonie Hospital*° Gen Frat 159 25 350 65 2,916 
Jackson Park Hospital*©.. Gen Corp 225 40 500 64 4,042 
John B. Murphy Hospital... Gen Chureh 100 29 8271 52 1,525 
Kenner Hospital ............ Gen NPAssn 0 6 61 19 468 
Lake View Hospital*....... Gen Corp 110 30 8 176 40 1,827 
La Rabida Jackson Park 

SamiGQeih. ccwoweccacececs Card Chil NPAssn 52 31 99 
Lewis Memorial Maternity 

HOGRIRIE signe nese pars serene Mat Church 117 126 2,251 74 2,537 
Lutheran Deaconess Home 

and ‘Hospital*°® .......... Gen Chureh 176 42 789 102 5,244 
Lutheran Memorial Hosp.*° Gen Chureh 175 40 525 68 3,598 
Martha Washington Hosp. Gen NPAssn 53 13 166 19 1,306 
Mercy Hospital*® .......... Gen Chureh 300 24 479 204 6,518 
Michael Reese Hospital*+°. Gen NPAssn 595 71 1,652 499 17,830 
Misericordia Hospital and 

Home for Infants®....... Mat Church 17 26 «281 8 280 
Mother Cabrini Memorial 

HOSPIGGIRO 2... ccccccecees. Gen Chureh 120 20 378 84 3,250 
Mt. Sinai Hospital*+#°..... Gen NPAssn 176 44 880 122 6,520 
Municipal Contagious Dis- 

ease Hospitalt#© .......... Iso City 428 .. 261 4,359 
Nancy Adele McElwee Me- 

morial and Gertrude Dunn Orthopedic Unit of University of Chicago 

Hicks Memorial Hospital Clinies 
Norwegian-American Hosp.*° Gen NPAssn 133 35 663 67 2,405 
Parkway Sanitarium ...... N&M NPAssn oe ce Ae aes 
Passavant Memorial Hos- 

Dita i ccacacapeshiens Gen NPAssn 177 35 456 130 4,637 
Pinel Sanitarium .......... N&M NPAssn 50... vi 24 8=6200 
Post Graduate Hospital and 

Medical School ............ Gen NPAssn 8 4 18 10 593 
Presbyterian Hospital*+#°o... Gen Church 400 40 920 321 11,188 
Provident Hosp. (col. eto. Gen NPAssn 144 25 493 4 
Ravenswood Hospital*°..... Gen NPAssn 144 44 1,007 114 6,015 
Research and Educational : 

Hospital®*® ............... Gen State 365 28 683 825 6,079 
Roseland Community Hos- 

DICGIAG oe elven cscktaaeas Gen Corp 101 2 an 75 3,486 
St. Anne’s Hospital*©...,.. Gen Church 240 205 7,824 
St. Anthony de Padua Hosp. See Hospital of St: Anthony ‘ae Padua 
St. Bernard’s Hospital*©... Gen Chureh 200 117 6,956 
. Elizabeth Hospital*®.... Gen Church 300 0 905 241 6,345 

t. Joseph Hospital*o...... Gen Chureh 250 40 587 = 117 3,827 

st Luke’s Hospital*+°..... Gen NPAssn 563 49 1,048 317 12,068 

t. Mary of Nazareth Hos- 

_pitalxo Leieed oa ePevny vebies Gen Chureh = 212 88 1,105 130 6,575 
8t. Vincent's Infant and 

Maternity Hospital®...... Mat Chureh 30.12 188 18 200: 





HOSPITALS 997 
ILLINOIS—Continued 

23 3 é 

- as oa o an 

of £8 & 2. $5 3 

Hospitals and Sanatoriums 22 © 26 2 @ &S 52 3 
ao Ey, 7 = = PS sg 

Ba 06 a A AR <0 

Sarah Morris Hospital for 
rrr Unit of Michael Reese Hospital 
Shriners Hospital for Crip- 
pled Childrent .......... - Orth Frat 60 .. ee 60 205 
South Chicago Community 
ae Ree ret Gen NPAssn 69 17 8319 40 2,447 
South Shore Hospital°..... Gen Corp 100 20 449 54 2,457 
Surgical Institute for Crip- 
pled Children... ..........0; Unit of Research and Educational Hospital 
Swedish Covenant —* *°Gen Church 160 42 942 94 4,388 
U. S. Marine Hospital*.... Gen USPHS 265 .. -- 184 2,071 
University Hospital*o ...., Gen Corp 100 21 1500 52 2,653 
University of Chicago 
I xk. anincecacecesece Gen NPAssn 355 .. -- 3809 6,838 
Washington Boulevard Hos- 
MEMES Sc civae-cns bdckao Nok e Gen NPAssn 100 10 96 60 2,077 
Wesley Memorial Hosp.*+. Gen Chureh 247 21 = 277 87 3,181 
West Side Hospital¢....... Gen Corp 165 21 151 50 1,928 
Willard Hospital*© ........ Gen NPAssn 115 25 614 71 3,627 
Women and Children’s Hos- 
Es eee Gen NPAssn 125 25 538 60 2,508 
Woodlawn Hospital* ...... Gen NPAssn 86 26 409 59 3,233 
Chicago Heights, 22,321—Cook 

St. James Hospital......... Gen Church 125 20 274 37° 1,706 
Clinton, 5,920—DeWitt 

Dr. John Warner Hospital Gen City 23 4 67 16 = «617 
Compton, 277—Lee 

Compton Hospital ........ Gen Indiv 10 2 ee —- 
Danville, 36,765—Vermilion 

Lake View Hospital°....... Gen NPAssn 145 25 268 96 2,975 

St. Elizabeth Hospital°o..... Gen Chureh 1530 16 475 130 38,222 

Veterans Admin. Facility.. Gen Vet 1,641 «. -- 1,607 768 
Decatur, 57,510—Macon 

Decatur and Macon County 

pS a ae Poe Gen NPAssn 140 25 538 88 3,097 
Macon County Tuberculosis 

Sanatorigm? .:....0..ccde< County 8% .. do 67 68 
St. Mary’s Hospital......... Gen Chureh 155 26 482 119 4,235 
Wabash Employes’ Hosp.. Indus NPAssn 7. # 51 1,319 

De Kalb, 8,545—De Kalb 
De Kalb County Tuberculo- 
sis Sanatorium ........... TB County 42 .. ap 26 52 
De Kalb Public Hospital... Gen City 30 8 = 116 17 740 
St. Mary’s Hospital........ Gen Church 50 69 79 20 787 
Des Plaines, 8,798—Cook 

Northwestern Hospital...... Gen Corp 15 5 72 8 367 
Dixon, 9,908—Lee 

Dixon Public Hospitalo.... Gen NPAssn 60.11 270 41 1,325 
Du Quoin, 7,593—Perry 

Marshall Browning Hospital Gen NPAssn 75 (10 77 2 802 
Dwight, 2,534— Livingston 

Veterans Admin. Facility.. Gen Vet a - 198 1,340 
East Moline, 10,107—Rock Island 

East Moline State Hospital Ment State 2,056 .. «. 2,004- 882 

Rated capacity 1,900 

East St. Louis, 74,347—St. Clair 

Christian Welfare Hospital Gen NPAssn 56 8 247 48 1,721 

St. Mary’s Hospital*°..... Gen Chureh 260 35 603 125 4,863 
Edwardsville, 6,235—Madison 

Madison County Tuberculo- 

sis Sanitarium ........... TB County 9 .. ée 72 89 

Effingham, 4,978—Effingham 

St. Anthony’s Hospital..... Gen Chureh 92 «8 87 37 1,262 
Elgin, 35,929—Kane 

Elgin State Hospitalt...... Ment State 4,600 -» 4,529 -2,291 

Rated capacity 4,500 

Resthaven Sanitarium ..... N&M Indiv %% =. - 72 #214 

St. Joseph Hospital°®....... Gen Church:- 150 18 168 49 1,433 

Sherman Hospital® ........ Gen NPAssn 110 20) 445 86 3,460 
Elmhurst, 14,055—Du Page 

Elmhurst Community Hosp. Gen NPAssn 90 20 329 56 2,674 
Evanston, 63,338—Cook 

Evanston Community Hos- 

po Be eer ee eee Pe Gen NPAssn 21 #4 38 11. 226 
Evanston Hospital*t°...... Gen NPAssn 228 32 929 192 8,604 
St. Francis Hospital*°..... Gen Church 303 50 772 113 7,318 

Evergreen Park, 1,594—Cook 
Little Company of Mary 
TROMIERIOD cece cencevesece Gen Church 135 39 907 £110 6,144 
Ft. Sheridan, 2,000—Lake 
Station Hospital ........... Gen Army 147 6 50 131 3,653 
Freeport, 22,045—Stephenson 
Evangelical Deaconess Hos- 

MERI * 6544.0. 0hs.p'ehed cvatyee os Gen Church 8 16 253 53 2,113 

St. Francis Hospitalo...... Gen Chureh 100 19 247 58 2,387 
Galesburg, 28,8830—Knox . 

Galesburg Cottage Hosp.°. Gen NPAssn 82 18 285 47 1,722 

St. Mary’s Hospital........ Gen Church 100 16 8 207 55 2,010 
Geneseo, 3,406—Henry 

J. C. Hammond City Hosp. Gen City 3 5 67 7 326 
Geneva, 4,607—Kane : . 

Community Hospital®...... Gen NPAssn 73 12 191 36 1,401 
Granite City, 25,130—Madison . 

St. Elizabeth Hospital>....Gen Church 103 22 347 73 2,833 
Great Lakes,—Lake 

U. S. Naval Hospital....... Gen Navy $31 y. $< 85 . 1,308 
Harrisburg, 11,625—Saline 

Harrisburg Hospital ...... Gen Corp 3 1 6. 9 2% 
Lightner Hospital .......... Gen Indiv . 3% § 46 17 876 
Harvard, 2,988—McHenry 

Harvard ona, ae ” Hom. Gen Part 21 6«86 50 13-309 

Harvey, 16,37 . 

‘Ingalls Mi Memoner HospitalGen NPAssn 95 25 458 32 1,743 


Key to symbols and abbreviations is on page 986 
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Herrin, 9,708—Williamson 
Herrin Hospital acewiedee te Gen Indiv 40 
Highland, 3,319—Madison 
St. Joseph’ s Hospital...... Gen Church 72 
Highland Park, 12,203—Lake 
Highland Park Hospital... Gen NPAssn 53 
Hillsboro, 4 .435—Montgomery 
Hillsboro ras Gen NPAssn 33 
Hines,—Cook 
Veterans Admin. Facility... Gen Vet 1,760 
Hinsdale, 6,923—Du Page 
Hinsdale Sanitarium and 
EOUINONG Mike eax A cdnkveces Gen NPAssn_ 110 
Jacksonville, 17,747—Morgan 
Jacksonville State Hospital Ment State 3,216 
Rated capacity 2,900 
Morgan County Tuberculo- 
sis Sanatorium “Oaklawn’’ TB County 40 
Norbury Sanatorium ....... N&M Corp 125 
Our Saviour’s Hospitalo... Gen Chureh 78 
Passavant Memorial Hosp. 6 Gen Chureh 73 
Joliet, 42,993—Will 
St. Joseph’s Hospital*©.... Gen Church 190 
Silver Cross Hospital©..... Gen NPAssn 107 
Will County Tuberculosis 
BRROCOTRINR 05 kek cdkccsices County 96 
Kankakee, 20,620—Kankakee 
Kankakee State Hospital... Ment State 4,017 
Rated capacity 4,100 
St. Mary Hospitalo........ Gen Church 120 
Kenilworth, 2,501—Cook 
Kenilworth Sanitarium ..... N&M Indiv 30 
Kewanee, 17,093—Henry 
Kewanee Public Hospital©.. Gen NPAssn 54 
St. Francis Hospitalo...... Gen Church 56 
Lake Forest, 6,554—Lake 
Alice Home Hospital ...... Gen NPAssn 43 
La Salle, 13,149—La Salle 
St. Mary Hospital©........ Gen Church 85 
Libertyville, 3,791—Lake 
Condell Memorial Hospital Gen NPAssn 25 
Lincoln, 12,855— Logan 
Evangelical Deaconess Hos- 
BEERIP Sj knnnscdikoeauebenie Gen Church 52 
St. Clara’s Hospital........ Gen Church 66 
Litchfield, 6,612—Montgomery 
St. Francis Hospital........ Gen Chureh 156 
Mackinaw, 760—Tazewell 
Oak Knoll Sanatorium...... TB County 45 
Macomb, 8,509—McDonough 
Marietta Phelps Hospitalo Gen Corp 45 
St. Francis Hospital®...... Gen Church 85 
Manteno, 1,140—Kankakee 
Manteno State Hospital.... Ment State 3,555 
Rated capacity 6,300 
Mattoon, 14,631—Coles 
Memorial Methodist Hosp. Gen Church 43 
Melrose Park, 10,741—Cook 
Westlake Hospital ......... Gen Corp 75 
Mendota, 4,008—La Salle 
: Harris Hospital ............ Gen Indiv 15 
Moline, 32,236—Rock Island 
‘ Lutheran Hospital -........ Gen Chureh 135 
Moline Public Hospital®.... Gen City 138 
Monmouth, 8,666— Warren 
Monmouth Hospital ........ Gen City 35 
Morris, 5,568—Grundy 
Morris Hospital ............ Gen NPAssn 35 
Moweaqua, 1,478—Shelby 
Moweaqua Hospital ........ Gen Indiv 24 
Murphysboro, 8,182—Jackson 
St. Andrew’s Hospital...... Gen Chureh 35 
Naperville, 5,118—Du Page 
Edward Sanatorium ........ TB NP Assn §1 
Normal, 6,768—McLean 
Brokaw Hospitalo ......... Gen Church 91 
Fairview Sanatorium ...... TB County w 
North Chicago, 8,466—Lake 
Veterans Admin. Facility... Ment Fed 1,135 
North Riverside (Riverside P.O.), 969—Cook 
Municipal Tuberculosis 
Per oe ere TB City 250 
Oak Forest, 825—Cook 
‘ Cook County Infirmary.... GenChrCounty 1,016 
Cook County Tuberculosis 
Hospital ........... diane bus TB County 634 
Oak Park, 63,982—Cook 
Oak Park Hospital*©...... Gen Chureh 125 
West Suburban Hospital*° Gen NPAssn $27 
Olney, 6,140—Richland 
Olney Sanitarium® ......... Gen Corp 70 
Ottawa, 15,094—La Salle 
pT er err ren TB County 50 
Ottawa Tuberculosis Sanat. TB Corp 117 
Ryburn Memorial Hospital® Gen City 63 
Pana, 5,835—Christian 
Huber Memorial HospitalOGen Church 50 
Paris, 8,781—Edgar 
Paris Hospitalo ............ Gen Corp 40 
Pekin, 16,129—Tazewell 
Pekin Publie Hospital...... Gen NPAssn 53 
Peoria, 104,969—Peoria 
John C. Proctor Hospital Gen NPAssn 100 
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145 50 1,461 
17-192 27 «1,484 
5 47 13 497 
ee -» 1,644 8,701 
15 151 50 1,518 
ee -. 3,185 879 
oe ee 21 40 
ee - 79 = 181 
12 112 40 1,581 
12... 132 43 1,197 
36 785 150 5,124 
18 334 58 2,207 
. 83 69 

4,011 1,340 

12 235 64 2,094 
22 51 

12 172 36 1,115 
11 108 40 = 836 
9 §3 15 599 
15 296 56 1,757 
6 63 8 321 
8 118 35 1,419 
10 97 41 1,064 
8 179 106 3,113 
. es 40 52 
6 77 24651 
10 «165 43 1,524 
3,220 866 

10 79 28 1,104 
16 206 81 1,799 
4 59 4 416 
36 = 372 45 1,578 
22 «(546 76 (2,751 
10 38152 26 = 862 
10 3=(137 18 511 
8 41 13 «170 
6 64 25 «940 
ee 66 86183 

15 212 60 2,506 
oe 45 40 

-- 1,175 183 

sc 10. OB 

° «- 1,015 1,371 

. . 449 

40 652 104 4,439 
100 1,189 147 8,264 


8 No data supplied 


oe 


95 162 


12 311 42 -‘1,963 
12 57 «19 «709 
6 % 322 1,123 
15 275 =~ 40_‘1,520 


18 No data supplied’ 
Key to symbols and abbreviations is on page 986 
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Methodist Hospital of Cen- - a . 
tral Illinois® .............. Gen Church 195 36 819 
Michell Farm ............ -»-» N@M Indiv 26 (t so 
Peoria Municipal Tubercu- 
losis Sanitarium+ ........ T City 8. es 
Peoria Sanitarium ......... N&M Indiv 2 4. ee 
Peoria State Hospital®.. ects Ment State 2,495 .. 5 
Rated capacity 2,500 
St. Francis Hospital*°o..... Ge 35 27 
Pert, 9,121 La Sal 1 Gen Church 350 47 1,277 
Peoples Hospitalo ..........Gen NPAssn 40 10 120 
Pontiac, 8,272—Livingston 
Livingston County Sanat.. TB County 38... as 
St. James’ Hospital........ Gen Church 40 12 177 
Princeton, 4,762—Bureau 
Julia Rackley Perry Memo- 
rial Hospital .............. en City 41 9 165 
Quincy, 39,241—Adams 
Blessing Hospitalo ......... Gen NPAssn 125 20 364 
BE | ao dackes vans dhicavecs TB County 50. ve 
St. Mary Hospital*o genous Gen Chureh 195 20 481 
Rantoul, 1,555—Champaign 
Station i ee re en Army 50.61 1 
Red Bud, 1,208—Randolph 
St. Clement’s Hospital..... Gen Church 3 s 29 : 
Robinson, 3,668—Crawford 
Robinson Hospital °......... Gen Part 1s 3 15 
Rockford, 85,864-- Winnebago 
Elmiawn (Wilgus Sanit.)..N&M _ Indiv 2543 Re 
Rockford Hospital® ........ Gen NPAssn 82 18 248 
Rockford Municipal Tuber- 
culosis Sanatorium? ..... TB City 126 .. ‘ii 
St. Anthony’s Hospitalo... Gen Chureh 180 40 734 
Swedish-American Hospital® Gen NPAssn 72 10 317 
Winnebago County Hosp....GenIso County m4 41 
Rock Island, 37,953—Rock Island 
Rock Island County Tuber- 
culosis Sanatorium ....... TB County : er ‘ean 
St. Anthony’s Hospital*©.. Gen Church 150 18 205 
Rosiclare, 1,794—Hardin 
Rosiclare Hospital ......... Gen Indiv 13 $3 20 
Rushville, 2,388—Schuyler 
Culbertson Hospital ........ Gen Indiv «| 15 
St. Charles, 5,377—Kane 
St. Charles City Hospital..Gen NPAssn 20 6 48 
Savanna, 5,086—Carroll 
Savanna City Hospital.....Gen City 15 5 42 
Shelbyville, 3,491—Shelby 
Shelby County Memorial 
MERE iwc cngcdaces oxdna? en NPAssn 16 «(5 49 
Springfield, 71,864—Sangamon 
Palmer Sanatorium ....... Corp :: San a 
St. John’s Crippled Chil- 
dren’s Home......... «seeee- Unit of St. John’s Sanitarium 
St. John’s Hospital°®........ Gen Church 560 40 
St. John’s Sanitarium......TbOr Church 300 .. ae 
Springfield Hospital° ......Gen NPAssn 100 15 394 
Spring Valley, 5,270—Bureau 
St. Margaret’s Hospital.... Gen Church 68 7 185 
Sterling, 10,012—Whiteside 
Home Hospital ........ «eee. Gen NP Assn 2 6 57 
Public Hospital> ...........Gen City 51 12° 273 
Streator, 14,728—La Salle 
St. Mary’s Hospital...... --Gen Church 125 10 317 
Sublette, 261—Lee 
Angear Maternity Hospital Mat Indiv 10 10 51 
Sycamore, 4,021—De Kalb 
Sycamore Municipal Hosp. Gen City gs 9 73 
Taylorville, 7,316—Christian 
St. Vincent Hospital....... Gen Church 62 12 165 
Tuscola, 2,569—Douglas 
Douglas County Jarman 
Hospital ........ seceseeeeee Gen County 3 5 95 
Urbana, 13,060—Champaign 
Carle Memorial Hospital...Gen Corp 4 10 80 
Champaign County Hosp.. rs County 55 6«8~Ssd01 
Mercy Hospital ........... Church 60 12 19 
The Outlook ........... dae TB. County gape as 
Vandalia, 4,342—Fayette 
Mark Greer Hospital........Gen Indiv 30. «8 45 
Waterman, 520—De Kalb 
East Side Hospital .........Gen Indiv 2 7 56 
Watseka, 3,144—Iroquois 
Iroquois Hospital ..........Gen NPAssn 41°11 180 
Waukegan, 33,499—Lake 
Lake County General Hosp.Gen County 8 12 151 
St. Therese’s Hospitalo....Gen Chureh 150 21 472 
Victory Memorial HospitalGen NPAssn 76 14 301 
Winfield, 445—Du Page 
Winfield Sanatorium ....... TB NPAssn 7 .. rr 
Zace Sanatorium ........... TB NPAssn SO .. ne 
Woodstock, 5,471—McHenry 
Woodstock Public HospitalGen NPAssn 21 7 80 
Zeigler, 3,816—Franklin : 
Zeigler Hospital ............Gen  NPAssn 13 2 be 
. Related Institutions 
Arrowsmith, 297—MecLean 
L. M. Johnson Hospital....Gen Indiv 10 2 17 
Avon, 799—Fulton 
ders Hospital Seiten seo .-Gen NPAssn 12 4 38 
Cusnee. 3,376,488—Coo 2 
Beverly Hills Rest Home.... Conv Indiv 10 .. ee 








our. A. M. A. 
cH 26, 1938 





wn 
(=| 
© & 
e3 3 
s § = 
> 
<0 & 
156 5,215 
14 46 
89 172 
18° 107 
2,537 868 
282 9,93 
80 = 750 
31 42 
20° 785 
26 1,102 
78 2,520 
4748 
130 4,191 
22 747 
10 258 
3 119 
22 «187 
65 2,300 
111 1% 
120 4,261 
59 1,853 
47 1,008 
66 = 74 
72 2,486 
4 2% 
5 220 
7 238 
5 1% 
1 = 407 
596 
404 10,707 
20 463 
84 2,973 
52 1,645 
10 ‘531 
23 1,208 
76 3,007 
3. = 
1 465 
48 1,676 
21 8a 
23 1,480 
3 692 
54 1,979 
34080 
19 658 
14 BB 
35 1,255 
a i 
4 
$4 1,731 
1 
30.~—Ss 
12 «(8d 
to 
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4,261 
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A) 463 
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Chicago Home for Convales- 


cent Women and Children Conv NPAssn 41 
. Chicago Home for Incur- 
MD hice aien dined dcoccvs . Ine NPAssn 290 
Dora Levine Gordon “Rest 
Home ............ . Cony Indiv 15 
House of Correction. Hosp. Inst City 75 
Isolation Hospital ......... SmPox City 35 
Long’s Convalescent Home Cony Indiv 14 
North Side Rest Home...... N&M Part 10 
Parkway Lodge Convalescent 
Home for Men and Women Cony NPAssn 226 
Salvation Army Women’s 
Home and Hospital....... Mat Church 25 
Washington and Jane Smith 
pe ee eee InstGen NPAssn 21 
Decatur, 57,510—Macon 
City Public Hospital....... Iso City 26 
Dixon, 9,908—Lee 
Dixon State Hospital...... MeDe_ State 52 
Rated capacity rie 
F!dorado, 4,482—Saline 
Ferrell Hospital .......... .. Gen Indiv 12 
Evanston, 63,338—Cook 
Grove House for Convales- 
cents ..... ikoreweaue Sree iaave Conv NPAssn 26 
The Oradle .......csccsccees Chil NPAssn 3 
Fairbury, 2,310—Livingston 
Fairbury Hospital ......... Gen NPAssn 10 
Geneva, 4,607—Kane 
State Training School for 
GE Su acc cuwscesessicccss Inst State 25 
Godfrey, 201—Madison 
Beverly Farm ........sseee- MeDe Corp 72 
Henry, 1,658—Marshall 
Drs. Coggeshall and Dysart 
HOGIEEE csciknud cvscissicrcee Gen Part 7 
Hinsdale, 6,923—Du Page 
West Suburban Home for 
GER eatnewie ncbaetssnnde Mat NPAssn 20 
Lincoln, 12,855—Logan 
Lineoln State School and 
CORSE 5 sk onsets sin danved MeDe State 8,854 


Rated capacity 4,379 


Mattoon, 14,631—Coles 
I dependent Order Odd Fel- 
iows Old Folks Home Hos- 
DICGE  ‘nstencaesusouseassaccee Inst Frat 
Me :ard, 22—Randolph 
Jilinois Seeurity Hospital... Ment State 
Rated capacity 
Prison Hospital of Illinois 


State Penitentiary. ....... Inst State 
Mei ropolis, 5,573—Massac 
Fisher Hospital ............ Gen Indiv 


Minonk, 1,910—Woodford 
Woodford County Tubercu- 
losis Sanatorium ......... TB County 
Mooseheart, 1,519—Kane 
Mooseheart Memorial Hosp.InstChilFrat 
Mt. Prospect, 1,225—Cook 
Mt. Prospect General Hosp. Gen Indiv 
Normal, 6,768—McLean 
Soldiers’ and Sailors’ Chil- 
dren’s School ............ Inst State 
Paxton, 2,892—Ford 
‘Paxton Community Hosp.. Gen NPAssn 
Pontiac, 8,272—Livingston 
illinois State Penitentiary 
HOMBRE asicdscsivevesciee Inst State 


Princeville, 994—Peoria. 


Seven Oaks Rest Home and 
Hospital ........ Liemose Gigs Gen Indiv 
Quincy, 39,241-Adams 
Quincy Memorial Sanitarium Conv NPAssn 
St. Charles, 5,377—Kane 
St. Charles School for BoysInst State 
Urbana, 13,060—Champaign 
McKinley University Hosp..Inst State 
Wedron, 202—La Salle 
St. Joseph’s Health Resort Conv Church 
West Chicago, 3,447—DuPage 
Country Home for Conva- 
lescent Crippled Children Orth NPAssn 
Wheaton, 7,258—Du Page 


' Mary E. Pogue School....... MeDe_ Indiv 
Wheeling, 467—Cook 

Wheeling Hospital ......... Gen Indiv 
White Hall, 2,928—Greene 

White Hall Hospital....... Gen Indiv 
Winnetka, 12,166—Cook 


North Shore Health Resort Conv Corp 


Summary for Iinois: Number __ Beds 


Hospitals and sanatoriums.. 260 65,017 
Related institutions........... 44 9,416 


sveveseseccese 304 74,433 





Totals 
Refused registration.......... 46 1,661 
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s 3 : 

oS wu r) = 
& g2 32 2 
@ 85 &8 & 

ao ss 68 3 

Awvwm «40 < 
37 228 

. as 280 65 

cm Ra ae 
37 1,507 

‘ eee 

9 58 

7 3 

‘ 171 757 

12 194 71 244 
p 10 110 

' 13 207 
8,733 519 

2 9 3 144 
a 15 138 
28 ©2538 

5 70 5 320 


oe ee 64 15 


pA 38 155 

400 115 

28 6633 

2 29 4 307 

8 5 

42 1,798 

4 20 38 200 

se ax 17s «892 

4 74 6 462 

i ia 17 876 

4 24 7 48 

- ; 9 115 

és ‘ ca: 
7 ; te 

ee 46 = 888 

i “a 78 92 

ahh) . 87 14 

4 8 1 18 

5 50 6 275 

“sn oe 50 =. 282 

Average 


Census Admissions 

54,409 620,465 
9,189 15,014 

63,598 635,479 
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Anderson, 39,804—Madison 
St. John’s Hickey Memorial 
REOGBIERIO ...ccccccccce caste Gan Church 
Angola, 2,665—Steuben 
Cameron Hospitals ......... Gen Indiv 
Argos, 1,211—Marshall 
Kelly Hospital .............. Gen NPAssn 
Auburn, 5,088—De Kalb 
Dr. Bonnell M. Souder Hosp. Gen Indiv 
Batesville, 2,838—Ripley 
Margaret Mary Hospital... Gen Church 
Bedford, 13,208—Lawrence 
Dunn Hospital ............. Gen Corp 
Beech Grove, 3,552—Marion 
St. Francis’ Hospital........ Gen Church 
Bloomington, 18,227—Monroe 
Bloomington Hospitalo ceca Me NPAssn 
Bluffton, 5,074—Wells 
Wells County Hospital..... Gen County 
Brazil, 8,744—Clay 
Clay County Hospital...... Gen County 
Clinton, 7,936—Vermillion 
Vermillion County Hospital Gen County 
Columbus, 9,935—Bartholomew 
Bartholomew County Hosp. Gen County 
Connersville, 12,795—Fayette 
Fayette Memorial Hospital Gen NPAssn 
Crawfordsville, 10,355—Montgomery 
Culver Hospital ............ Gen County 
Crown Point, 4,046—Lake 
Lake County Tuberculosis 
PEED. cdicdcesecaccos TB County 
Decatur, 5,156—Adams 
Adams County Memorial 
WEEE. cuSicdidaccheccedda Gen County 
East Chicago, 54,784—Lake 
St. Catherine’s Hospital*©. Gen Church 
Elkhart, 32,949—Elkhart 
Elkhart "General Hospital... Gen NPAssn 
Elwood, 10,635—Madison 
Merey Hospital Picuetiesenes Gen Church 
Evansville, 102,249—Vanderburgh 
Boehne Tuberculosis Hosp.*+ TB County 
Evansville State Hospital.. Ment State 
Rated capacity 1,200 
Protestant Deaconess Hosp.° Gen ‘hureh 
St. Mary’s Hospital°....... Gen Church 
U. S. Marine Hospital...... Gen USPHS 
Welborn-Walker Hospital©. Gen Corp 
Ft. Benjamin Harrison,—Marion 
Station Hospital ........... Gen Army 
Ft. Wayne, 114,946—Allen 
Irene Byron Sanatorium... TB County 
Lutheran Hospital*© ...... Gen Church 
Methodist _——— Hosp.°Gen Chureh 
St. Joseph Hospital*°©...... Gen Chureh 
Frankfort, 12,196—Clinton 
Clinton County Hospital... Gen County 
Garrett, 4,428—De Kalb 
Sacred Heart Hospital...... Gen Church 
Gary, 100,426—Lake 
Methodist Episcopal Hosp.° Gen Church 
St. Antonio Hospital....... Gen Corp 
St. John Hospital (col.)... Gen Indiv 
Ct. Mary’s Merey Hosp.*°o. Gen Chureh 
Greencastle, 4,613—Putnam 
Putnam County Hospital..Gen County 
Greensburg, 5,702—Decatur 
Decatur County Memorial 
pT ER eee . Gen County 
Hammond, 64,560—Lake 
Mount Merey Sanitarium... N&M Church 
St. Margaret’s Hospital*°. Gen Chureh 
Hartford City, 6,613—Blackford 
Blackford County HospitalGen County 
Huntington, 13,420—Huntington 
Huntington County Hosp..Gen County 
Indianapolis, 364,161—Marion 
Central State Hospital+.... Ment State 


1,875 .. -- 1,869 362 


Rated capacity 1,775 


Community Hospital (col.)Gen NPAssn 3 5 28 8 327 
Dr. W. B. Fletcher’s Sana- 

torium (Neuronhurst) ...N&M Corp SO .. a 21 #135 
Flower Mission Memorial 

pO ee Unit of Indianapolis City Hospital 
Indianapolis City Hosp.*#° Gen City 634 39 626 . 437 10,647 


Indiana University Hos- 


DITOR. vsceccccttipescecs Gen State 466 38 890 382 9,421 
James Whitcomb Riley Hos- : 

pital for Children........... Pediatrie Unit of Indiana Univ. Hospitals 
Kiwanis Home................ Unit of Indiana University Hospitals 
Methodist Episcopal Hos- 

WONAIIIND oh. na wkncgsvsias 00-08 Gen Church 505 59 1,419 438 22,200 
“Norways” Sterne Memo- 


rial Hospital .............. N& 


Corp 


M 
Robert W. Long Hospital.. _——s por Surgical Unit of ‘Indiona Uae 


ip 
Rotary Convalescent Home.. Unit of Indiana wane a 


St. Vineent’s Hospital*°o.... Gen 
Veterans Admin. Facility... Gen 


Hos 


167 7,105 
7 1,764 


Vet 15 
William H. Coleman Hospital eee Unit a "ae Indiana University 
ospitals 


for Women 
Jeffersonville, 11,946—Clark 
Clark County Memorial 


Hospital ...................Gen | County 











Jour. A. M. A. 
Marcu 26, 1938 
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Kendallville, 5,439—Noble Anderson, 39,804—Madison 
_ Lakeside Hospital ......... Gen City 22.12 68 12 598 Ella B. Kehrer Hospital.... TB County 65 ‘ 38 69 
Kokomo, 32,843—Howard Hoppes Lying-In Hospital. Mat Indiv 11 11 158 3 158 
Good Samaritan HospitalOGen Church <3 - 27 +448 | Butlerville, 266-—Jennings 
St. Joseph Memorial Hosp. Gen Church 12 «417 30 1,091 Muscatatuck Colony ....... MeDe State 604... -» 600 50 
LaFayette, 26,240—Tippecanoe Rated capaciy 624 
LaFayette Home Hospital® Gen NPAssn 130 25 268 55 2,06 Dillsboro, 502—Dearborn 
St. Elizabeth Hospital*°o... Gen Church 25 20 594 1388 4,811 Dillsboro Sanitarium ....... Conv Corp 6 ea OD - wis 
William Ross Sanatorium.. TB County ee re 40 51 Evansville, ae. ne 
La Porte, 15,755—La Porte French Hospital ............ Proct NPAssn ee ge 4 230 
Fairview Hospital .......... Gen NPAssn 34 8 67 18 698 Ft. Wayne, 114,946—Allen 
Holy Family Hospital...... Gen Chureh 90 15 265 66 2,122 Ft. Wayne State School... MeDe State 1,900 .. «. 2,080 + 200 
Lebanon, 6,445— Boone Rated capacity 1, se 
Witham Memorial Hospital Gen County 25 6 92 20 = 587 Grace Convalescent Hosp.. Conv Indiv =" a 10 53 
Logansport, 18,508—Cass Medical Center Hospital... Gen Part +H 7 119 8 476 
Cass County Hospital...... Gen County 40 8 132 35 1,301 Greencastle, 4,613—Putnam 
Logansport State Hospitalt Ment State 1,688 .. -- 1,658 290 Indiana State Farm Hosp.Inst State ie ae 12 1,085 
E Rated capacity 1,340 Greensburg, 5,702—Decatur 
St. Joseph’s Hospital....... Gen Church 50 10 87 33 1,030 Odd Fellows Home HospitalInst Frat a. : m 60 243 
Madison, 6,530—Jefferson Indianapolis, 364,161—Marion : : 
Kings Daughters. Hospital.Gen NPAssn 50 10 54 20 728 ee ‘Orphan Asy- 
Marion, 24,496—Grant NPAssn 12 4 290 
Marion General Hospital®>..Gen NPAssn 55 7 = 181 32 1,140 Indiana State School for the ere ee ‘ 
ee en 4a oe el ee Inst State 24... No data supplied 
Hespit , ounty, Memoria é Pp Le . Julietta Insane Hospital... . Ment County 400 .. No data supplied 
» SR OBPEEE) 200022 0s cuteness xen = County 8 5 55 7 515 Suemma Coleman Home... Mat NPAssn 22 18 4 1582 
Michigan City, 26,735—La Porte Knightstown, 2,209—Henry 
Cline TIOSDIGE! ....<sccccss 7en Corp 50 10 35 22 Indiana Sailors’ and Sol- 
St. Anthony’s Hospital..... Gen Church 100 15 194 31 1,172 diers’ Children’s Heme Inst State 37 13 920 
Mishawaka, 28,630—St. Joseph Kramer, 1,200-—Warren at S 
St. Joseph Hospital®....... Gen Church 102 18 476 60 2,330 Mudlavia Springs Hotel and 
Muncie, 46,548—Delaware ‘ Sanitarium ............c000 onv Corp 35 200 
_Ball Memorial Hospital*+o Gen NPAssn 213 25 621 146 4,618 LaFayette, 26,240—Tippecanoe , bo) SO 
New Albany, 25,819— Floyd > Indiana State Soldiers’ Home 
St. Edward’s Hospital...... Gen Church 100 14 182 49 1,641 . 4 
"Ys ee EPR ae nst State 140 ee 55 —s 38 
Newcastle, 14,027—Henry L 1,640-_L 
Henry County Hospital....Gen County 60 9 191 40 1,514 agrange, 1,040-— Lagrange : 
‘link ; ae: ron Erwin Hospital ............ Gen Indiv es 16 3 76 
Clinfie Hospital ........00. Gen Part 1 5 100 9 Peay 
North Madison, 573—Jefferson Michigan City, 26,736—La Porte 
Madison State Hospital.... Ment State 1,671 .- 1,640 338 Indiana Hospital for Insane e 
Rated capacity 1,580 CPI Sa ik ccweccgeesccene Ment State ae as ee 19 
Oaklandon, 350—Marion Rated capacity 200 
Sunnyside Sanatorium ..... TB County 250 a 254 228 Indiana State Prison Hosp.Inst State 80 .. 50 1,165 
Peru, 12,730—Miami Michigan City Sanitarium. Cony Corp << Estab. 1937 
Dukes-Miami County Memo- Mooresville, 1,910—Morgan 
rial Hospital ............. en County 48 12 130 30 987 Comer’s Sanitarium ........ Proct Indiv yee a oo” Oe 
Wabash Railroad Employees Newcastle, 14,027—Henry 
OS rr rer ndus NPAssn 50 31 624 Indiana Village for Epilep- 
Plymouth, 5,290—Marshall WM cckasuorischvdnasebeie . Epil State 933 .. 919 «110 
Parkview —— paceeantea'§ Gen NPAssn 30 8 4158 22 917 Rated capacity 915 
Portland, 5,276—Jay eae 2 . 
Jay County Womens Hosp. Gen Corp 145 69 11 603 te rm sf — oo 
Princeton, 7,505—Gibeon . Maapltel .....0005.céese0ss Inst State 120 .. BA 2,030 
Methodist go Hosp. Gen Church 29 6 105 16 4 8=6549 Plainfield, 1,617—-Hendricks I 
Rensselaer, 2,798—Jasper — - 
Jasper County qHospital... Gen County 38 10 176 2 984 eae roe vane Hosp. Inst State 31. . 4 471 E 
Richmond, 32,493—Wayne oe ia . 
Reid Memorial Hospital>..Gen NPAssn 126 22 366 74 2,845 Dr. Charles Titus Hospital. ENT Indiv 7 “ 2 il F 
Richmond State Hospital.. — Pe 1,873: .. oo. 1,500 - 388 s ter indi Average r 
ed capacity 1,431 ummary for Indiana: : - ‘ | 
Smith-Esteb Memorial Hosp.TB County °50... -.. 28 50 Number Beds § Census Admissions 
Rochester, 3,518—Fulton Hospitals and sanatoriums.. 111 18,747 15,826 187,889 F 
Woodlawn Hospital ....... Gen Indiv 31-5 42 s ji Related institutions.......... 25 4,965 4,483 12,200 
Rockville, 1,8832—Parke — = Fi 
Indiana State Sanatorium. TB State 300 206 =—-:160 Totals. .......ccseccecceees - 136 23,712 20,309 200,089 
Rushville, 5,709—Rus Refused registration.......... 19 820 
City’ Hospital .:....:.....5. Gen City We fae | 3 156 . Ft 
Seymour, 7,508—Jackson é 
Sehneck Memorial HospitalGen NPAssn 23 5 100 18 710 IOWA 
Shelbyville, 10,618—-Shelby a a z § 
W. S. Major Hospital...... Gen City 210 #98 19 80 29 ee 3 Gr: 
South Bend, 104,193—St. Joseph Se «7% 2 8, &e § ¢ 
Epworth Hospital*© ....... yen NPAssn 155 37 725 110 4,795 ee ree) o & £4 eo | S 
Healthwin Hospital ........ TB County 215 .. oeit) SO twee Hospitals and Sanatoriums BE 5° 2 S&S s& $5 «4 Ha 
Pennington Sanitarium .... N&M Indiv a im ried ag 65 of A 2m 40 4 E 
St. Joseph Hospital*o..... Gen Chureh 125 22 6570 72 2,710 | Akron, 1,304—Plymouth Ha 
Sullivan, 5.306—Sullivan Akron Hospital ............Gen Indiv “6 Be 4 199 L 
Mary Sherman Memorial Albia, 4,425—Monroe Ha 
ae Be ar eee jen «County 50 7 86 27 = 763 Miner’s Hospital ......... ... Gen Indiv 9 «4 18 8 551 H 
Tell City, 4,873—Perry Algona, 3,985—Kossuth Hul 
Parkview Hospital ........ Gen Indiv ee 11 4 322 Kossuth Hospital ........... Gen Indiv % 5 96 12 H 
Terre Haute, 62,810—Vigo Alta, 1,297—Buena Vista Ida 
St. Anthony’s Hospital*°©... Gen Church 176 2 298 94 2,997 Alta Community Hospital. Gen NPAssn 1 5 20 gs 18 Id 
Union Hospital® ........... Gen NPAssn 154 20 364 102 3,585 | Anamosa, 3,579—Jones Inde 
Union Citv. 3,084—Randolph Mercy Hospital ............ .Gen Church 3 12 86 15 5 
Union City Hospital........ Gen Indiv 15. .3 28 8 351 Atlantie, 5,585—Cass 
Valparaiso, 8,079—Porter Atlantic Hospital ..... ...eGen Corp 3 6 84 19 Gf 
Christian Hospital ........ Gen NPAssn 20 5 95 12 =«524 Battle Creek, 804—Ida 
Veterans Administration Hospital,—Grant New Battle Creek Hospital..Gen Indiv 0 6 s in 4 
Veterans Admin. Facility... Ment Vet 500 1,500 469 Boone, 11,886—Boone 
Vincennes. 17,564—Knox Boone County Hospital....Gen County 388 10 2356 17786 
Good Samaritan Hosvitalo Gen County 92 ..9.. 127 52 1,778 Burlington, 26,755—Des Moines 
Hillerest Tuberculosis Hosp. TB County a wis Estab. 1937 Burlington Protestant Hos- 
Wabash, 8,840—Wabash MARBIO Ss An ecug, bac pieebhe .Gen NPAssn 105 20 199 81 2061 
Wabash County Hospital..Gen County 38 6 101 28 839 Mercy Hospital® ...........Gen Church 125 20 162 45 1,32 
Warsaw, 5.730—Kosciusko St. Francis Hospital........Gen | Church 50 15 67 30 600 
McDonald Hospital ......... Gen Indiv 3.8 150 18 721 Carroll, 4,691—Carroll Keo 
Murphy Hospital .......... Gen Indiv ie 25 6 245 St. Anthony Hospitalo...... Gen Church 108 22 403 59 2,314 
Washington, 9,070—Daviess Cedar Falls, 7,362—Black Hawk 
Daviess County Hospital... Gen County 65 15 134 33 1,342 Sartori Memorial Hosp..... Gen City 3 6 107 14 715 
Williamsport, 1,053—Warren Cedar Rapids, 56,097—Linn a 
Williamsport Hospital ..... Gen Indiv 14 64 9 5 182 Mercy Hospital*o pa he ne Church 125 20 510 85 2,796 
Winchester, 4,487—Randolph St. Luke’s Methodist Hos- st 
Randolph County Hospital Gen County 30 4 106 18 885 ME succes eberannecn ..Gen. Chureh 130 20 442 89 9,516 
Wolflake, 250—Noble Centerville, 8, '147—Appanoose . : 
Luckey Hospital ........... Gen Part 0 6 15 9 245 St. Joseph's Mercy Hosp...Gen Church “4 6 no a7 1 
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Chariton, 5,365—Lucas 
Yocom Hospital ..........:. Gen Indiv 1605 30 10 = 367 
Charles City, 8,0839—Floyd 
Cedar Valley Hospital...... Gen City 6 & 1172 22 1,199 
Cherokee, 6,443—Cherokee e 
Cherokee State Hospital.... Ment State 1,687 .- 1,660 473 
Rated capacity 1,120 
Sioux Valley Hospital...... Gen NPAssn $ 6 139 30 1,108 
Clarinda, 4,962—Page : 
Clarinda State Hospital... Ment State 1,629 .. -- 1,673 _541 
Rated capacity 1,250 
Clinton, 25,726—Clinton % 
Jane Lamb Memorial Hosp.° Gen NPAssn 100 12 ~~ 265 50 1,886 
St. Joseph Mercy Hosp.°... Gen Church 85 12 202 38 1,156 
Colfax, 2,213—Jasper 
Colfax Sanitarium ......... Gen Corp 26 No data supplied 
Council Bluffs, 42,048—Pottawattamie 
Jennie Edmundson Memo- 
rial Hospital*© ........... Gen NPAssn 117 14 235 66 2,112 
Merey Hospital*© .......... Gen Chureh 166 14 206 93 2,951 
St. Bernard’s Hospital...... N&M Church 240 161 257 
Creseo, 3,069—Howard 
St. Joseph Merey Hospital..Gen Church 2% 7 68 8 335 


Creston, 8,615—Union 





Greater Community Hosp.. Gen NPAssn 50 
Davenport, 60,751—Seott 
Merey Hospital*© .......... Gen Chureh 125 20 546 
Pine Knoll Sanitarium...... TB County 110 <i 
St. Elizabeth’s and _ St. 
John’s Hospitals ......... Units of Mercy Hospital 
St. Luke’s Hospital°© ....... Gen Church 81.19 423 
Decorah, 4,581—Winneshiek 
Lutheran Hospital ......... Gen Church 30. 6 106 
Denison, 3,906—Crawford ; 
Denison Hospital ........... Gen Indiv 1 3 16 
Des Moines, 142,559—Polk 
Broadlawns Polk County 
Publie Hospital*©® ....... 7en County 1380 17 346 
Broadlawns Polk County 
Publie Hospital .......... Iso County 30 <i 
Broadlawns Polk County 
Publie Hospital .......... TB County 100 .. ah 
Iowa Lutheran Hosp.*°®.... Gen Chureh 125 20 410 
Iowa Methodist Hosp.*°...Gen | Church 231 40 809 
Merey Hospital*o .. Gen Chureh 163 23 463 
The FROGUGGe ° vcvsccsuncgancts N & Corp SO .. ee 
Veterans Admin. Facility.. Gen Vet 300 .. ee 
Dubuque, 41,769—Dubuque 
Finley HospitalO ........... Gen NPAssn 0.3 
£t. Joseph Mercy Hosp.°... Gen Chureh 15 2% 3% 
St. Joseph Sanitarium...... N&M Church 200 os 
Sunny Crest Sanatorium... TB County 70 t 
Emmetsburg, 2,865—Palo Alto 
Palo Alto Hospital......... Gen NPAssn 14 «6 36 
Estherville, 4,940—Emmet 
Coleman Hospital .......... Gen NPAssn $6.7 14 
Fairfield, 6,619—Jefferson 
Jefferson County Hospital. Gen County "st." 
Forest City, 2,016—Winnebago 
Irish Hospital .............. en Indiv m.% 80 
Ft. Des Moines, 2,000—Polk 
Station Hospital ........... yen Army 60 4 $7 
Ft. Dodge, 21.895—Webster 
Lutheran Hospital ......... Gen Chureh 79 17 268 
St. Joseph Mercy Hosp.°%... Gen Chureh mw 2 6S 
Ft. Madison, 13.779—Lee 
, S. F. Railway Em- 
ployee’s Hospital ........ Indus NPAssn 40 .. ve 
Sacred Heart Hospital...... Gen Chureh 60 10 134 
Grinnell, 4,949—-Poweshiek 
Grinnell Community Hosp.. Gen NPAssn 54 6 5 
St. Francis Hospital........ Gen Chureh 40 10 67 
Hamburg, 2,103— Fremont 
Hamburg Hospital ......... Gen Indiv 16 4 45 
Hampton, 3,473—Franklin 
Lutheren Hospital ......... Gen Church 46 8 105 
Hartley, 1.272—O’ Brien 
Hand Hospital ............ Gen Indiv 12 4 $2 
Hull, 995—Sioux 
Hull Hospital .............. Gen Corp 1 3 14 
Ida Grove, 2,206—Ida 
Ida Grove General Hosp.... Gen Part 12 4 21 
Independence, 3,691—Buchanan 
Independence State Hosp... Ment State 1,823 
Rated capacity 1,284 
Peonles Hospital ........... Gen NPAssn 2. Wit 
Iowa City, 15,340—Johnson 
Children’s Hospital ........ Unit of University Hospitals 
Towa State Psychopathic 
Hospital# ..........5- ....- Ment State ee “a 
Rated capacity 60 
Merey Hospital© ............ Gen Chureh 100 15 280 
University Hospitals*#© ...Gen State 900 54 1,417 
Iowa Falls, 4,112—Hardin 
Ellsworth Municipal Hosp... Gen City 35 «(10 88 
Keokuk, 15,106—Lee 
Graham Protestant Hosp.0Gen NPAssn 75 10 134 
8‘. Joseph’s Hospital®...... Gen Chureh 125 15 196 
Knoxville, 4,697—Marion 
Veterans Admin. Facility... Ment Vet 1,015 .. ne 
Lake City, 2,012—Cathoun 
eCrary Hospital ..........Gen Indiv 35 10 51 
Vay Memorial Hosp......Gen Part 16 5 4 
Mars, 4,788—Plymouth 
Sacred Heart Hospital>....Gen Church 50 10 143 


5 No data supplied 


79 2,988 
738 0137 
44 2,121 
7 = 537 

3 280 
110 4,033 
22 «443 
56 87 
82 3,965 
180 7,545 
105 4,163 
43 138 
264 2,352 
39 1,685 
82 2,447 
183 552 
67 85 
8 347 
17s 866 
13-529 
9° 312 
70 1,649 
44 2,118 
50 1,999 
1g 419 
30 1,263 
16 = 706 
29 ~=960 
11 504 
25 1,054 
4 192 

9 398 

4 152 
1,751 387 
18 782 
38 32 
69 1,703 
774 20,198 
15 8:6 
47 1,380 
62 1,574 
890 354 
ll ==§29 
10 «347 
26 1,060 
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Manning, 1,817—Carroll 
Wyatt Memorial Hospital.. Gen NPAssn 20 
Maquoketa, 3,595—Jackson 
City Memorial Hospital.... Gen Indiv 20 
Marshalltown, 17,373—Marshall 
Evangelical Deaconess Home 
and Hospital©® ..:.......... Gen Chureh 135 
St. Thomas Mercy Hosp.°.. Gen Church 70 
Mason City, 23,304—Cerro Gordo 
Park Hospital .............. Gen Corp 42 
St. Joseph’s Mercy Hosp.°. Gen Church 88 
Story Hospital .............. Gen Part 1 
McGregor, 1,299—Clayton 
McGregor Hospital ......... Gen Indiv 10 
Monticello, 2,259—Jones - 
John MeDonald Hospital.... Gen NPAssn 30 
Mt. Pleasant, 3,743—Henry - 
Mt. Pleasant State Hosp... Ment State 1,483 
Rated capacity 1,640 
Muscatine, 16,778—Musceatine 
Bellevue Hospital .......... en NPAssn 30 
Benjamin Hershey Memorial 
IE oo ck nccctiosc¥icevesse Gen NPAssn 50 
Nevada, 3,133—Story 
Iowa Sanit. and Hospital. Gen Church 35 
New Hampton, 2,458—Chickasaw 
St. Joseph’s Hospital....... Gen Church 51 
Newton, 11,560—Jasper 
Mary Frances Skiff Memo- 
FiGl EAOGRECRL ..ccccccccce. Gen City 43 
Oakdale,—Johnson 
State Sanatorium .......... TB State 420 
Oelwein, 7,794—Fayette 
Mercy Hospital ............ Gen Church 25 
Onawa, 2,538—Monona 
Onawa Hospital ............ Gen Indiv 10 
Osceola, 2,871—Clarke 
Harken Hospital .. Indiv 20 
Osceola Hospital ..... Part 20 
Osceola Sanitarium Indiv 10 
Oskaloosa, 10,123—Mahaska 
Mercy Hospital ............ Gen_=— Part 30 
Ottumwa, 28,075—Wapello 
Ottumwa Hospital ........ Gen NPAssn 2 
St. Joseph Hospitalo........ Gen Chureh 75 
Sunnyslope Sanatorium .... TB County 100 
Perry, 5,881—Dallas 
Kings Daughters Hospital.. Gen NPAssn 25 
Red Oak, 5,773—Montgomery 
Murphy Memorial Hospital. Gen City 14 
Sheldon, 3,320—O’ Brien 
Sheldon Good Samaritan 
BUIONE fvcdssimbenss sted <e> Gen Chureh 20 
Shenandoah, 6,502—Page 
Hand Memorial Hospital... Gen NPAssn 27 
Sibley, 1,870—Osceola 
Osceola Hospital .......... Gen Part 18 
Sibley Hospital ............ Gen Indiv 18 
Sigourney, 2,262—Keokuk 
Sigourney Hospital ........ Gen Indiv 10 
Sioux City, 79,1883—Woodbury } 
Lutheran Hospitalo ........ 7en Church 90 
Methodist Hospitalo ....... Gen Church 120 
St. Joseph Merey Hosp.*°.. Gen Chureh 200 
St. Vincent’s Hospital°..... Gen Church 125 
Spencer, 5,019—Clay 
Spencer Municipal Hospital Gen City 26 
Spirit Lake, 1,778—Dickinson 
Spirit Lake Hospital........ Gen Part 9 
Toledo, 1,825—Tama 
Sac and Fox Tuberculosis 
CNT oss cine dconces IA 94 
Vinton, 3,372—Benton 
Virginia Gay Hospital...... Gen City 25 
Washington, 4,814—Washington 
Washington County Hosp.. Gen County 85 
Waterloo. 46,191—Black Hawk 
Allen Memorial Hospital.... Gen Church 115 
Presbyterian Hospital ...... Gen NPAssn 89 
St. Francis Hospital........ Gen Church 60 
Waverly, 3,652—Bremer 
St. Joseph Mercy Hospital.. Gen Chureh 50 
West Union, 2,056—Fayette 
West Union Community 
FIGMUMERE i. occ Si vest ccsccee en City 11 
Williamsburg, 1,219—Iowa 
Miller Hospital .............. Gen Indiv 10 
Related Institutions 
Ames, 10.261—Story ; 
Iowa State College Hosp...Inst State 90 
Anamosa, 3.579—.Jones 
Men’s Reformatory Hosp...Inst State 20 
Belmond, 1,738—Wright 
Belmond Hospital .......... Gen - Indiv 12 
Bettendorf, 2,768—Seott 
Masonie Sanitarium ....... Cony Frat 65 
Burlington, 26,755—-Des Moines 
Des Moines County Asylum. Ment County 70 
Council Bluffs, 42,048—-Pottawattamie 
Christian Home Hospital... Inst NPAssn 34 
Iowa School for the Deaf 
Infirmary ........... iy ae Inst State 30 


Key to symbols and abbreviations is on page 986 
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10 


10 
12 


or fo 


10 
10 
10 


Number of 


Births 


88 
100 
58 
97 


102 


19 


119 


38 
No datas 


8 
300 
324 
402 
291 
116 


40 


84 


S88. & 


123 


8 


1001 
nD 
a 
© 2 
ae 
“mm i=} 
SEs 
40 < 
5 107 
ll 365 
102 2,816 
29 1,015 
26 1,175 
56 1,606 
4 130 
4 154 
16 552 
1,471 51l 
12 693 
22 992 
16 479 
21 866 
21 986 
342 196 
15 666 
2 224 
8 349 
8 302 
3 38 
12 526 
41 1,489 
46 1,493 
95 118 
10 55 
10 400 
6 290 
14 805 
5 306 
upplied 
2 93 
75 2,713 
76 3,185 
116 4,458 
79 3,997 
21 704 
6 300 
69 158 
13 520 
19 #841 
53 1,592 
29 1,384 
31 2,362 
21 963 
§ 2 
12 901 
6 375 
47 12 
64 10 
F 
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Related Institutions oP sO 
a ® a 
771 fox) 
Davenport, 60,751—Scott 
Iowa’ Soldiers’ Orphans’ 
Home Hospital ........... Ins State 
Des Moines, 142,559—Polk 
Benedict Home ............. Mat NPAssn 
Junior League Convalescent _ 
Home for Children........ Cony Corp 
Salvation Army Women’s 
Home and Hospital....... Mat Church 
Eldora, 3,200—Hardin 
Iowa ‘Training School for 
Boys Hospital ............ nst State 
Ft. Madison, 13,779—Lee 
Iowa State Penitentiary 
2 en Ins State 
Glenwood, 4,269—Mills 
lowa Institution for Feeble- 
minded Children .......... MeDe_ State 


Harlan, 3,145—Shelby 








w 
ee Coo 
& gs 23 4 
» 

2 2 EE b3 5 
hp © ZA 40 < 
i. «= Se 
ee ie ae 
20 . 6 ® 
50 30 104° 38 122 
0c ee 
Os e - 


1,831 .. -» 1,800 90 
Rated capacity 1,650 


Harlan Hospital ............ Gen Indiv 14 65 51 4 572 
Indianola, 3,488— Warren 
Community Hospital ...... Gen Indiv 6. 8 22 2 66 
Manchester, 3,413—Delaware 
Jones and Garling Hosp.... Gen Part 10 2 20 5 189 
Marshalltown, 17,383—Marshall * 
Iowa Soldiers’ Home Hosp. Inst State 300 .. 11502 273 
Odebolt, 1,388—Sac 
Odebolt Hospital ........... Gen Indiv 10 3 15 3 61 
Orange City, 1,727—Sioux 
De Bey Hospital............. Gen Part 6 1 12 8 52 
Doornink Hospital ......... Gen Indiv 2 7 3 159 
Postville, 1,060—Allamakee 
Postville Community Hosp. Gen Corp 13-3 34 o = 
Red Oak, 5,778—Montgomery 
Powell Sehool for Backward 
and Nervous Children..... MeDe Part 1 : 45 53 
Sac City, 2,854—Sae ‘ 
Sac City Hospital........... Gen Indiv 10 3 16 8 258 
Sioux City, 79,183—Woodbury 
Florence Crittenton Home.. Mat NPAssn 55 25 62 37 95 
Toledo, 1,825—Tama 
State Juvenile Home Hosp. Inst State 33 6 329 
Waukon, 2,526—Allamakee 
Halli Hospital ..........ce00. Mat _—_siIndiv 8 5 45 2 45 
Rominger and Jeffries Emer- 
gency Hospital ........... Gen Part 8 1 90 
Winterset, 2,021—Madison 
Winterset Hospital ......... Gen Indiv 4 «5 55 8 410 
Woodward, 901—Dallas 
Hospital for Epileptics and ea 
School for Feebleminded.. MeDe State 2500 4. os 3a0t ~ 35 
Rated capacity 1,117 
° Average 
Summary for lowa: Number Beds Census Admissions 
Hospitals and sanatoriums.. 121 16,204 - 12,912 152,805 
Related institutions.......... 30 4,265 3,591 8,970 
y | Pe Sr rr rary | 151 20,469 16,! 03 161,775 
Refused registration 26 593 
KANSAS 
£5 2 3 4 
rary c=) = — a) = 
+ ae ge: #2 
Hospitals and Sanatoriums a7 iS) 5 2 ES $8 68 
mS Es, 3 s SS ro ST 
=D O° & AZM 40 4 
Abilene, 5,658—Dickinson 
Dickinson County Memorial 
TEORRICAL sieve dccckeyes con ied Gen NP Assn 30 6 100 13825 
Anthony, 2,947—Harper 
Community Hospital ...... Gen Indiv ll 4 Estab. 1937 
Galloway Hospital .......-. Gen Indiv $5 7 85 35 = 736 
Arkansas City, 13,946—Cowley 
Mercy Hospital ............. 7en NPAssn 25 12. ‘183 12-- +700 
Stricklen Hospital ......... Gen NPAssn 2 5 10 3 - 195 
Atchison, 13,024—Atchison 
Atchison Hospital .......... Gen NPAssn 32 9 286 18 1,083 
Augusta, 4,033—Butler 
Augusta Hospital ........... Gen Indiv 1-3 17 5 ©6189 
Axtell, 607— Marshall 
Axtell Hospital ............. Gen Indiv 2s 46 5 267 
Belleville, 2,388—Republice 
R. G. Patterson Memorial 
TOUTE © -acnksanciinsos scans Gen Church 20 4 No data supplied 
Beloit, 3,502—Mitchell 
Community Hospital ...... Gen NPAssn 50 10 151 26 1,136 
Chanute, 10,277—Neosho 
Johnson Hospital® ........ Gen Corp 50 6 59 22 8927 
Coffeyville, 16,198—Montgomery . 
Medical Center ............. NPAssn 1s 6 84 9 684 
Southeast Kansas Hospital°o Gen NPAssn 28 4 80 8 473 
Columbus, 3,235—Cherokee 
Maude Norton Memorial City ee 
aR te ee en City 1. 8 2 S 252 
Concordia, 5,792—Cloud a 
St. Joseph’s Hospitalo.....Gen Church 73, 10> 90 hs 124 
Dodge City, 10,059—Ford c : yeh 
St. Anthony Hospital°o..... Church 65.215. 151° 47° 1,900. 


Gen 
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Key to symbols and abbreviations is on page 986 
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So 3 2 5 & ¢ 
os COBS g £2 «¢ 
Hospitals and Sanatoriums BE EO 3 3 Ee 8a 8 
v m Ss | eo tc 
7) a .@) 
Eldorado, 10,311— Butler — a ° Ft ? 
Susan B. Allen Memorial 
SOORENO  ivccsconsccuees G NPAssn 43 217 80 1,347 
Elkhart, 1,435—Morton 
Tucker Hospital ........... Gen Indiv 18 2 6 3 94 
Ellsworth, 2,072—Ellsworth 
Ellsworth Hospital ........ Gen NPAssn 38 5 108 27 1,016 
Emporia, 14,067—Lyon 
Newman Memorial County 
BENUONO  vccusvaescdaiars en County 68 14 224 43 1,695 
St. Mary’s Hospital......... Gen Church 75 «(10 77 28 2,852 
Ft. Leavenworth, 4,982—Leavenworth 
Station Hospital ........... Gen Army 182 5 43 103 2,506 
Ft. Riley, 5,579—Geary 
Station Hospital .......... Gen Army 189 8 81 133 2,745 
Ft. Scott, 10,763—Bourbon 
Mercy Hospital© ............ Gen Church 110 12) «147 68 2,354 
Garden City, 6,121—Finney 
St. Catherine’s Hospital©.. Gen Church Be ee 24 - 1,296 
Girard, 2,442—Crawford 
Girard General Hospital... Gen City 14 4 20 7 218 
Goessel, 250—Marion 
Mennonite Bethesda Hosp.. Gen Cbureh 1 6 56 ll 28 
Goodland, 3,626—Sherman 
Boothroy Memorial Hosp.. Gen Church 25 .8 57 9 cf 
Great Bend, 5,548—Barton 
St. Rose Hospital°...... «.. Gen Chureh 105 15 = 308 68 2,476 
Halstead, 1,373—Harvey 
Halstead Hospital® ........ Gen Chureh 150 «68 62 100 3,064 
Harper, 1,485— Harper 
Joslin Hospital ......... .... Gen Indiv 10 4 36 5 233 
Hays, 4,618—Ellis 
Hays Protestant Hospital. Gen Church $8 5 51 11 60 
St. Anthony’s Hospital..... Gen Chureh 100 22 8 265 89 2,613 
Herington, 4,519—Dickinson 
Mercy Hospital ............ Gen Part 20 «. Estab. 1987 
Hillsboro, 1,458—Marion 
Salem Deaconess Hospital.. Gen Chureh 25 90 10 3896394 
Hoisington, 3,001—Barton 
Atkin Hospital ............. Gen Indiv 14 2 16 7 @& 
Horton, 4,049— Brown 
Horton Hospital .......... . Gen Corp 9 6. 158 16 8= 839 
Hutchinson, 27,085—Reno 
Grace Hospital? ............ Gen Chureh 125 18 527 74 2,893 
St. Elizabeth Mercy Hosp.° Gen Chureh 60 12 294 85 1,574 
Independence, 12,782—Montgomery 
Mercy Hospitalo .......... . Gen Church 50 10 84 27 = 890 
Junetion City, 7,407—Geary 
Junction City Municipal 
PRONE {oss nas vevateenete© en City 32. «8 91 12 568 
Kansas City, 121,857—Wyandott 
Bell Memorial Hospital..... Unit of U merereney of Kansas Hospitals 
Bethany Methodist Hosp.*° Gen Chureh 120 25 303 Ww 2 
Douglass Hospital (col.)... Gen Church 3 2 25 ll 838% 
Grandview Sanitarium .....N&M Indiv pat i! 14 «16 
Providence Hospital*°© ..... Gen Church 82°18 355 74 «2,724 
St. Margaret’s Hospital*°, Gen Church 224 26 369 140 4,326 
University of Kansas Hos- 
Ditals*#O ......... aavesencee State 300 25 376 235 5,726 
Larned, 3,532—Pawnee 
Larned City Hospital...... Gen NPAssn 16° «C8 73 6 38 
Larned State Hospital...... Ment State oS eee -- 1,071 254 
Rated capacity 1,049 
Lawrence, 13,726—Douglas 
Lawrence Memorial Hosp..Gen City 45 10 208 20 1,223 
Leavenworth, 17,466—Leavenworth 
Cushing Memorial Hosp.o.Gen NPAssn 55 10 =—-126 18 782 
St. John’s Hospitalo....... Gen Chureh 65 10 os 50 | 785 
Liberal, 5,294—Seward 
Epworth Hospital .......... Gen Chureh 42 9 48 13 «43 
Lyons, 2,939—Rice 
Xyons Hospital .......... .. Gen NPAssn 20 6 182 13 ° 52 
Manhattan, 10,136—Riley ; 
Saint Mary Hospital°o...... Gen Chureh 42 8 76 20 «784 
Marysville, 4,013—Marshall : 
Randell Hospital ........... Gen Indiv 12 63 30 5 «(88 
Mulvane, 1,042—Sumner ' 
A. T. & S. F. Railway Hosp.Indus NPAssn 50 .. -. 80 361 
Newton, 11,034—Harvey ; 
Axtell Christian Hospital®. Gen Chureh 50 12 «#149 840 1,454 
Bethel Deaconess Hospital Gen Church 47 12 136 31 1,189 
Norton, 2,767—Norton 
Lathrop Hospital ......... Gen Indiv 0 6 61 15° 868 
State Sanatorium for Tu- 
berculosis ........... wees TB State 20... . 26 
Oberlin, 1,629—Decatur | ; 
Benton Memorial Hospital. Gen Indiv 1463 «380 6 21 
Osawatomie, 4,440—Miami 
Osawatomie State Hospital# Ment State 1,675 .. -» 1,661 390, 
Rated capacity 1,500 : 
Ottawa, 9,563—Franklin 
Ransom Memorial ae Gen County 35 12 1122 15 & 
Parsons, 14,903—Labe ie 
Merey Hospital eee -Gen- Church 3 5 7 1 
M. K. T. Railroad Employes’ 
Hospital ........ ....+. Indus NPAssn 50 .. .. 30 @ 
— "Hospitai for Epilep- 
sscssesecsccecoeseces RBM Btate OMB ay i se > SE 
Rated capacity 866 aie 
Pittsburg, 18, 145—Crawford ere 
Mt. Carmel. Hospital®......Gen: Church 75 5 105. 40 1,325 
' Pratt, 6,322—Pratt oo EI pate se iia 
Ninneseah Hospitale soon Gen: Corp: 0 5 108 ae 
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Quinter, 570—Gove 
Quinter Hospital and Sanit. Gen 
Ransom, 431—Ness 
Grisell Sernosial Hospital.. 
Sabetha, 2,332—Nemaha 
St. Anthony Murdock Me- 
morial Hospitalo ........ G 
Salina, 20,155—Saline 
Asbury Protestant Hosp.°. Gen 


Hospitals and Sanatoriums 


Gen 


en 


St. John’s Hospital°®........ Gen 
Spearville, 703—Ford 
Perkins Hospital ........... Gen 


Stafford, 1,614—Stafford 
Feldhut Memorial Hospital Gen 
Sterling, 1,868—Rice 
Sterling Hospital 
Syracuse, 1,383—Hamilton 
Donohue Memorial Hospital Gen 
To 64,120—Shawnee 
. T. & S. F. Railway Hosp. Indus 
< Sheist® s Hospitalo Gen 
Hillerest Sanatorium 
Jane C, Stormont Hosp.°. Gen 


eee eee eeere 


eee eneeee 


Menninger Sanitarium*...... N&M 
St. .Franeis Hospital®...... Gen 
Topeka State Hospital..... Ment 


Ownership 
or Control 


NPAssn 
City 


Church 


Chureh 
Church 


NPAssn 
Part 

NPAssn 
County 


NPAssn 
Chureh 
CyCo 
NPAssn 
Corp 
Church 
State 


Beds 


Rated capacity 1,800 


\\ adsworth,— Leavenworth 





Veterans Admin. Facility... Gen Vet 734 
VW amego, 1,647—Pottawatomie 
Genn Hospital ............. en City 15 
Wellington, 7,405—Sumner 
Hateher Hospital .......... Gen NPAssn 30 
St..Luke’s Hospital.......... Gen NPAssn 20 
W ichita, 11,110—Sedgwick 
Coffman Hospital ......... Gen Indiv 15 
‘t. Franeis Hospital*°©..... Gen Church 275 
sedgwick County Hospital. Gen County 76 
Veterans Admin. Facility... Gen Vet 180 
Wesley Hospital*© ......... Gen Church 211 
Wichita Hospital*© ........ Gen Church 100 
W infield, 9,398—Cowley ; 
t. Mary’s Hospital°®....... Gen Church 43 
William Newton Memorial 
HORMERIO © ae sictcic icnsie¥s se00 Gen City 57 
Related Institutions 
As land, 1,232—Clark 
Ashland Hospital .......... Gen NPAssn 10 
E)!sworth, 2,072—Elisworth 
Mother Bickerdyke Home 
and Hospital ............. Inst State 82 
Ft. Dodge, 515—Ford 
kansas State Soldiers’ Home 
HOMO hiivise dkn sees sceece's Inst State 31 
Ft. Leavenworth, 4,982—Leavenworth 
U. §. Penitentiary Annex 
HGGMIDGE: ec cha cvécanttacceect nst Fed 175 
Lausing, 988—Leavenworth 
Kansas State Penitentiary 
HOGI: bcinweksetess -.--. Inst State 55 
Lawrenee, 13,726—Douglas 
Haskell Institute Hospital. Inst IA 40 
Watkins Memorial Hospital Inst State 52 
Leavenworth, 14,466—Leavenworth 
U. S. Penitentiary HospitalInst Fed 220 
Little River, 618—Rice 
Hoffman Memorial HospitalGen City 15 
Manhattan, 10,136—Riley 
Kansas State College Hosp.Inst State 50 
Nashville, 234—Kingman 
Nashville Hospital ......... Gen Indiv 9 
Norwieh, 477—Kingman 
Norwich Hospital .......... Gen Indiv 9 
St. Francis, 944—Cheyenne ; 
St. Francis Hospital........ Gen Indiv 10 
Seott City, 1,544—Sceott 
Seott City Hospital......... Gen NPAssn 11 
Topeka, 64,120—Shawnee 
Florence Crittenton Home. Mat NPAssn 18 
State Industrial School for 
BOM view isis baaeshaawcevees Inst State 24 
Wichita, 111,110—Sedgwick 
Salvation Army Home and 
HOSpitOl: cove casicccsecccce Mat Church 69 
Sedgwick County Tubereu- 
losis Sanitarium «........ County 60 
Suburban Rest Sanitarium. ‘Conv Indiv 30 
Winfield, 9,398—Cowley 
State Training Es MeDe State 1,200 
- Rated capacity 1,284 
Summ : 
ary for Kansas: Nusther eee 
Hospitals and sanatoriums.. ae 12,240 
Related institutions........ fate 19 - 2,120 
‘sTotal@s...3.i..66. Sbies sos oe 116 14,360 
Refused registration... Es 30 - 678 


* ha Se 


REGISTERED 


n 
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oS & ee 
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& ZA qo <4 
4 No data supplied 
4 15 6 225 
12 51 31 1,163 
9 139 42 1,385 
15 178 36 1,300 
3 10 6 235 
5 66 13 370 
4 51 10 567 
6 56 4 214 
ad 99 2,326 
20 234 59 2,052 
va 60 148 
20 275 58 1,883 
Se 51 135 
12 209 59 1,831 
‘ . La Oe 
° 538 4,789 
4 46 6 129 
7 53 9 535 
8 93 10. +672 
2 19 6 265 
25 611 181 - 6,030 
1 20 57 (1,875 
- <a 150 1,403 
26 520 141. 4,968 
15 303 80 2,416 
6 102 33 1,099 
10 173 36 1,081 
4 55 5 6300 
‘i se 20 95 
ae 13 249 
101 1,772 
fs os 48 984 
“a 5 sti 
ive 21 1,295 
114 2,290 
2 10 3 51 
A 15 1,056 
2 20 3 174 
2 6 4 140 
1 14 4 220 
4 35 5 333 
12 17 7 16 
pee wa 8 220 
19 76 4 103 
“¢ o% "5 53 
6 oe 10 3106 
s. 1,156 145 
Average 
Census Admissions 
9,720 114,194 
1,598 PER cso 
“11,318 “123,984 | 
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Anchorage, 564—Jefferson 


Hord’s Sanitarium ......... N&M Indiv 
Ashland, 29,074—Boyd 
Kings Daughters Hospital. Gen NPAssn 


Berea, 1,827—Madison 
Berea College Hospital°.... 
Beverly, 69—Bell 


Key, to symbols and. abbreviations 1s on page 986 


GenIso NPAssn 


Red Bird Evangelical Hosp. Gen Chureh 
Bowling Green, 12,348—Warren 
GURY BEGROIONE occ cacccscccec Gen City 
Carlisle, 1,469—Nicholas 
Johnson Memorial Hospital Gen County 
Corbin, 1,806—Whitley 
Smith Hospital ............. Gen Indiv 
Covington, 65,252—Kenton 
St. Elizabeth Hospital*°©... Gen Chureh 
Wm. Booth Memorial Hosp. Gen Chureh 
Cynthiana, 4,386—Harrison 
Harrison Memorial HospitalGen NPAssn 
Danville, 6,729—Boyle 
Danville and Boyle County 
EE Bc UN bc usekso <acth Gen NPAssn 
Dayton, 9,071—Campbell 
Speer’s Memorial Hospital Gen County 
Ft. Knox, 500—Hardin 
Station Hospital ........... Gen Army 
Ft. Thomas (Newport P.O.),—Campbell 
Station Hospital ........... en Army 
Frankford, 11,626—Franklin 
Kings Daughters Hospital.. Gen NPAssn 
Georgetown, 4,229—Scott 
John Graves Ford Memo- 
rial Hospital ............. en CyCo 
Glasgow, 5,042— Barren 
T. J. Samson Community 
| "aS ee en NPAssn 
Harlan, 4,327—Harlan 
Harlan Hospital ........... Gen Corp 
Harrodsburg, 4,029—Mercer 
A. D. Price Memorial Hosp. Gen NPAssn 
Hazard, 7,021—Perry 
Hazard Hospital ........... Gen Corp 
Hurst-Snyder Hospital Gen Corp 
Henderson, 11,668—Henderson 
Henderson Hospital ....... Gen NPAssn 
Hopkinsville, 10,764—Christian 
Jennie Stuart Memorial 
MEE whakoeceviscncceed en Corp 
Hyden, 1,471—-Leslie 
Frontier Nursing Service 
DE ci davies iexcauect en NPAssn 
Jackson, 2,109—Breathitt 
Bach Hospital .............. Gen Indiv 
Jenkins, 8,465—Letcher 
Jenkins Hospital ........... Gen NPAssn 
Lebanon, 3,248— Marian 
Baute Infirmary ............ Gen Indiv 
Lexington, 45,736— Fayette 
Good Samaritan Hospital*°® Gen Chureh 
High Oaks Sanatorium..... N&M Indiv 
Julius Marks Sanatorium.. TB County 
St. Joseph’s Hospital*#°o... Gen Chureh 
Shriners Hospital for Crip- 
pled Children ............. rth Frat 
U. 8S. Publie Health Service 
pF a Peep Drug Fed 
Veterans Admin. Facility... Ment Vet 
London, 1,956—Laurel 
Pennington General Hosp..Gen Corp 
Louisa, 1,961—Lawrence 
Louisa General Hospital... Gen Indiv 
Riverview Hospital ........ . Gen Indiv 
Louisville, 307,745—Jefferson 
Children’s Free Hospital®.. Chil NPAssn 
Jewish Hosgpitalo .......... Gen NPAssn 
Kentucky Baptist Hosp.*° ao Chureh 
Kosair Crippled Children 
TOE a oic.n dibins ccciwsecces Orth NPAssn 
Louisville City Hospital*#©Gen City 
Louisville Neuropathic Sanat. N&M Corp 
Methodist. Episcopal Dea- 
coness Hospitalo ........ Gen Chureh 
Norton Memorial Infirm.*¢>Gen NPAssn 
Red Cross Hospital (col.).. Gen NPAssn 
St. Anthony’s Hospital*°©.. Gen Chureh 
St. Joseph Infirmary*°..... Gen Chureh 
SS. Mary and Elizabeth 
TROGIUERIAS inc co sicessecess Gen Church 
State Tubereulosis Sanat.. TB State 
Stokes Hospital ............ N& Indiv 
U. 8. Marine Hospital...... Gen USPHS 
Lynch, 7,000—Harlan , 
Lynch Hospital .......... --Gen Corp 
Madisonville, 6,908—Hopkins 
Madisonville oe --«»-Gen Corp 
Martin, 799—Floyd 
| . Beaver Valley” Hospital.....Gen Part 
a 8,177—Graves 
er-Gilliam Eeemal. -e-» Gen Corp 
levied Hospital ..........Gen NPAssn 
wt prem Hospi 
aysw eee NPAssn 
esvorp lospital ......Gen ~ Part. 
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35 
18 


Number of 
Births 


to 
— a ae 
Ss 2 8 8-8 


5 


823 
246 


Average 
Census 


10 


: 


Admissions 


152 


1,620 


1,133 


368 


No data supplied 


vu 


* 


30 


970 
269 


550 
333 
6,953 
215 
119 
6,707 
91 


1,465 
301 


No data supplied 


9 
24 


148 
323 


&: 2: BS 


am Ro 


Mae ia 


171 


3,198 
6,390 
3,928 

186 
1,011 
1,136 


240 
857 


“1,124 
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Murray, 2,891—Calloway 
Keys-Houston Clinic Hosp.Gen Part 20 3 25 8 549 
Wm. Mason Mem. Hosp.° Gen NPAssn 100 5 47 26 = 706 
Outwood,—Christian 
Veterans Admin. Facility... G&TB Vet 875 <. 270 1,047 
Owensboro, 22,765—Daviess 
Owensboro City Hospital© Gen City 65 10 222 54 2,324 
Paducah, 33,541—MeCracken 
Ewart Purcell Isolation 
TS eer Unit of Riverside Hospital 
Illinois Central Hosp. (Regis- 
tration suspended until 
pi ee | | ES Gen NPAssn O55 5 82 1,445 
Riverside Hospital ......... Gen City 115 8 220 21 1,324 
Paintsville, 2,411—Johnson 
Paintsville Hospital ....... Gen Corp 65 6 55 $5 1,342 
Paris, 6,204—Bourbon 
W. W. Massie Memorial 
pe ee eee arte en City 46 4 76 3 799 
Pewee Valley, 582—Oldham 
Pewee Valley Sanitarium 
Spi FIGGOIEET lok civcccsncs Gen NPAssn $3 6 8 16 21 286 
Pikeville, 3,376—Pike 
Methodist Hospital ........ Gen Chureh 45 5 41 34 1,651 
Pineville, 3,567—Bell 
Pineville Community Hosp. Gen Corp 23.:2 15 15 406 
Richmond, 6,495—Madison 
Gibson Hospital ........... Gen Indiv 6... , 6 200 
Pattie A. Clay Infirmary.. Gen NPAssn 45 4 58 29 1,250 
U. S. Public Health Service 
Trachoma Hospital ..... Trach State 38 28 298 
Shelbyville, 4,0383—Shelby 
Kings Daughters Hospital.. Gen NP Assn 28 8 60 17... 613 
Somerse ,506— Pulaski 
Somerset General Hospital Gen Corp 16 2 No data supplied 
Versailles, 2,244—Woodford 
Woodford Memorial Hosp. Gen CyCo 25 .4 No data supplied 
Waverly Hills,—Jefferson 
Waverly Hills Sanatorium. TB CyCo 520 490 504 
Winehester, 8,233—Clark 
Clark County Hospital..... Gen NPAssn 35 «(4 46 14 627 
Guerrant Clinie and Hosp. Gen NPAssn 20 3 1 7 183 
Related Institutions 
B:.rbourville, 2,380—Knox 
Logan Hospital ............ Gen Indiv 20.2 12 6 273 
Fleming, 1,389— Letcher 
Fleming Hospital .......... Indus Corp 25 6 6 292 
Florence, 450— Boone 
Highway Medical Hospital. Gen Indiv 20 2 No data supplied 
Frankfort, 11,626— Franklin 
State Institution for the 
Feebleminded ..... Sues seut MeDe State 795 725 21 
Rated capacity 400 
Fulton, 3,502—Fulton 
Fulton Hospital. ...0s0ccceoss Gen Part 10.8 74 7 846 
Grayson, 1,022—Carter 
J. Q. Stovall Memorial Hosp. Gen Corp %3 2 12 10 ©3840 
Hopkinsville, 10,746—Christian 
Western State Hospital.... Ment State 1,859 2,027 618 
Rated capacity 1,600 
La Grange, 1,121—Oldham 
State Prison Hospital...... Inst State 75 Estab. 1937 
Lakeland, 55—Jefferson 
Central State Hospital..... Ment State 2,364 -- 2,868 862 
Rated capacity 1,700 
Lexington, 45,736— Fayette 
Eastern State Hospital..... Ment’ State 1,873 1,922 841 
Rated capacity 1,200 
Louisville, 307,745—Jefferson 
Kings Daughters Home for 
ee eae Ine NPAssn 96 85 24 
Susan Speed Davis Home 
ped Boteital . viscccsseaes MatCh Church 63 22 69 a WwW 
Princeton, 4,764—Caldwell 
Princeton Hospital ........ Gen NPAssn 12. 2 No data supplied 
Smiths Grove, 718—Warren 
Lucy T. Owen Hospital.... Gen Part ie 1 1 15 
° Average 
Summary for Kentucky: Number Beds Census Admissions 
Hospitals and sanatoriums.. 80 7,635 5,332 110,250 
Related institutions.......... 14 7,379 7,250 : 
POCO is icidincvveeivcsee ys 94 15,014 12,582 114,898 
Refused registration.......... 14 346 
LOUISIANA 
as a ca 
oo ag & Za an @ 
e= &°9 . 2 8 o3 se 
Hospitals and Sanatoriums SE sy g a Ee oa E 
ee oo mR wm ZO 4 
Alexandria, 23,025—Rapides 
Baptist Hospital ........... Gen Church 60 10 202 30 1,988 
Veterans Admin. Facility... Gen Vet 562 -.< ee 333 1,783 
Barksdale Field,—Boosier 
Station Hospital ........... Gen Army 76 «5 389 93 1,737 
Bastrop, 5,121—Morehouse 
Bastrop General Hospital..Gen Indiv 22 4 23 5 384 
Baton Rouge, 30,729—East Baton Rouge 
Baton Rouge General Hosp.° Gen NPAssn 69 6 247 40 2,063 
Our Lady of the Lake Sani- : : 
SRENGEY 65h ccs Saravanessces Gen Chureh 125 15 458 80 4,402 


Key to symbols and abbreviations is on page 986 











HOSPITALS 


Hospitals and Sanatoriums 


Service 
Ownership 
or Control 


Type of 


Bogalusa, 14,029—Washington 
Elizabeth Sullivan Memorial 


Hospital? ........ cosseseee Gen Corp 

Carville, 308—Iberville 

U. S. Marine Hospital...... Lepro USPHS 
Converse, 291—Sabine 

Allen Sanitarium ........... Gen Indiv 
Covington, 3,208—St. Tammany 

New Fenwick Sanitarium... N&M Indiv 
Crowley, 7,656—Acadia 

Crowley Sanitarium ........ Gen NPAssn 
Delhi, 1,043—Richland 

Delhi Clinic and Sanitarium Gen Part 
De Ridder, 3,747—Beauregard 

De Ridder Sanitarium...... Gen Corp 
Ferriday, 2,502—Concordia 

Ferriday Hospital ......... Gen Part 
Greenwell Springs,—East Baton Rouge 

Greenwell Springs Sanat... TB State 
Haynesville, 2,541—Claiborne 

Haynesville Hospital ...... Gen NPAssn 
Houma, 6,531—Terrebonne 

Ellender Memorial HospitalGen Part 
Jackson, 3,966—East Feliciana 

East Louisiana State Hosp. Ment State 


LOUISIANA—Continued 


Beds 


16 


4,000 


Rated capacity 4,000 


Parker Hospital.............. 
Lafayette, 14,635—Lafayette 


Lafayette Charity Hospital Gen State 

Lafayette Sanitarium ...... Gen Corp 
Lake Charles, 15,791—Caleasieu 

St. Patrick’s Hospital....... Gen Chureh 
Lecompte, 1,247—Rapides 

Lecompte Sanitarium ...... Gen Part 
Mansfield, 3,837—De Soto 

Mansfield Sanitarium ...... Gen Corp 
Minden, 5,623— Webster 

Minden Sanitarium ........ Gen Corp 
Monroe, 26,029—Ouachita ; 

Riverside Sanitarium ...... Gen Indiv 

St. Francis’ Sanitarium®... Gen Church 

Vaughan-Wright-Bendel 

CREE 5 shcide os. chk waste is ose Gen Part 

New Iberia, 8,003—Iberia 

Dauterive Hospital ........ Gen Indiv 

Iberia General Hospital.... Gen Indiv 
New Orleans, 458,762—Orleans 

Charity Hospital*#o ....... en State 

City Hospital for Mental 


Diseases City 


240 
25 


75 


25 
125 
21 


20 
25 


1,669 


Bassinets 


= 09 


12 
2 


68 


100 
Delgado Memorial Hospital Unit of Charity Hospital 


De Paul Sanitarium........ Church 


Eye, Ear, Nose and Throat 


POUND ocak asccapssnues N NPAssn 
Flint Goodridge Hospital 

of Dillard University (col.)* Gen NPAssn 
French Hospital ............ Gen Frat 
Hotel Dieu Sisters’ Hosp.*° Gen Church 
Illinois Central Hospital... Indus NPAssn 


John Dibert Memorial Tu- 
berculosis Hospital 
Mercy Hospital-Soniat Me- 


275 
70 
88 


62 
232 
60 


12 
13 
25 


Unit of Charity Hospital 


NINO. on sc csacueniakions Gen Church 118 25 
New Orleans Hospital and 
Dispensary for Women 
and Children .............. Gen NPAssn 34 12 
Richard Milliken Memorial 
| SR © beer Unit of Charity er agen 
Southern Baptist Hosp.*° Gen Church 
Touro Infirmary*t° ....... Gen NPAssn 400 rt 
U. S. Marine Hospital*..... Gen USPHS 572 .. 
Opelousas, 6,299—St. Landry 
St. Rita’s Infirmary......... Gen Part 20 
Pineville, 3,612—Rapides 
Central Louisiana State Hosp. Ment State 2,100 .. 
Rated capacity 1,800 
Plaquemine, 5,124—Iberville 
Plaquemine Sanitarium .... Gen Corp 2 «(5 
Ruston, 4,400—Lineoln 
Ruston-Lincoln Sanitarium. Gen Corp 2 6 
Shreveport, 76,655—Caddo 
Gowen Sanatorium ........ TB NPAssn ix 
Highland Sanitarium*® ....Gen Corp 100 10 
North Louisiana Sanit.*o. Gen Corp 100 10 
Pines Sanatorium .......... NPAssn 104 .. 
T. E. Sehumpert Memorial 
Sanitarium*°® ............. Gen Church 130 12 
Shreveport Charity Hosp.*° Gen State 800 40 
Shriners Hospital for Crip- 
pled Children* ........... Orth Frat 60... 
Tri-State Hospital*© ...... Gen Corp 100 10 
Tallulah, 3.332—Madison 
Tallulah Hospital and Clinic Gen Indiv 16 63 
Thibodaux, 4,442—La Fourche 
St. Joseph Hospital........ Gen Church 40 6 
Winnsboro. 1,965—Franklin 
Rogérs Clinie and HospitalGen Indiv 12 2 
Related Institutions 
Alexandria, 23,025—Rapides 
State Colony and Training 
OO] ......eseeseeeeeeeees MeDe State 835 .. 
Rated eapacity 450 
Angola, 18—West Feliciana 
Louisiana State Peniten- 
tiary Hospital ........... Inst State w Se 


OUR. 


Number of 
Births 


be 
we, 


41 
189 


63 
32 


1,779 


654 


488 
355 


619 
890 





A. M. A. 
ARCH 26, 1938 





Unit of East Louisiana State Hospital 











@ 

8 

fom & 
fa 3 
eg & 
40 < 
86 3,968 
362 64 
1l = (751 
18 200 
20 809 
2 104 
2 185 
10 = 493 
89 8 
7 400 
12 508 
3,457 859 
Estab. 1937 
5 364 
40 2,557 
4 1,200 
9 481 
11 704 
10 646 
66 3,849 
15 S29 
8 ‘11 
5 408 
1,774 21,210 
77 530 
~- & 
$1 3,575 
43 2,118 
19 = 705 
190 9,434» 
27 = (82h 
75 3,028 
26 1,370 
147 9,788 
300 10,885 
431 4,800 


No data supplied 


74 
59 


248 
205 


300 
1,801 


2,100 641 
8 88 
7 38 
15 «64 
64 3 
75 2,808 
69 «sl 
7h 3,336 
670 23,304 
59 194 
83 3,802 
7 
30 1,158 
5 37 

903 It 
22 | (585 



















~ 
oP 


Admissions 


6 


‘7 
31 


3,025 
1,370 


9,781 
0,885 
4,800 


supplied 


~ 


Ion 
3. SILa 


Ses 
23 


Sie & 3. 


< 

-_ 
a 
_= 


=a $3 
as 


30 1,158 


5 


— 3 





ne ir REGISTERED HOSPITALS 1005 
LOUISIANA—Continued MAINE—Continued a 
Dm — 
a5 aaa a 7) 3S 8 
SH » a] = 8 2 
Sg HB 2g. Se 2 Sg OES 2g. &3 3 
Related Institutions BE Bo 3 a es og E| Hospitals and Sanatoriums BE 5° : 2 EE os F=| 
: Os oe A 2A 40 < Ba 3 a zm <0 4 
Breaux Bridge, 1,399—Saint Martin Presque Isle, 4,602—Aroostook é 
St. Paul Hospital........... Gen Indiv 10 1 1 2 120 sonoma ay — seeeee x pe = se oe > oa 
lizabeth, 3,000—Allen resque Isle General Hosp..Gen NPAssn 6 81 1,1! 
Pi nduststal Lumber Company Rockland, 9,075—Knox 
HOMMBOE ccapccndesvencstss Indus NPAssn 2% 1 “p es oe ay General wa dite ey ay oa ee 
Hodge, 1,367—Jackson DESBIY cccccccceccccccccceces en - Assn 7 yA 
Hodge Clinic .............+: Gen Indiv 8 2 3 234 | Rumford, 10,340—Oxford 
New Orleans, 468,762—Orleans ~— Community 7 oe a ae 
New Orleans Convalescent 6 #.- . }}&© 5 FQ) DIUBEY  cecccccccsccececccees e orp (5) J , 
‘Home seh abies Ste tannenete e Cony NPAssn 90 .. 19 256 | Sanford, 13,392—York J ¢ 
Orleans Tuberculosis Hosp. TB NPAssn 100 .. 47 =: 108 Henrietta D. Goodall Hosp..Gen NPAssn 50. «68 77 27 «1,047 
Opelousas, 6,299—St. Landry Skowhegan, 6,433—Somerset , ~ 
St. Landry Sanitarium..... Gen Indiv 1 3 44 4 301 Roy od ml ot: Gen Indiv 37 5 No data supplied 
Winnsboro, 1,965—Franklin » oy ennebec 
1 Ge: 95 3 1 10 477 Veterans Admin. Facility... Gen Vet 294 225 1,948 
Winnsboro Sanitarium Gen Corp 5 0 : Waterville, 15,454—Kennebee 
_ Average tim City Hospital°......... Gen Indiv 35 «C6 77 % 728 
Summary for Louisiana: Number Beds Mane Admissions eee ee at LS Gen Church 99 10 151 =O 2,656 
Hospitals and sanatoriums.. 57 13,836 11,496 142,888 Rar alge = tal Reta okies Gen Corp 3.5 0 35 1,106 
Related institutions 9 1111 842 2'611 Westbrook, 10,807—Cumberland 
CEES SEP NUNENNEED <9 90400040 ae , ee ’ BR Ly peed seeeeees Gen Corp a 9 487 
ce i or age, 800—Yor 
hav ve ckaddeuebcbavees 66 14,947 12,338 145,499 : “ in 
niin... 3 32 SOC TROOPER ons cccvccccces Gen NPAssn 3 50 6 316 
Related Institutions 
Auburn, 18,571—Androseoggin 
MAINE Auburn Private Hospital.... Gen Indiv 12 «5 40 5 150 
25 al FI Bangor, 28,749—Penobseot 
Se as aoe ra 2 Erepeene, Hospital greneess on. ne 12 2 8 5 133 
2 be o Re ten F ay Private Hospital....... N & 1] ndiv 2 Pe 14 +168 
a> £5 2 & 5 £2 3 Stinson Private Hospital... Gen Indiv 18 12 No data supplied 
Hospitals and Sanatoriums RS | ed 5 3 EE e a E Bar Mills, 500_York 
ae satin, iceland - id A A ZR <0 < Rh aw PR a av ...Gen Indiv 12 2 10 2. 130 
ruSsta@, Lé r rt) 59— 
Augusta General HospitaloGen NPAssn 65 15 179 36 1,449 Ge” Cemieea ne 
Augusta State Hospital..... 7. > al — ve ee 1,495 297 i. mane Hospital ........... Gen NPAssn ees eee 2 «83 
a 1,24 a . 1,7: s 
Bangor, 28,749— Penobscot Nesters Sate ten tee Gen Church 42 34 ©6640 
Bangor Sanatorium ....... TB NPAssn 30 .. ‘ 21 24 | Past Parsonfield,185—York 7 ; 
Bangor State Hospital..... ye —_ ee -- 1,085 318 og RE Or ae Conv Indiv 50 $3 15 25 
’ u » 1,5 a 
Eastern Maine General Hos- Metcalf cai ype soxbas Gen Indiv 8 3 15 3 14 
pital*© ..... DRESS 2 a Gen NPAssn 159 14 96 159 4,15 Portland, 70,810—Cumberland 
ve Ringe Rag > ooo Gen Indiv 2 ..5 ll 10 3=—272 Dr. C. P. Wescott Sanatorium 
ar Harbor, 4, ancoe . “Shadow Lawn” .......... Conv. Indi }? eae 9 42 
art = A. paella lle tad cod fC = - 
»9, owna § Stat 99 78 111 
Bath Memorial Hospital®.. Gen NPAssn 50 10 92 300-733 ssctieiad “Rated Capndity ie = , 
Belfast, 4,993— Waldo Union, 1,060—Knox 
heey | a aoe.. Gen NPAssn 15 5 8 5 104 Jones Sanitarium ........... N&M Corp ee * 15 21 
aldo County Genera - 
DItale si iden conntan res eoeee GEN NPAssn 32° 6 49 22 «(587 ° Average 
ona ba oa ‘ o at te th ae Sammaty fer Malaes Number Beds Cosa Admissions 
Ful) | SEOSPRSY | +2004 see =. a a — Hospitals and sanatoriums.. 51 5,988 5,103 54,541 
ager By at noel vee --Gen NPAssn 54 13 38 46 1,506 Related institutions.......... 12 1,342 902 2,018 
Bluo Hill Memorial Hosp..Gen. NPAssn 2% 8 35 WI 275 - on ah 
Boothbay Harbor, 2,076—Lincoln pileneabasainsaes 72°." Co a a 
St. Andrews Hospital...... Gen Corp 200 4 1 See Sa ae eee eee 3 
adler Vea 6 : 
runswick Hospital .....:.. en ndiv 46 «6 39 27578 
Calais, 5,470—Washington MARYLAN 
Calais Hospitalo ........... Gen Indiv 52.5 7 ‘81 836 25 = a 
Cape Cottage, 50—Cumberland ad 2s . tay - ° 
uation Hospital a jen = Army 42 39 1,127 os cs S Se 33 3 
aribou, 7,248—Aroostoo: > "> a @ 8 = 
Part Memorial ae, Gen City 40 10 95 21 793 Hospitals and Sanateriume 55 Ee 3 a Ee 3 E| 
astine, 726—Hancoc 5 ° a ao «ao 4 
stine : NPAs 2 N : 
andar ieee Gen BPAsen . 6 No data supplied Aberdeen Proving Ground, 215—Harford 
pHurley Private Hospital...Gen Corp 1225 2 5 220 Prvenn A po ay Ay ae Gen Army 12 .. . 4 1235 
airfield, 3,529—Somerset — sep lla - = 
Central Maine Sanatorium. TB State 186 ue Oe Annapolis Emergency Hosp.Gen NPAssn 8 15 254 50 1,842 
Farmington, 1,737—Franklin U. S. Naval Hospital........ Gen Navy 224 .. ‘. 80 1,879 
Franklin County Memorial Baltimore, 804,874—Baltimore City 
Mdamitel <<. ccccassdvseassdes Gen NPAssn 50 10 59 21 $49 Baltimore City Hospitals*+Gen City 1,200 60 1,587 1,060 7,657 
Ft. Fairfield, 2,616—Aroostook Baltimore City Psychopathic 
art: Fairfield Clinic.......... Gen Corp 18 6 41 10 466 Phe ag our a Fo i . Unit of Baltimore City Hospitals 
ardiner, 5,609—Kennebee altimore y +subercuio- 
qontiner General Hospital.. Gen NP Assn 45 12 220 22 1,040 a. rao ge panne ks ss Unit of Baltimore City Hospitals 
reenville Junction, 345—Piscataquis aitimore ye, ar an 
Charles A. Dean Hospital..Gen NPAssn 23 5 33 9 603 Pb gee peg —— r vate done 60 .. * 31 2,530 
reenwood Mountain,—Oxford on Secours Hospital*+°... Gen hureh 118 25 599 86 2,974 
Western Maine Sanatorium+ TB State cis 141 ~=«161 Children’s Hospital School.. Orth NPAssn 120 .. 89 268 
Resiton, hong ene ‘ ‘i Aygo om Chureh Home and _ Infirm- 
Toostoo ospitalo ..... . Gen orp 2 y 7 QO * ci caéatasessucuease Gen Church 164 22 249 100 2,872 
Madigan Memorial Hosp... Gen Chureh 33. «7 84 24 =899 Franklin Square Hosp.*°... Gen NPAssn 172 32 263 88 2636 
Island Falls, 1,455—Aroostook Good Shepherd General Hos- 
Emma V. Milliken Memorial - pital (col.) ........ a ti Gen Corp 50 5 17 14 «136 
v Hospital Sy eeehithas Chet Ke Gen NPAssn it --¢ -. Estab. 1937 Gundry Sanitarium ......... N&M Indiv 4 .. ge 42 4l 
Greteat ‘Maten Groeral tive ak te aan oe eo 8 
- owar . Kelly Hospital.. a Tr ee ae 6 191 
pitalko ........ Gucrwts eeieke Gen NPAssn 186 28 488 181 3,737 James Lawrence Kernan , 
St. Mary’s General Hosp.*° Gen Church 150 12 238 108 3,112 Hospital and _ Industrial 
Portland, 70,810—Cumberland School for Crippled Chil- 
Children’s Hospital® ....... Chil NPAssn 100 .. ae 69 480 dren# ...... Hawein dG tXaeece . Orth NPAssn 8 .. ee 70. 187 
Farrington Hospital ...... Gen City 180 16 250 156 1,833 Johns Hopkins Hosp.*#0...Gen NPAssn 853 72 1,386 674 16,359 
Dr. Leighton’s Private Hosp. GynOb Indiv 14 12 80 9 407 Johnston Memorial Chil- 
vols and Ear _— a ok ‘a* we oa: sie wn 4. — basen ate ta ci ee Hospital 
ceed conngec debeses pee GQ ssn , arylan enera osp. en ure 240 21. .384 177 4,541 
Gate, General ere on > ase = a “ = _ ee Ko ay oe re oa. bow a 255 25 380 230 8,178 
Ospitalo ....... +.» Gen ur oun ope rea eoKeu urech 600 .. - 585 136 
Hs Barnabas Hospitalo....Gen Indiv 75 15 No data supplied Phi Psychiatric Clinic... Unit of Johns Hopkins Hospital 
tate Street Hospital>.....Gen Corp 50 12 75 44 1,174 Presbyterian Eye, Ear and 
oe . Throat Charity Hospital. ENT Church 40 9 2,230 


U. 8. Marine Hospital......Gen. USPHS 72 .. 
















































Key to symbols and abbreviations is on page 986 
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MARYLAND—Continued 
a5 
“4 25 
Se ES 
Hospitals and Sanatoriums A> gO 3 
on} B oe 3 
RQ oo fea} 
Provident Hospital and Free 
Dispensary (col.)*#° ..... Gen NPAssn 129 
St. Agnes’ Hospital*#°.... Gen Chureh 188 
St. Joseph’s Hospital*+#°... Gen Church 255 
Sinai Hospital*#o ......... Gen NPAssn- 243 
South Baltimore General 
ee ee Ge NPAssn 115 
Sydenham Hospital ........ Iso City 110 
Union Memorial Hospital*#° Gen NPAssn 321 
U. S. Marine Hospital*..... Gen USPHS 440 
University Hospital*+°o .. Gen State 400 
Volunteers of America Hos- 
DORME \ cebavhsenssktweegeceen yen NPAssn 35 
West Baltimore General 
eS en Corp 165 
Cambridge, 8,544—Dorchester 
Cambridge-Maryland Hosp.? Gen NPAssn 65 
Eastern Shore State Hosp.. Ment State 366 
Rated capacity 425 
Catonsville, 7,646—Baltimore 
PEOPNON EAIRS cco kssccerens N&M Indiv 35 
Spring Grove State Hosp.*. Ment State 1,818 


Rated capacity 1,729 


Chestertown, 2,809—Kent 
Kent and Upper Queen Anne’s 


General Hospital ......... 7en 
Crisfield, 3,850—Somerset 
Edward W. McCready Me- 
morial Hospital .......... Gen 


County 


Crownsville (Waterbury P.O.),—Anne Arundel 


Crownsville State Hospital 


(col.) Ment 


State 


er 
vv 


1,310 


Rated capacity 1,000 


Hospital for Colored Feeble- 
minded Children 
Cumberland, 37,747—Allegany 


Allegany Hospital of the 
Sisters of Charity®........ Gen Church 
Memorial Hospital ........ Gen CyCo 
Easton, 4,092—Talbot 
Emergency Hospital© ...... Gen NPAssn 
Edgewood, 300—Harford 
Station Hospital ........... Gen Army 
Elkton,3,331—Ceeil 
Union Hospital of Cecil 
COMER © tixhinn db urvetessece Gen NP Assn 
Ellicott City, 1,216—Howard 
Patapsco Manor Sanitarium N&M Corp 
Ft. George G. Meade,—Anne Arundel 
Station Hospital ............ Gen Army 
Ft. Howard, 598—Baltimore 
Station Hospital ............ 7en Army 
Ft. Washington, 415—Prince Georges 
Station Hospital ............ Gen Army 
Frederick, 14,434— Frederick 
Emergency Hospital ....... Gen County 
Frederick City Hospitalo.... Gen NPAssn 
Frostburg, 5,588—Allegany 
Miners Hospital ............. Gen State 
Iiagerstown, 30,861—Washington 
Washington County Hosp.° Gen NPAssn 
llavre de Grace, 3,985—Harford 
Harford Memorial Hosp.... Gen NPAssn 
Ilenryton, 27—Carroll 
Maryland Tuberculosis San- 
atorium (COl.) .........e00 State 
Ijamsville, 72—Frederick 
Riggs Cottage Sanitarium..N&M Indiv 
J.aurel, 2,532—Prince Georges 
Laurel Sanitarium .......... N&M Indiv 
Mt. Wilson,—Baltimore 
Mt. Wilson Branch, Mary- 
land Tubereulosis Sanat.. TB State 
Olney, 83—Montgomery 
Montgomery County Gen- 
eral Hospital ............. yen NPAssn 
Perry Point, 80—Cecil 
Veterans Admin. Facility... Ment Vet 
Prince Frederick, 200—Calvert 
Calvert County Hospital... Gen County 
Reisterstown, 1,635—Baltimore 
“Bit. Pleasant” seccgescsaics TB NPAssn 
Relay, 2,016—Baltimore _ 
Relay Sanitarium ........... N&M Part 
Rockville, 1,422—Montgomery 3 
Chestnut Lodge Sanitarium N&M Indiv 
Salisbury, 10,977—Wicomico : 
Maryland ‘Tuberculosis San- 
QtOTIOM ~scsicrresoccesecacs State 
Peninsula General Hosp.°... Gen NPAssn 
State Sanatorium, 260— Frederick 
Maryland Tuberculosis San- 
Ee ee Pepe er perry TB State 
Sykesville, 661—Carroll 
Springfield State Hogsp.*.... Ment, State 
Rated capacity 
Towson, 2,074—Baltimore 
Aigburth Manor ............ Conv Indiv °° 
Hospital for ES. 
(Eudowood Sanatorium)... NPAssn 
Sheppard and Enoch Pratt 
Hospital#© ................ N&M NPAssn 


115 
150 


i) 
a) 


ou 
o 


Se 


510 
2,65 
2,7 


12 
7 


4 
25 
190 
285 


REGISTERED HOSPITALS 


© Bassinets 


o 


ss 


10 
12 


10 
18 


o 


id 


oe 


Number of 


Births 


-_ 
i) 


428 
321 


209 


Unit of Crownsville State Hospital 


69 
115 


66 
22 





Admissions 


ooo 
HALs 
ote oot 
ISSB 


< 


SOorrw 
“I 0° 
aon 


9,046 
1,218 
3,440 
1,137 

"121 


61 
564 


221 


459 


999 


——— 


No data supplied 


219 


37 
77 
503 
2,655 


18 
189 
279 


326 
29 
336 


119 


1,305 
390 
411 

49 


94 


113 
2,660 


691 
659 


Key to symbols and abbreviations is on page 986 





Related Institutions 


Type of 
Tvice 


Baltimore, 804,874—Baltimore City 


Baltimore City Jail Hosp... Inst 
Happy Hills Convalescent 
Home for Children........ Conv 
Home for Incurables........ Ine 
Maryland Penitentiary Hos- 
UNE Ns sein bare tee haa vhue oka nst 


Cumberland, 37,747—Allegany 
Allegany County Tuberculo- 
sis Sanatorium 
Jessups, 161—Anne Arundel 
Maryland House of Correc- 
tion Hospital ............ . Inst 
Leonardtown, 697—St. Marys 
St. Marys County Hospital. Gen 
Owing Mills, 215—Baltimore 
Rosewood State Training 
NE © vnc sakus>bcedoasnene MeDe 


seme en eeeeee 


MARYLAND—Continued 


25 

£ — 

ES 

~o 

ge =I 

Ss 8 
City 28 
NPAssn 60 
NPAssn 119 
State 44 
NPAssn 24 
State 47 
NPAssn 82 
State 1,110 


Rated capacity 1,000 


Sparrows Point,—Baltimore 
Emergency Hospital Bethle- 





hem Steel Company....... Indus Corp 20 
Summary for Maryland: Siete Rain 
Hospitals and sanatoriums.. 67 17,529 
Related institutions......... ; 9 1,530 
i BRE SER te cet 76 19,059 
Refused registration.......... 76 
MASSACHUSETTS 
J 
Se oe 
i aS . 
Hospitals and Sanatoriums a> FO s 
Be 68 & 
Acushnet (New Bedford P.O.), 4,008 -Brisiol 
Acushnet Hospital ......... Gen NPAssn 5 
Adams, 12,697—Berkshire 
W. B. Plunkett Memorial 
pe a are Gen City 50 
Aldenville (Chicopee Falls P.O.),—Hampden 
Chicopee Hospital ......... Gen Indiv 25 
Amesbury, 11,899—Essex 
Amesbury Hospital ........ Gen City 30 
Arlington, 36,094— Middlesex 
Ring.Sanatorium and Hosp.N&M Corp 60 
Symmes Arlington Hosp.°..Gen NPAssn 80 
Attleboro, 21,769—Bristol 
Bristol County Tuberculosis 
TOO is vc ind cdisn cand County 65 
Sturdy Memorial Hospitalo.Gen NPAssn 101 
Ayer, 3,060— Middlesex 
Community Memorial Hosp. Gen NPAssn 22 
Bedford, 2,603—Middlesex 
Veterans Admin. Facility... Ment Vet 1,116 
Belmont, 21,748— Middlesex 
McLean Hospital#© ........ N&M NPAssn- 282 
Beverly, 25,086—Essex 
Beverly Hospital*© ......... Gen NPAssn 121 
Boston, 781,188—Suffolk 
Adems House (Nervine).... Nery NPAssn 36 
Beth Israel Hospital*#°.... Gen NPAssn 220 
Boston City Hospital*+°... Gen City 2,466 
Boston Floating Hospital#® Chil NPAssn 50 
Boston Lying-in Hosp.+9...Mat NPAssn 150 
Boston Psychopathic Hosp.+ Ment State 71 


Rated capacity 109 


Boston State Hospital+.... Ment State 2,368 
Rated capacity 2,109 
Carney Hospital*#o ........ Gen Church 186 
Channing Home ............ B NPAssn 27 
Children’s Hospital#° ...... Chil NPAssn- 283 
Collis P. Huntington Memo- 
rial Hospital* ............ SkCa NPAssn 25 
Emerson Hospital .......... en Corp 30 
Evangeline Booth Maternity 
Hospital and Home....... Mat Church 75 
Faulkner Hospital*o ....:.. Gen NPAssn 144 
Glenside Hospital ........... N&M Corp 85 
Harley Private Hospital.... Gen Corp 62 
— of the Good Samari- 
sce au ea Gag udeh 6iG ons ard NPAssn 80 
Infants? Hospital ........... Chil NPAssn 45 
Jewish Memorial Hospital.. Chr NPAssn 95 
Joseph H. Pratt Diagnostic 
HOSpHtal® .. ic cvnsccctess Gen NPAssn 65 
Long Island Hospital*..... Gen City 612 
Massachusetts Eye and Ear 
SORNUBETS «0 6 cpeecs be csene ENT NPAssn~ 231 
bas se a General Hos- 
WRITS kb vn cksteccuaness en NPAssn 424 
Pw General Hos- 
pital, The Baker Memorial Gen NPAssn 242 
Massachusetts General Hos- 
pital, Phillips House...... Gen NPAssn_ 103 
Monupchusetts Memorial Hos- 
pitale®FO 2... ce cceete ced en NPAssn 392 
enmaemtis Women’ 8 Hos- 
pitalo seeeeeve Gen NPAssn 62 
New England. Baptist Hosp.oGen NPAssn 250 
New mean Deaconess - 
Hospitalt® ................Gen Church 305 
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VotumeE 110 
Vouvme 11 REGISTERED 
MASSACHUSETTS—Continued 
az — mn 
“ ae ge ree 
os Ea S§ 2e 28 3 
25 29 a | eS e2 <2 
Hospitals and Sanatoriums SF o a se g¢8 8 
Bd 5 a-z2m 456 & 
New England Hospital for 
Women and Children*°... Gen NPAssn 185 75 1,424 168 5,279 


Palmer Memorial Hospital.. Unit of New England Deaconess Hospital 


Peter Bent Brigham Hos- 


DIRE S . . iac ai ceedoe sens -Gen NPAssn 247 
Robert Breck Brigham Hos- 

We etic oan x00 on Chr NPAssn_ 115 
Robert Dawson Evans Me- 

morial* 


St. Elizabeth’s Hospital*>..Gen Church 250 
St. Margaret’s Hospital..... Gen Church 60 
' St. Mary’s Maternity. Hosp. MatCh Church 40 
ees g Division of Bos- 
ton City Sisepital® “eee TB City 616 
Vineent Memorial Hospital.Gen NPAssn 21 
Bridgewater, 9,055— Plymouth 


Bridgewater State Hospital Ment State 916 
Rated capacity 982 
Lrockton, 63,797—Plymouth 
Brockton Hospital* ........ Gen NPAssn_= 125 
Goddard, Hospital .......... Gen Corp 59 
Moore Hospital ............ Gen _ Indiv 25 
lrookline, 47,4909—Norfolk 
Bellevue. Hospital .......... Gen Corp 30 
Bournewood Hospital ...... Nerv Indiv 18 
Brooks Hospital ............ Gen Corp 3 
Free Hospitat for Women#Gyn NPAssn _ 101 
Trumbull Hospital .......... Gen /-NPAssn 50 
Cambridge, 113,648— Middlesex 
Cambridge City Hospital*>.Gen City 202 
Cambridge .Hospital*#° .... Gen NPAssn 2 
Cambri Sanatorium .... TB City 85 
Charlesgate. Hospital ...... Gen Corp 85 
Chester Hospital ............ Gen Corp 40 
Canton, 5,816—Norfolk 
Massachusetts Hosp. School Orth State 300 
Chelsea, 45,816—Suffolk 
Captain John Adams Hos- 
pital at. Soldiers’ Home°.. Gen State 282 
Chelsea. Memorial Hosp.°...Gen -Corp 85 
U, 8. Marine. Hospital....... Gen USPHS 200 
U. S$. Naval. Hospital*...... Gen Navy 335 
C inton, 12,817—Worcester 
“linton Hospitalo ,......... Gen NPAssn 65 
Concord, 7,447—Middlesex 
merson. Hospital ,......... Gen NPAssn 38 
RICYNOME 62 vevve rs beies cece Nerv Indiv 20 
Diunvers, 12,957--Essex 
iiunt Memorial Hospital....Gen City 20 
Everett, 48,424— Middlesex 
Whidden Memorial Hosp.°..Gen NPAssn 95 
Fa ll.River, 115,274—Bristol 
\all River General Hosp.... G&TB City 281 
St. Anne’s’ Hospitalo........ Gen Church 100 
‘Truesdale Hospitalt° ...... Gen NPAssn_ 134 
Union Hospital*© .......... Gen NPAssn 72 
Fitchburg, 40,€92—W orcester 
Burbank. Hospital*o ....... Gen Corp 198 
Forest ae (Boston P.O.),—Suffolk 
Forest Hills General Hosp.. Gen NPAssn © 150 
Ft. Devens.(Ayer P.O.),—Middlesex 
Station.Hospital ............ Gen Army 117 
Foxboro, 5,347—Norfolk 
Foxboro State Hospital+... Ment State 1,342 


Rated capacity 1,150 
Framingham, 22,210—Mididiesex 
Framingham Union Hosp.% Gen 
Gardner, 19,399— Worcester 


NPAssn_ 130 


Gardner State. Hospital+... Ment State 1,396 
Rated capacity 1,195 
Henry Heywood Memorial 
HOGQEEMET ccc vescccevivcscsece Gen. NPAssn 81 
Gloucester, 24,204—Fsgex 
Addison Gilbert Hospital®..Gen NPAssn 85 
Great Barrington, 5,934—Berkshire 
Fairview, Hospital .......... Gen NPAssn 49 
Greenfield, 15,500—Franklia 
_ Franklin County Public 
Hospital® ...... RON AE ie Gen NPAssn 87 
Groton, 2,434—Middlesex 
Groton Hospital ............ Gen Indiv 14 
Hathorne, 171—Essex 
Danvers State Hospital®.... Memt State 2.314 
Rated capacity 1,860 
Haverhill, 48,710—Essex 
Benson -Hospital -............ Gen Indiv 26 
Haverhill Municipal Hospi- 
tals (Hale) ...............- Gen City 156 
Haydenville, 1.300-—Hampshire 
Hampshire County Sanat...TB County 980 
Holbrook, 3,353--Norfolk e 
Elmhurst Hosp. and Sanit..Gen Indiv 15 
Holden, 3,871—Worcester 
Holden District. Hospital...Gen | NPAssn 80 
Holyoke, 56.5837—Hampden 
Holyoke Hospitalo ......... Gen NPAssn 12% 
Holyoke Tuberculosis Sanat.TB City 18 
Providence Hospital*® ....Gen Church 168 
Hyannis, 1,800—Barnstable 
ape Cod Hospital.........Gen NPAssn 65 
Ipswich, §.500—E ‘ es 
Benjam Stickney Cable 
Leween spital .......Gen NPAssn 30 
nce,. ! 
Bessie Burke Memorial Hos- ‘ 
Ra” ccs vocnae snes ccccsccce GO. See 125 


Sieh ha eked oki: 00 08 Unit of Massachusetts Memorial Hospitals 
50 50 826 161 
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10 
20 


36 


30 


15 
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Key to symbols and abbreviations is on page 986 


-» 193 4,714 
86 963 


466 40 1,411 
133 23 «150 


584 9505 
16 =. 300 


881 77 


2,746 
1,947 
480 


Sez 
Bee 


>: 8 
— 
or) 
es 
— 
~ 


. a 
: BS 
“ 
=~ 
we) 
~I 
bo 
a) 


13 
137 10 


260 55 1,820 
289 77 2,721 
436 100 3,187 
540 155 4,115 
No data supplied 
66 1,813 


1,297 319 
596 65 2,429 
1,396 174 


S71 60 2,121 
234 55 1,920 
113 19 ~=631 


281 67 1,700 
26 8 296 
. 2,253 963 
13 17425 
New building 
ee ao 2S 
ee 8 112 
79 = 20: 906 

RR Rs | 

589 128 5,599 

242 48 1,784 
9 13 458 

19 =. 90-2, 874 
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os 
og 6 fs 
Hospitals and Sanatoriums & Pp EO 3 
aS Ey, 3 
aH Os a 
Clover Hill Hospital........ Gen Corp 28 
Lawrence General Hosp.*°.Gen NPAssn 130 
Leominster, 21,810— Worcester 
Leominster Hospital® ...... Gen NPAssn 61 
Lowell, 100,234— Middlesex 
Lowell General Hospital*>..Gen NPAssn 150 
St. Johns Hospital*o ...... Gen Chureh 160 
St. Joseph’s Hospital*°.... Gen Chureh = 105 
Shaw Hospital .............. Gen Indiv 16 
Ludlow, 8,876—Hampden 
Ludlow Hospital ........... Gen NPAssn 30 
Lynn, 102,320—Essex 
Lynn Hospital*o ........... Gen NPAssn_ 172 
Union Hospital .............. Ger NPAssn 61 
Malden, 58,036— Middlesex 
Malden Hospitalo .......... Gen Corp 187 
Marblehead, 8,668—Essex 
Mary A. Alley Emergency 
ere Gen City 15 
Marlboro, 15,587— Middlesex 
Marlboro Hospital ......... Gen NPAssn 62 
Medfield, 4,066—Norfolk 
Medfield State Hospital#©. Ment State 1,912 


Rated capacity 1,598 
NPAssn 75 


Medford, 59,714—Middlesex 
Lawrence Memorial Hosp.°. Gen 
Melrose, 23,170—Middlesex 


Melrose Hospitalo .......... Gen NPAssn 105 
New England Sanitarium 
and Hospitalo ............ Gen Chureh = 135 


Middleboro, 3,608—Plymouth 


Lakeville State Sanat.+..... TB State 302 
St. Luke’s Hospital......... Gen NPAssn 23 
Middleton, 1,712—Essex 
Essex Sanatorium .......... TB County 360 
Milford, 14,741— Worcester 
Milford Hospitalo .......... Gen NPAssn 60 
Milton, 16,434—Norfolk 
Milton Hospital and Conva- 
lescent Home ............. Gen NPAssn 27 
Montague City, 761—Franklin 
Farren Memorial Hospital®. Gen Church 80 
Nantucket, 3,678—Nantucket 
Nantucket Cottage Hosp... Gen Corp 19 
Natick, 13,589—-Middlesex 
Leonard Morse Hospital.... Gen City 61 
Needham, 10,848—Norfolk 
Glover Memorial Hospital.. Gen City 22 
New Bedford, 112,597—Bristol 
St. Luke’s Hospital*°...... Gen NPAssn_ 294 
Sassaquin Sanatorium ..... TB NPAssn'_ 116 
Union Hospital ............. Gen Corp $1 
Newburyport, 15,084—Essex 
Anna Jaques Hospital...... Gen NPAssn 52 
Newburyport Homeopathic 
WII abs cricescaiccveeeas Gen NPAssn 25 
Newton, 65,276— Middlesex 
New England Peabody Home 
for Crippled Children..... TbOr NPAssn_ 100 
Newton Hospital*© ......... Gen NPAssn_ 198 
North Adams, 21,621—Berkshire 
North Adams Hospital...... Gen NPAssn 91 


Northampton, 24,381—Hampshire 
Cooley Dickinson Hosp.°... Gen NPAssn_ 132 
Northampton State Hosp.*+. Ment State 1,947 
Rated capacity 1,698 
Veterans Admin. Facility... Ment Vet 650 
North Grafton, 2,340—Worcester 
Grafton State Hospital#... Ment State 1,442 
Rated capacity 1,258 
North Wilmington, 472—Middlesex 
North Reading State Sana- 


WN so ic wank nes sactous TbChil State 297 
Norwood, 15,049—Norfolk 
Norwood Hospital ......... Gen NPAssn 80 
Oak Bluffs, 1.333—Dukes 
Martha’s Vineyard HospitalGen NPAssn 31 
Palmer, 9,577—Hampden 
Monson State Hospital+... Epil State 1,521 
Rated capacity 1,164 
Wing Memorial Hospital...Gen NPAssn 


Peabody, 21,345—Essex 
Josiah B. Thomas Hosp.°.Gen City 
Pittsfield, 46,677—Berkshire 


Hillerest Hospital .......... Gen NPAssn 

House of Merey Hosp.*°...Gen NPAssn 

St. Luke’s Hospital*°©...... Gen Chureh 
Piymouth, 13,042—Plymouth : 

Jordan Hospital ........... Gen NPAssn 
Pocasset, 365—Barnstable 

Barnstable County Sanat... TbIso County 


Quincy, 71,988—Norfolk 
Quincey City Hospital*>....Gen City 
Rutland, 2,442—Worcester 


Central New England Sanat. TB NPAssn 
Jewish Tuberculosis Sanat. TB NPAssn 
Rutland State Sanatorium*+ TB State 


Rutland Heights, Worcester 
Veterans Admin. Facility... TB Vet 
Salem, 43,353—Essex 


North Shore Babies’ Hosp.. Chil NPAssn 
a ee Gen Assn 

aron, —NO 

Sharon Sanatorium ........ NP Assn 


gs 8s 3 3e3 8 = gs B8e 8s & 


419 
304 


154 


425 
73 


65 
146 


424 
166 


‘514 


1007 
nm 
ga 

. &§ 
sz 2 
un 
ss g 
ro 8s 
=o <4 
20 1,031 
89 3,032 
36 1,499 
81 2,926 
lll 3,352 
94 4,066 
8 237 
16 696 
131 4,916 
42 1,686 
100 4,085 
9 426 
37 1,2¢2 
1,858 341 
58 2,285 
87 2,159 
104 2,469 
281 257 
9 279 
339 316 
88 1,691 
11 444 
46 1,219 
13 410 
36 802 
13 476 
189 6,861 
110 98 
25 715 
34 960 
10 895 
82 4 
138 5,186 
57 1,840 
79 3,446 
1,903 668 
635 74 
1,457 158 
251 224 
69 2,436 
14 407 
1,510 198 
12 937 
40 1,234 
34 486 991 
112 3,378 
91 3,926 
31 46993 
4 °1233 
18% 6,281 
38 | «30 
17 tis) 
367 276 
392 1,130 
$2 491 
128 4,241 
32° (36 
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£3 
4a - 
Se a 
o= © 
Hospitals and Sanatoriums ae EO a 
PS Es, g 
BD oo = 
Somerville, 103,908— Middlesex 
Central Hospital cienbenneas yen Indiv 50 
Somerville Hospital® ....... Gen NPAssn 114 
South Braintree,—Norfolk 
Norfolk County Hospital.. TB County 150 
Southbridge, 14,264—W orcester : 
Harrington Memorial Hosp. Gen NPAssn 40 
South Dartmouth, 1,815—Bristol 
Sol-e-Mar Orthopedic Hos- 
pital for Children......... Orth NPAssn 80 
South Hanson, 831—Plymouth 
Plymouth County Hospital+ TB County 140 
Springfield, 149,900—Hampden 
Health Department Hospi- 
GOIN cawisacnsodksonskouaeess TbIso City 96 
Mercy Hospital*© .......... Gen Church 330 
Shriners Hospital for Crip- 
pled Obildren® .....csesees Orth Frat 60 
Springfield Hospital*° ..... Gen NPAssn- 261 
Wesson Maternity Hosp.°. Mat NPAssn 62 
Wesson Memorial Hosp.*° Gen NPAssn 120 
Stoekbridge, 1,762—Berkshire 

Austen Riggs Foundation.. Nery NPAssn 52 
Taunton, 37,355—Bristol 

Morton Hospital ........... Gen Corp 64 

Taunton State Hospitalt¢.. Ment State 1,670 

Rated capacity 1,285 

Tewksbury, 5,585— Middlesex 

State Sohanare? Ro Gen State 8,110 
Vineyard Haven, 1,500—Dukes 

U. S. Marine Hospital....... Gen USPHS 24 
Waltham, 39,247— Middlesex 
Metropolitan State Hospital Ment State 1,745 

Rated capacity 1, 587 
Middlesex County Sanat.*.. TB County 258 
Waltham Hospital*°© ...... Gen NPAssn 163 
Ware, 7,385—Hampshire 
Mary Lane Hospital....... Gen NPAssn 35 
Webster, 12,992— Worcester 

Webster District Hospital..Gen NPAssn 24 
Wellesley, 11,439—Norfolk 

( *hanning Sanitarium ...... N&M Corp 34 

Wiswall Sanatorium ....... N&M Corp 35 
Westboro, 6,409— Worcester 
Westboro State Hospitalt© Ment State 1,482 

Rated capacity 1,331 
Westfield, 19,775—Hampden 
NODS. FIORDIEAL o..0crcncscers Gen NPAssn 95 

Westfield State Sanatorium TB State 270 
Westwood, 2,097—Norfolk 
Westwood Lodge ........... N&M Corp 21 
Weymouth, 20,882—Norfolk 
Weymouth Hospital ....... Gen NPAssn 70 
Whitinsville, 6,090— Worcester 
Whitinsville Hospital ...... Gen NPAssn 15 
Winchendom, 6,202— Worcester 
Millers River Hospital...... Gen NPAssn 25 
Winchester, 12,719—Middlesex 
Winchester Hospital ....... Gen NP Assn 65 
Winthrop, 16,852—Suffolk 
Station Hospital ........... Gen Army 100 
Winthrop Community Hosp. Gen NPAssn 44 
Woburn,— Middlesex 
Charles Choate Memorial 

oY EY 7en NPAssn 42 
Worcester, 195,311— Worcester 
Belmont Hospital* ......... bIso City 275 
Fairlawn Hospital ......... Gen NPAssn 50 
Harvard Private Hospital.. Gen Corp 25 
Memorial Hospital*#o ..... Gen NPAssn- 185 
St. Vincent Hospital*°©..... Gen Church 295 
Worcester City Hospital*° Gen City 480 
Worcester County Sanat... TB County 130 
Worcester Hahnemann Hos- 

SS TR Re NPAssn_ i111 
Worcester State Hospital+© Ment State 2,334 


Rated capacity 2,407 


Wrentham, 3,584—Norfolk 
Pondville Hospital at Nor- 
SUN: vasccecescaebkcasse Ca 


Related Institutions 
Be ldwinsville, 2,360—Worcester 
Hospital Cottages for Chil- 


GE nk vexhcosceusosanacisas Chil 
Belchertown, 3,139—Hampshire 
Belchertown State School.. MeDe 


Boston. 781,188—Suffolk 


State 147 

NPAssn 135 

State 1,301 
Rated capacity 1,103 
Audubon Hospital ......... Gen _Indiv 32 
Bay State Hospital......... Gen Part 21 
Boston Home for Incurables Ine NPAssn 57 
Deer Island Hospital...... -Inst CyCo 30 
Fenway Hospital ........... en Corp 40 
Florence Crittenton Home 

and Hospital ..cicccescrces at NPAssn 21 
MacLeod Hospital ......... en Corp 25 
Massachusetts State Prison 

rae ae ye State 26 
New England Home for Little 

WeererS ai ascii hens venice NPAssn 19 
Prendergast Preventorium.. TB NPAssn 115 
Riverbank Hospital ....... = Indiv $2 
Talitha Cumi Home........ Mat NPAssn 32 
Dr. Taylor’s Private Hosp. Drug Indiy 18 
Washingtonian Home ..... Aleoh NPAssn 35 
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oo 
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129 


179 
648 


641 
1,002 


28 
36 


Average 
Census 


2S 
oe 


ws 


51 
230 
52 
215 


~ 
Ov 


43 
38 
1,644 


2,851 
21 
1,668 
322 


181 


123 
1,286 
19 


11 
56 


Admissions 


he | 
re 


ho 


342 
5,853 
415 
6,009 
1,510 


598 


379 
3,088 


1,013 
1,109 


47 
37 


1,495 


1,450 


42 
112 
601 


478 
13 


No data supplied 
No data supplied 


93 
74 


8 
12 
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107 
498 


230 
452 
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6 


248 
660 


Key to symbols and abbreviations is on page 986 









Ps aaew A. M. A, 
ARCH 26, 1938 


MASSACHUSETTS—Continued 


Related Institutions 


Brockton, 63,797—Plymouth 
Harris Convalescent Home Conv 
Sunshine Private Hospital. Conv 
Brookline, 47,490—Norfolk 


Board of Health Hospital TbIso 


Cambridge, 113,643— Middlesex 

Holy .Ghost Hospital for In- 

CURDS osc ccnccusdses --. Ine 

Chicopee, 43,930—Hampden 

Health Department Hosp.. TB 
Egypt, 340—Plymouth 

Children’s Sunlight Hosp.. Orth 
Framingham, 22,210—Middlesex 

Woodside Cottages 
Greenfield, 15,500—Franklin 


Greenfield Isolation Hosp.. TbIso 


Haverhill, 48,710—Essex 
Haverhill City Infirmary.. Inst 
— Municipal Hospi- 


tee 100,234— Middlesex 


Lowell Tuberculosis Hosp.. TbIso 


Lynn, 102,230—Essex 
Lynn Isolation Hospital.... 
Malden, 58,036— Middlesex 
Malden Contagious Hosp.. 
Marblehead, 8,608—Essex 
Children’s Island Sanit.... 
Methuen, 21,069—Essex 
Mary E. Barr Sanitarium.. 
Norfolk, 1,429—Norfolk 
Hospital of Norfolk State 
Prison Colony ........... Inst 
Pittsfield, 49,677—_Berkshire 
Frederic 8. Panay: Memo- 
TIRE PROMO oc cbiccviicceccs B 
Pittsfield “anti: Tuberculosis 
Hospital TB 
Quincey, 71,938— Norfolk 
Wellington Hospital Home Conv 
Rutland, 2,442—Worcester 
Rutland Cottage Sanatoria TB 
Salem, 43,353—Essex 
Health Départment Hospi- 
tal for Contagious Dis- 
WEE sn ocbtnesstewnes > resus Iso 
Shirley, 2,427— Middlesex 
Industrial School for Boys Inst 
Somerville, 103,908— Middlesex 
Somerville Contagious Dis- 
ease Hospital 
Springfield, 149,900—Hampden 
Buseall Nursing Home..... Conv 
City of Springfield Infir- 
mary 


Iso 


Conv 


Gen 


Boece wee weeeeeenese 


al 
Wakham, 39,247— Middlesex 
Teresian Lying-in Hospital Mat 
Walter E. Fernald State 
School 


were eee eee eee eee eee) 


TbIso 


nership 
or Control 


Indiv 
Indiv 


City 


Church 
City 
NPAssn 
Corp 
City 
City 
City 
City 
City 
City 
NPAssn 
Indiv 


State 


NPAssn 
NPAssn 
Corp 
Indiv 


City 
State 


City 
Indiv 
City 
Part 
Indiv 
State 


Beds 


10 
1,962 


Rated capacity 1,540 





Waltham Baby Hospital... Chil NPAssn 22 

Wellesley, 11,489—Norfolk 

Convalescent Home of the 
Children’s Hospital ....... Chil NPAssn 93 
Simpson Infirmary of Wel- 
lesley College ........... nst NPAssn 20 
West Concord, 1,851— Middlesex 
Massachusetts Reformatory 
RROUINIGAD vec ccicccthss 0sese nst State 46 
Whitman, 7,591—Plymouth 
Whitman Hospital ...:..... Gen Indiv 12 
Williamstown, 3,900—Berkshire 
Williams College Infirmary. Inst NPAssn 21 
Wrentham, 3,584—Norfolk 
Wrentham State School.... MeDe State 1,981 
Rated capacity1,360 
mmary fo : 

Su Y for Massachusetts iis: Mate 
Hospitals and sanatoriums.. 201 51,395 
Related institutions.......... 7,545 

IE: iacctesstawene nisvas . 258 58,940 
Refused registration.......... 18 460 
MICHIGAN 
£8 
Sal is 
g &8 
Hospitals and Sanatoriums > Ev s 
ov ee 
2 6s 
Adrian, 13,064—Lena 
Emma L. Bixby ‘Howial.. Gen City 42 
Albion, 8,324—Calhoun 
James W. Sheldon Memorial 
Hospital ......... soseeeeees Gen City 40 
Alma, 6, 734—Gratiot 
Carney- Wileox Hospital ...Gen Part 31 
R. B. Smith Memorial Hosp.Gen NPAssn 20 


Bassinets 
Number of 
Births 
Average 
Census 

a». Admissions 


ou 


i) 
~ 
co 
= 


ee « Ill 

: es 116 115 

. ee iP 

2 ee 531d 

° ee 8 137 

ee e eo «68189 
oe 94 102 

9 168 12 «492 


6 7 


. ee 47 

. 13 «3 

. 7 107 

. 7 «437 

i oe 

13 48 

112 «(703 

5 28 3 70 


897 208 
ve 6 55 
. = 


.. 1,912 1%6 





Average 

Census Admissions 
44,517 395,598 
6,514 12,276 
51,031 407,874 
s 2. od 
g $m #3 3 
S Bs $28 & 
Ss 5a... bs 
mo zm <0 4 
10 237 $2 1,172 
10 76 J 


5 No data supplied 
5 «9 «(15 O6 
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a5 S | 
oo as “ z 2 pan 
og 2a = g we tn w 
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Hospitals and Sanatoriums 4 Be 3 @ &E Sa & 
o te ® oe Po b>] 
Q Oo mm ZA dO «4 
Ann Arbor, 26,944—Washtenaw 
Mercywood Sanitarium ....N&M Church @ én 30 4=- 3.48 
St. Joseph’s Mercy Hosp.*° Gen Chureh 120 20 339 112 38,336 
State Psychopathic Hosp.... Unit of University Hospital 
University Hospital*#o .... Gen State 1,251 34 551 1,075 21,582 
Bad Axe, 2,3832—Huron 
Hubbard Memorial Hospital Gen County 2 6 83 19 665 
Battle Creek, 43,573—Calhoun 
American Legion Hospitalt TB State 350 200 «3 
Battle Creek Sanitarium*?.. Gen NPAssn 500 336 5,597 
Calhoun County Public Hosp. TB County 75 49 69 
Leila Y. Post Montgomery 
Hospitein?” sccceceseccewtes Gen Church 140 17 447 96 4,021 
Nichols Memorial HospitalOGen NPAssn 71 16; 465 57 4,365 
Bay City, 47,355—Bay 
Bay City General Hospital Gen City 73 10 125 28 1,063 
Bay City Samaritan Hosp. Gen NPAssn 43 4 3 23 «1,185 
Mercy Hospital*© ......... Church 140 20 288 85 5,314 
Benton Harbor, 15,434—Berrien 
Mercy Hospital ............ en NPAssn 45 12 -212 41 1,525 
Big Rapids, 4,671—Mecosta 
Community Hospital ...... Gen City 14 9 48 ll 8508 
Brigiiton, 1,287—Livingston 
Mellus Hospital ............ Gen Indiv 14 4 20 11 = 361 
Cadiilae, 9,570—Wexford 
Mercy Hospital ............. Gen Church nO 68 79 33 1,674 
Wexford County Hospital. G&TB County 7: .. ve 16 21 
Calumet, 1,557—Houghton - 
Calumet and Hecla Hosp... Indus Corp 21 No data supplied 
Camp Custer,—Kalamazoo 
Station Hospital .......... Gen Army 84 25 558 
Veterans Admin. Facility... Ment Vet 835 842 204 
Caro, 2,554—Tuscola 
Caro Community Hospital Gen City 16 6 «6 37 6 300 
Cassopolis, 1,448—Cass et 
McCutcheon Hospital ...... Gen Part 8 4 33 5 255 
Charlevoix, 2,247—Charlevoix 7 
Charlevoix Hospital ....... Gen City 28 8 80 16 «(51S 
Charlotte, 5,307—Eaton 6 
Haves-Green Memorial Hosp. Gen County 1 5 110 8 635 
Clare, 1,491—Clare 
Clare County General Hosp. Gen Indiv 17. «3 24 12 433 
Coldwater, 6,735—Branch 
Wade Memorial Hospital... Gen Indiv 2 65 56 12 500 
Crystal Falls, 2,995—Iron . 
Crystal Falls General Hosp. Gen Indiv 14 2 24 She 
Dearborn, 50,358—Wayne z 
St. Joseph’s Retreat......... N&M Church 350 815 36 
Detroit, 1,568,622— Wayne ; 
Alexander Blain Hospital*. Gen NPAssn 60 «5 34 41 1,592 
Bethesda Hospital (col.)... TB NPAssn aoe pe 83 93 
Charles Godwin Jennings 
Fospeeah: -csn cho cc¥eis ven on Gen NPAssn 66 9 131 $4 1,521 
Chenik Hospital ............ TB NP Assn -: ty 40 =«104 
Children’s Hospital#°....... Chil NPAssn 239 . e- 202 6,990 
City of Detroit Receiving % 
Hospi civevancsdessvns en City 650 20 683 21,365 
City of Detroit Receiving eee 
Hospital (Redford Branch) Gen City 50 2 35 1,705 
Cottage Hospital .......... Gen NPAssn 45 13 320 26 1,580 
Delray General Hospital.... Gen NPAssn 80 15 459 65 1,979 
Detroit Tuberculosis Sanat. TB NPAssn 150 .. si 137. :175 
East Side General Hospital Gen NPAssn 80 35 1,014 82 2,936 
Edyth K. Thomas Memorial 
Hospital (eol.) .........+- Fen NPAssn 45 6 Estab. 1937 
Evangelical Deaconess Hos- ss 
Pitalh* .. sccueeswetery «ses Gen Church 175 30 676 82 4,230 
Fairview Sanatorium (col.) TB NPAssn 66 .. sid 64 87 
Florence Crittenton Hosp.. Gen NPAssn 140 130 1,711 83 3,332 
Good Samaritan Hospital 4 
Ol.) .csnieewolbacseeencs Indiv ye: va 28 65 
Grace Hospital*#o.......... Gen NPAssn 458 70 1,827 434 15,444 
Grosse Pointe Hospital..... Gen Indiv 35 (14 54 23 «850 
Harper Hospital*#© ........ yen NPAssn 625 85 1,381 425 18,803 
Henry Ford Hospita!*+#°... Gen NPAssn- 572 36 727 508 10,045 
Herman Kiefer Hosp.+®..ContagOb City 1,335 65 1,617 1,199 10,433 
Yincoln Hospital ........... Gen Corp 99 10 103 35 = 615 
Marr General Hospital...... Gen NPAssn 3% 8 18 12 «8504 
Michigan Mutual Hospital. Indus NPAssn . .. es 21 ~=8s0l 
Miriam Memorial Hospital. Unit of Grace Hospital 
Parkside Hospital (col.).... Gen NPAssn Ss 2 V7 40 1,468 
Pingree General Hospital..Gen Corp on: i oe 
Providence Hospital*#o ... Gen Church 309 100 2,566 373 12,961 
St. Aubin General Hospital be 
MeL.) . seccnruumeaanecnuacans en Corp 40 5 27 29 = 584 
St. Joseph’s Mercy Hospi- 
DRT - i acuns gmmmea tren Soc Gen hureh 200 42 1,062 150 5,498 
St. Mary’s Hospital*°..... Gen Chureh 319 45 967 222 7,384 
Saratoga General Hospital..Gen | NPAssn 38 10 155 21 960 
Shurly Hospital ............ Gen _Indiy ieee 2 61 1,838 
Station Hospital ........... Gen Army ee a 51 743 
Trinity Hospital (col.)..... Gen NPAssn ee <4 48 696 
U. S. Marine Hospital...... Gen USPHS 291 .. 231 2,099 
Warren Avenue Diagnostic 
MONA nike Vicentiwssne en Indiv “2 24 11 = 301 
West Side Samitarium...... Gen Indiv 2... icy 22 «198 
Woman’s Hospital+© .. Gen NPAssn 225100 2,552 169 7,034 
Dowagiac, 5,550—Cass 
Memorial Hospital.....Gen | Church 30 4 71 12 430 
Durand, 3,081—Shiawassee 
Durand Hospital ....... ..» Gen NPAssn 13 4 47 6 310 
Eaton Rapids, 2,822—Eaton 
triet Chapman Memorial : 
Indiv 2 3 46 4 28 


Hospital ..... Wusbed caekse .. Gen 


Key to symbols and abbreviations is on page 986 
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Eloise, 710—Wayne 
Eloise Hospital for Mental 

SS sr Ment County 3,683 
Eloise Hospital—Dr. William 

J. Seymour Hospital*+... Gen County 1,450 

Escanaba, 14,524—Delta 

St. Francis Hospital........ Gen Church 75 
Flint, 156,492—Genesee 

Hurley Hospital*#o ........ Gen City 417 

St. Joseph’s Hospital...... Gen Church 80 

Women’s Hospital .......... Gen NPAssn 42 
Fremont, 2,157—Newaygo 

Gerber Memorial Hospital. Gen City 18 
Gaylord, 1,627—Otsego 

Northern Michigan Tubercu- 

Josis Sanatorium .......... State 150 

Goodrich, 324—Genesee 

Goodrich General HospitalGen NPAssn 24 
Grand Haven, 8,345—Ottawa 

Elizabeth Hatton Memorial 

NED i atdlitienecsae tases Gen City 20 

Grand Rapids, 168,592—Kent 

Blodgett Memorial Hosp.*° Gen NPAssn = 132 

Butterworth Hospital*#°o .. Gen NPAssn- 22 

Christian Psychopathic Hos- 

ROR ibatinsos omeeevdb ease N&M NPAssn-~ 260 
City General Hospital...... Gen City 35 
Ferguson-Droste- Ferguson 

SS Proct Corp 33 
St. Mary’s Hospital*°...... Gen Church 218 
Sunshine Sanatorium ...... TB City 145 

Grayling, 1,973—Crawford 
Grayling Mercy Hospital... Gen Church 50 
Greenville, 4,730—Montealm 
United Memorial Hospital.. Gen NPAssn 19 
Hamtramck, 56,268—Wayne 
St. Francis Hospital....... Gen Church 50 
Hancock, 5,795—Houghton 
St. Joseph’s -Hospital©..... Gen Chureh 65 
Hart, 1,690—Oceana 
Oceana Hospital ............ Gen NPAssn 17 
Hastings, 5,227—Barry 
Pennock Hospital .......... Ger NPAssn 27 
Highland Park, 52,959—Wayne 
Highland Park General Hos- 
FEE. b cdwk ici conebecndese Gen City 156 
Hillsdale, 5,896—Hillsdale 
Hillsdale Hospital .......... Gen City 25 
Holland, 14,346—Ottawa 
Holland City Hospital..... Gen City 45 
Houghton, 3,757—Houghton 
Copper Country Sanatorium TB County 53 
Howell, 3,615—Livingstou 
McPherson Memorial Hosp. Gen City 25 
Michigan State Sanatorium+ TB State 480 
Ionia, 6,562—Ionia 
Ionia State Hospital....... Ment State 915 
Rated capacity 831 
Iron Mountain, 11,652—Dickinson 
Iron Mountain Gen. Hosp.. Gen City 28 
Ironwood, 14,299—Gogebie 
Grand View Hospital....... G&TB County 52 
Newport Hospital ......... Gen NPAssn 12 
Twin City Hospital......... Gen Indiv 21 
Ishpeming, 9,238—Marquette 
Ishpeming Hospital ........ Gen Corp 40 
Jackson, 55,187—Jackson 
W. A. Foote Memorial Hos- 
WII oink sbccachecshdcccids en City 150 
Jackson County Sanat.... TB County 64 
Mercy Hospital*©® ........... Gen Chureh 115 
Kalamazoo, 54,786—Kalamazoo 

Borgess HospitalO ......... Gen Church 214 

Bronson Methodist Hosp.© Gen Chureh 108 

Fairmount Hospital. ....... TbIso County 141 

Kalamazoo State Hospital® Ment State 2,765 

Rated capacity 2,207 

Lake Linden, 1,714—Houghton 

Lake Superior General Hosp. Gen NPAssn 9 
Lakeview, 850—Montcalm 

Kelsey Hospital ............ Gen Indiv 18 
Lansing, 78,394—Ingham 

Edward W.Sparrow Hosp.*° Gen NPAssn = 135 

Ingham Sanatorium ....... TB County 100 

St. Lawrence Hospital*°... Gen Church 150 
Laurium, 4,916—Houghton 

Calumet Memorial Hospital Gen NPAssn 25 
Ludington, 8,898—Mason 

Paulina Stearns Hospital.. Gen NPAssn 22 
Manistee, 8,078—Manistee 

Mercy Hosp. and Sanit..... Gen Chureh 50 
Manistique, 5,198—Schooleraft 

Shaw General Hospital..... Gen Indiv 20 
Marquette, 14,789—Marquette 

Morgan Heights Sanat.+.. TB County 90 

St. Luke’s Hospital°o....... Gen NPAssn 90 

St. Mary’s Hospital........ Gen Church 60 
Marshall, 5,019—Calhoun 

Oak Lawn Hospital........ Gen NPAssn 17 
Menominee, 10,320—Menominee 

St. Joseph’s Hospital....... Gen Church 55 
Monroe, 18,110—Monroe 

Merey Hospital ............Gen Church 58 

Monroe Hospital ...........Gen NPAssn 58 


Bassinets 


50 
30 
25 


cr 


18 
48 


; BR: 


3 


3 a 
be ry 2 
Sam aa @ 
2s ss 2 
Ee se a 
oe ne) =| 
Za <d40 <« 
3,546 683 

1,425 7,452 

420 57 2,535 
1,428 339 10,300 
557 70 3,069 
741 35 1,223 
64 10 464 
Estab. 1937 

80 17 1,016 
122 12 499 
498 89 3,410 
830 151 5,867 
242 234 

16 334 

aa 21 886 
689 140 7,073 
wa 105 143 
58 20 948 
46 10 487 
273 43 1,918 
125 52 1,255 
81 16 728 
155 13 671 
1,059 133 4,679 
128 20 1,164 
175 22 1,278 
53 33 

74 13 518 
-_ 471 285 
906 132 

129 19 844 
48 39 1,378 
104 8 323 
No data supplied 
207 40 1,146 
577 Ss «102 4,138 
re 66 57 
418 72 «3,181 
610 123 3,819 
509 72 3,365 
ad 80 408 
2,758 372 

13 5 233 
27 6 289 
766 103 4,986 
a 74 188 
582 104 6,499 
103 18 949 
81 17 674 
57 17 = 604 
31 10 386336 
Ss 79 99 
121 89 2,335 
175 45 1,077 
75 11 49 
256 25. 2,166 
227 39 1,410 
168 56 2,483 
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Ha Os BA wae 20 & 
Morenci, 1,773— Lenawee x 
Blanchard Hospital ........ Gen Part 143 41 9 445 
Mt. Clemens, 13,497—Macomb 
St. Joseph Sanitarium and 
PN icivuberswesters Gen Chureh 125 15 275 70 2,149 
Station Hospital . ... Gen Army ) i 13 32 "670 
Mt. Pleasant, 5,211—Isabella 
MeArthur-Strange Hospital Gen Part 25 5 57 21 1,082 
Mt. Pleasant “Community x 
DEEN 8 gs dénsacavuse decane Gen NPAssn 3 5 mM 15 3730 
Munising, 3,956—Alger 
Munising Hospital ......... Gen NPAssn 3.3 73 14 803 
Muskegon, 41,390—Muskegon 
Hackley Hospital*©o ....... Gen NPAssn 108 17 565 68 2,705 
Mercy Hospital*© .......... Gen Church 100 25 707 71 4,795 
Muskegon County Sanat... TB County 7 = 65 62 
Newberry, 2,465—Luce 
Newberry State Hospital.... Ment State 1,328 1,305 329 
Rated capacity 1,033 
Perry-Spinks Hospital ...... Gen Part 14 6 77 7. 830 
Niles, 11,326— Berrien 
Pawating Meese oS .sshic Gen NPAssn 3S 9 12 16 «6900 
Northville, 2,566—Wayne 
East Lawn Sanatorium.... TB Corp ee a 92 97 
Sessions Private , Hospital.. Gen Indiv 21 4 53 6 2,022 
Wm. H. Maybury Sanat.+ TB City 843 “ 802 712 
Norway, 4,016—Dickinson 
Penn Iron Mining Co. Hosp. Gen Corp 1465 68 7 310 
Qotonagon, 1,937—Ontonagon 
Ontonagon Hospital ....... Gen Indiv 13 5 39 13 328 
Oshtemo, 1,620—Kalamazoo 
Pine Crest Sanatorium..... TB Corp 128 110 =: 109 
Owosso, 14,496—Shiawassee 
Memorial Hospital ........ Gen NPAssn 99 10 358 55. 2,124 
Petoskey, 5,740—Emmet 
Lockwood Hospital ........ Gen City a3 .16 26 31 1,110 
Petoskey Hospital .......-- Gen NP Assn 41. 6 133 35 1,262 
Piainwell, 2,279—Allegan t 
Wm. Crispe Hospital....... Gen City @ 4.3 12 33 
Pontiae, 64,928—Oakland 
Oakland County Contagious i 
ene Rr Iso County 85 50 1,089 
Oakland County Tuberculo- 
sis Sanatorium* .......... TB County 19 .. ..  §0t 8 
Pontiac General Hospital... Gen City 112 20 405 76 3,413 
Pontiac State Hospitalt.... Ment State 1,825: .. -- 1,810 ° 364 
Rated capacity 1,524 
St. Joseph Merey Hosp.*°©. Gen Chureh 1530 25 677 107 3,896 
Pt. Huron, 31,361—St. Clair 
Pt. Huron Hospital.......... Gen NPAssn 120 15 187 67 2,378 
Lowers, 360— Menominee 
Pinecrest Sanatorium ..... TB County 150 97 «121 
Reed City, 1,792—Osceola 
Reed City . Hospital........ Gen City 13-3 36 12 486437 
River Rouge, 17,314—Wayne 
Sidney A. Sumby Memorial 
PP ae Pe as jen Indiv 2 4 .. Estab. 1937 
Royal Oak, 22,904—Oakland 
Royal Oak Private Hosp.... Gen Indiv 19 4 52 14 511 
Saginaw, 80,175—Saginaw 
Saginaw City Hospital..... Gen City 28 5 Nodata ouapie’ 
Saginaw County Hospital.. TbIso County 175 .. 
Saginaw General.Hospital*°® Gen NPAssn 129 23 478 102 6,568 
St. Luke’s Hospital........ Gen Chureh 30 12 397 41 1.712 
St. Mary’s Hospital*°..... Gen Church 150 26 554 122 4,05: 
St. Johns, 3,929—Clinton 
Clinton Memorial Hospital Gen NPAssn 43 10 142 23 1,223 
St. Joseph, 8,349—Berrien 
St. Joseph Sanitarivm..... Gen NPAssn 32 8 104 18 787 
Sault Ste. Marie, 13,755—Chippewa 
Chippewa County War Me- 
morial Hospital ........... yen County 92 25 24 57 (1,911 
Station Hospital .......... Gen Army 66... 1 53 494 
South Haven, 4,804—Van Buren 
Penoyar Memorial Hospital Gen Indiv 12 6 11 5S (Rt 
Stambaugh, 2,400—Iron 
General Hospital Company 
of Iron River District..... Gen NPAssn 7 «66 90 14. «661 
Sturgis, 6,950—St. Joseph 
Sturgis Memorial Hospital Gen City 38 6 19 20 = 889 
Three Rivers, 6,863—St. Joseph 
Three Rivers Hospital..... Gen City ee ee 16 = =785 
Traverse City, 12,539—Grand Traverse 
Central Michigan Children’s 
COR os Since dsccestvivvadse Chil State  - Ea ‘ 13.- 333 
James Decker Munson Hos- 
AID: nnn ktas ones pe atbvacns Gen State 1. 33 40 1,517 
Traverse City State Hosp.t° Ment State 2,340 .. -- 2,332 342 
Rated capacity 1,910 
Trimountain, 2,541—Houghton 
‘Copper Range Hospital....Gen NPAssn 9% *.S 33 8 226 
West Branch, 1,164—Ogemaw 
Tolfree Memorial Hospital.. Gen City 174 46 9 346 
Wyandotte, 28,368—Wayne 
Wyandotte General Hosp.. Gen City 150 30 642 121 3,815 
Ypsilanti, 10,1483—Washtenaw 
Beyer Memerial Hospital....Gen = City 30-6 = «6186 19 858 
Hull Memorial City Hosp. Unit of oer gues Ta era 
Leland. Sanatorium ......... PAssn 138 - 81 W7 
Ypsilanti State Hospital+.. Ment State . 1,614 .. -. 1,612 405 
Rated capacity 1,317 
Zeeland, 2,850—Ottawa 
‘“Fomas G..Huizinga Memo- my : 
rial Hospital ............ -.- Gen NPAssn 4 3 50. 5 226 


Key to symbols and abbreviations is on page 906 
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Addison, 452—Lenawee 
Addison Community Hosp..Gen County 5 
Adrian, 13,064—Lenawee 
Lenawee County Tuberculo- 
sis Sanatorium ....... at County 25 
Alma, 6,734—Gratiot 
Michigan Masonic Home 
and Hospital ............ nst Frat 45 
Ann Arbor, 26,944—Washtenaw ; 
Cowie Hospital ............ en Indiv 9 
Coldwater, 6,735—Branch 
Michigan Children’s Village MeDe State 245 
Rated capacity 250 
Crystal Falls, 2,995—Iron 
Iron County Infirmary.....Gen County 18 
Detroit, 1,568,662—Wayne 
De Nike Sanitarium........ . Aleoh Indiv 18 
Doctor’s Hospital .......... Conv Indiv = 
Memorial Hospital ......... SkCa Part 
Merey Hospital: (col.)...... Gen Indiv Pr 
St. ase SS 
OS ROS Ra ae Chureh 26 
William “Booth | Memorial ; 
FIOMBAERL. 6.55.5 dee cinccccercece at Chureh 83 
Douglas, 368—Allegan 
Community Hospital ....... Gen Indiv 11 
Edmore, 897—Montcalm 
Edmore Hospital .......... Gen = Indiv 10 
Farmington, 1,243—Oakland 
Children’s Hospital Conva- 
lescent Home .......... -. Cony NPAssn 240 
Ferndale, 20,855—Oakland 
Ardmore Hospital .......... Gen Indiv “12 
Flint, 156,492—Genesee 
Genesee County’ Infirmary.InstGen County 220 
Grand Rapids, 168,592—Kent 
Kent County Receiving Hosp. Ment County 32 
‘Michigan Soldiers’ Home 
ee Inst State 245 
Municipal Isolation Hosp... Iso City 22 
Salvation Army Evangeline } 
Booth Home and Hospital Mat Church 8 
Harbor Beach, 1,892—Huron 
Harbor Beach Hospital.... Gen Corp 15 
Hazel Park,—Oakland 
Helene Meinke Hospital..... Gen Indiv 12 
Ionia, 6,562—Ionia 
eo State Reforma- 
DUNS wh icavadiienttcehsun Saks Ins State 22 
J wien 55,187—Jackson 
Florence Crittenton Home 
and Hospital ............. NPAssn 25 
Jackson County Isolation 
pO ee County 30 
Michigan State Prison Hosp. Inst State 225 
Lansing, 78,397—Ingham 
Boys’ Voeational School 
| RR .Inst State 55 
Lansing City Hospital..... Iso CyCo 35 
Lapeer, 5,008—Lapeer 
Lapeer City Hospital aa a Gen Part 18 
Michigan Home and Train- 
ing School* .............45 eDe State 3,522 


Rated capacity 2,795 


Marquette, 14,789— Marquette 
Hospital of the State House 
of Correction and Branch 
MINE Cid secicucskuakve toi Inst 
Mt. Clemens, 13,497—Macomb 
Sigma Gamma _ Hospital 
School for Crippled Chil- 
dren ; 
Negaunee, 6,552—Marquette 
Twin City Hospital.......... Gen 
Northville, 2,566—Wayne 
Wayne County Training 
ME 5 ccC kinins cucass seeeeee MeDe 
Otter Lake, 336—Lapeer 
American Legion Children’s 
PRUE Rive kaN i vdcavncs cess .. TB 
Plymouth, 4,484—Wayne 
Plymouth Hospital 
Pontiac, 64,928—Oakland 
Oakland County Infirmary. Inst 
Pt. Huron, 31,361—St. Clair . 
Pt. Huron Emergency Hosp. Iso 
Rochester, 3,554—Oakland 
Haven Sanitarium ......... N&M 
Rockland, 700—Ontonagon 
Ontonagon County Sanat.. TB 
Rogers City, 3,278—Presque Isle 
Rogers City Hospital...... 
Romeo, 2,283—Macomb 
IGE eee oan Home TB 
Royal , 22,904—Oakland 
Sunnybrook Hospital ...... Gen 
St. Clair, 3,389—St. Clair 
St. Clair Community -Hosp..Gen 
Stockbridge, 715—Ingham 
Rowe Memorial Hospital... Gen 


Gen 


Traverse City, 12,539—Grand Traverse 


Grand Traverse County :. 


Hospital, teteceecerseeetees GED - 


State 


NPAssn 
Indiv 


County - 


Frat 
Part 
County 
City 
Indiv 
County 
Indiv 
Indiv 
Indiv 
City 
Part 


County 





to 6Bassinets 


Number of 
Births 


& 


our. A. M. A 
ARCH 26, ists 


3 Average 
Census 


39 











Admissions 
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2,985 


450 


332 
207 


182 


No data supplied 
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og 86£8 g Be 338 3 
Related Institutions ae 80 3 @ & s¢ & 
> g he & s S. ots} a=) 
aE) ) H zm 40 < 
Wahjamega, 111—Tuscola 
Michigan State Hospital for 
EpilepticS ........eceeeeees Epil State 1,008 ... 990 ©6131 
Rated capacity 699 
ummary for Michigan: Average 
$ ev . Number’ Beds Census Admissions 
Hospitals and sanatoriums.. 36,100 $1,724 372,982 
Related institutions.......... 7,815 6,649 15,942 
WORO is i ok i vecsecencadsens 5 43,915 38,373 388,924 
Refused registration.......... 606 
MINNESOTA 
D 
as “ g 
ig aan ae 
og 6&s 8-82 33 3 
Hospitals and Sanatoriums = 2.> 16) 3 8 ge: Sa 8 
es 65 8 & Za <d 3 
Ada, 1,285—Norman sy ” 
Norman County Memorial 
Hospital .....ccccccsccseee en NPAssn Ba: 39 3 170 
Acrian, 1,000—Nobles 
\drian Hospital ........... Gen Indiv 14 3 61 4 187 
Ah-gwah-ching, 45—Cass : 
Minnesota State Sanat.... TB State 480 378 502 
Al bert Lea, 10,169— Freeborn 
Naeve Hospitalo .......... en NPAssn 75 11, 394 54 2,529 
Al-xandria, 3,876—Douglas : 
Houglas County Hospital.. — NPAssn 30 6 °° 35 12 646i 
St. Luke’s Hospital........ Indiv 17.6 3 86D 80 
Aj pleton, 1,625—Swift 
Kaufman Hospital .......... Gen Indiv B 4. @ 6 377 
Austin, 12,276—Mower ets 
st. Olaf Lutheran HospitalGen Church 37 130 (285 33. 1,547 
Ba vley, 885—Clearwater 
(learwater Hospital ....... Gen Indiv 12 4 No data supplied 
Ba‘ tle Lake, 552—Otter Tail 
(tter Tail County Sanat.. TB County Sat ei 24 24 
Be: nidji, 7,202—Beltrami 
Lutheran Hospital ......... Gen. NPAssn @ .% 3% 26 1,196 
Be: son, 2,095—Swift 
Swift County Hospital....Gen | NPAssn 19 5 53 10 8519 
Biv: abik, 1,3883—St. Louis 
Liwabik Hospital .......... en Indiv 13 3 30 3 170 
Blue Earth, 2,884— Faribault 
blue Earth Hospital........ Gen Indiv 10 4 39 5 230 
Brainerd, 10,221—Crow Wing 
St. Joseph’s Hospital...... Gen Church 75 15 19 44 1,635 
Breckenridge, 2,264— Wilkin 
St. Francis Hospitalo...... Gen Church 3 18 «218 44 1,171 
Buffalo, 1,409—Wright 
Catlin Hospital ............ en Part i 27 4 135 
Canby, 1,738—Yellow Medicine 
John Swenson Memorial 
HIGHIIIEE oct <ncacabiesec tes Gen City wg 6 52 8 335 
Cannon Falls, 1,358—Goodhue 
Mineral Springs Sanat....... TB County 100 js 90 60 
Cass Lake, 1,409—Cass 
Consolidated Chippewa In- 
dian Hospital ............ en IA 32 4 .» Estab. 1937 
Clarkfield, 802—Yellow Medicine 
Clarkfield Community Hosp. Gen Corp 10 4 54 6 28 
Cloquet, 6,782—Carlton 
Eppard Hospital .......... Gen Indiv 7 4 29 2 72 
Fond du Lae Indian Hosp. Gen IA 74 67 21 «473 
Raiter Hospital ............ Part 36 6 103 138 +665 
Crookston, 6,321—Polk 
’ Bethesda Hospital :......... Gen Church 45 10 134 29 1,043 
St. Vincent’s Hospital....... Gen Church 44 6 113 33 0-927 
: Sunnyrest .Sanatorium ...... TB County ; apes ‘eo 68 66 
Crosby, 3,451—Crow Wing 
Miner’s Hospital ........... en Indiv 20 6 58 6 240 
Dawson, 1,386—Lae qui Parle 
Dawson Surgical Hospital. Gen Corp 23. 4 52 12 «476 
Deerwood, 552—Crow Wing 
Deerwood Sanatorium ..... County 26 19 23 
Detroit Lakes, 3,675—Becker 
Community Hospi tal 22.000 Gen NP Assn 21 6 99 15 = («578 
Duluth, 101,463—St. Louis 
Miller Memorial Hospital...Gen City 30. 68 a 19 522 
’ St. Luke’s Hospital*©...... Gen NPAssn 237 33 760 174 6,089 
£t. Mary’s Hospital*°...... Gen Church 260 30 694 203 5,343 
Webber Hospital .......... Gen Corp 40 10 200 24 1,311 
Ely, 6,156—St. Louis 
Shipman Hospital ......... Gen Part 15 «6 30 4 204 
Eveleth, 7,484—St. Louis 
More "Hospital FS Se ee Gen Corp 30.6«8 85 17 «696 
Fairmont, 5,521—Martin 
Fairmont Clinic and Hosp. Gen Corp 36 «(12 61 18 659 
Gardner Hospital .......... Gen Indiv 10 4 15 3 2 
Hunt Hospital .............Gen Part 12 6 18 209 
Maribautt, 12,767—Rice 
St. Lucas Evangelical Dea- ; 
coness Hospital? ......... G Church 50.14 227 --42 1,352° 
Fergus Falls, 9,389—Otter Tail 
Fergus Falls State Hosp.°.. Ment State 2,057" 2... 2,026 > 712) 
: Rated capacity 1,800 : 
* George B. Wright Memorial. nee 
Hospital  .......cseeeeceess NPAssn 38 9. 116 23 913 |. 
St. Luke's Hospital........Gen  NPAssn 5 8 120 233. 755, 
‘Ft. Snell ;1,897—Hennepin - : : 
‘Station Hospital ... .. Gen Army Ree 168° 7 87 148 - 2,266 - 
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Fosston, 978—Polk 
Fosston Hospital .......... Gen Part 122 4 70 
Graceville, 969—Big Stone 
West Central Minnesota 
EES Sea en NP Assn 299 5 119 
Grand Rapids, 3,206—Itasca 
Itasca Hospital eeadenceaasa County 4 15 122 
Granite Falls, 1,791—Yellow Medicine 
Granite Falls Hospital...... Gen Indiv se 30 
Riverside Sanatorium ..... TB County 0 .. ea 
Hallock, 869—Kittson 
Kittson War Veterans’ Me- 
morial Hospital. .......... Gen County 33 (10 98 
Hendricks, 702— Lincoln 
Hendricks Hospital ........ Gen NPAssn 14 4 36 
Heron Lake, 786—Jackson 
Southwestern Minnesota 
EE veog vedi kant accces en Indiv “8:3 28 
Hibbing, 15,666—St. Louis 
Adams Hospital ............ Gen Indiv 2 6 67 
Rood Hospital ............. Gen Indiv 40 10 8106 
Hutchinson, 3,406—MeLeod 
Hutchinson Community 
MEE watnncdsucaderdesas Gen NPAssn 20 7 57 
International Falls, aes 
Craig Hospital .............. Indiv 7 6 5 
Northern Minnesota Hosp. } Corp 3” 6 
Jackson, 2,206—Jackson 
Halloran Hospital .......... Gen Part 15 4 65 
Lake City, 3,210—Wabasha 
Lake City Hospital.......... Gen NPAssn 19 5 61 
Lake Park, 624— Becker 
Sand Beach Sanatorium.... TB County 46 
Litchfield, 2,880— Meeker 
Litchfield Hospital ........ Gen Corp 27 «6 94 
Little Falls, 5,014— Morrison 
St. Gabriel's Hospital. :.... Gen Church 48 9 133 
Luverne, 2,644—Rock 
Luverne Hospital .......... Gen Part 1 «6 99 
Madison, 1,916—Lac qui Parle 
Ebenezer Lutheran Hosp... Gen Church 2 7 61 
Mankato, 14,0388—Blue Earth 
Immanuel Hospital ........ Gen Church 60 15 220 
St. Joseph’s Hospital....... Gen Church 108 18 312 
Marshall, 3,250—Lyon 
Marshall Hospital ......... Gen Corp 3 5 22 
Melrose, 1,801—Stearns 
Melrose Hospital ........... Gen Indiv 0 3 20 
Minneapolis, 464,356—Hennepin 
Abbott Hospital©® .......... n Chureh 100 18 325 
Asbury Hospital*® ........ Gen Chureh 122 18 410 
Eitel Hospital#© ........... Gen NPAssn 100 0 424 
Elliot Memorial Hospital... Unit iy es Hospitals 
Fairview Hospital*o ...... G&T rch 200 25° 522 


Harriet Walker Hospital... Mat » SP aoa 50 35 


Lutheran Deaconess Home 


77 


and Hospital*© ........... Gen Chureh 120 30 578 
Maternity Hospital® ....... MatCh NPAssn 83 34 789 
Minneapolis General Hos- 

RE ccetcdeestcacentons Gen City 616 65 1,241 


Minnesota General Hospital See Uninecaity Hospitals 
Northwestern Hospital*°... Gen NPAssn 165 2 


Ripley Memorial Hospital. Unit of Maternity Hospital 
h 80° 20° «337 


St. Andrew’s Hospital®...... Gen Chure 
St. Barnabas Hospital*©..Gen NPAssn 149 26 564 
St. Mary’s Hospital*°..... Gen Church 220 30 623 
Shriners Hospital for Crip- 

pled Children ....... .. Orth Frat 





Swedish Hospita]*° Gen NPAssn 


Todd Memorial Eye, 


60 .. ee 
225 42 868 


Ear, 
Nose and Throat Hospital Unit of University a 


University Hospitals*+° .... Gen State 


Veterans Admin: Facility... G&TB Vet 642 
William Henry Eustis Chil- 
dren’s Hospital ........... Unit of University Hospitals 
Montevideo, 4,319—Chippewa 
Montevideo Hospital ...... Gen NPAssn 4 10 
Moorhead, 7,651—Clay 
St. Ansgars Hospital....... Gen Church 3 10 
Moosé Lake, 742—Carlton 
Moose Lake Community 
RR eT rrrre Gen Indiv 1 «$8 
Morris, }474—Stevens 
Morris Hospital ............ Gen Indiv 15 5 
Mountain Lake, 1,388s—Cottonweod 
Bethel Hospitai Piddstexcsatiec Gen Church 00 «6 
Clinie Hospital ............. Gen Indiv 20. 
New Prague, 1,5483—Le Sueur 
New Prague Community 
TROMIER so oko ce venccccoses en NPAssn 2 «3 
New Ulm, 7,308—Brown 
Loretto Hospital .......... Gen Church 45 8 
Union Hospital ............ Gen NPAssn 3 9 
Nopeming, 384—St. Louis 
opeming Sanatorium? .... TB County 20... 
Northfield, 4,153—Rice 
Northfield City Hospital...Gen City 2 4 
Oak Terrace, ennepin . 
Glen Lake Sanatorium*®.. County 682 6 
Ortonville, 2,017—Big Stone : 
Ortonville Evangelical Hos-_ - 
WHUGL  cciscacveatossueé sabes Gen Chureh 2 «4 
Owatonna, 7,654—Steele 
Owatonna City Hospital...Gen  City.. 4.9 
Pa 1,121—Stearns 
ynesville Hospital. .......Gen Indiv 15° 3 


202 
147 


42 
38 
105 


1011 


a 
= 
S. 3 
n 
se = 
2a 
ro TU 
<O < 
9 335 
16 = 710 
38 1,590 
6 204 
46 36 
26-738 
9 600 
5 191 
12 78 
21 1,024 
14 . 412 
20 352 


No data supplied 


29 1,163 
30 1,065 


4 290 
8 267 


8 354 
10 «304 


New building 


139 
143 


99 1 
230 203 
6 276 
675 3557 
7 377 
30 1,290 
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Perham, 1,411—Otter Tail 

St. James’ Hospital........ . Gen Church 
Pine River, 422—Cass 

Holman Hospital ........... Gen Indiv 
Pipestone,3,489—Pipestone 

Ashton Memorial Hospital.. Gen CyCo 
Pokegama, 59—Pine 

Pokegama Sanatorium ..... TB Indiv 
Princeton, 1,636—Mille Lacs 

Northwestern Hospital ..... Gen Indiv 
Puposky, 63—Beltrami 

Lake Julia Tuberculosis San- 

So MO POE Eo re T County 

Redlake, 214—Beltrami 

Red Lake Indian Hosp...... Gen IA 
Red Wing, 9,629—Goodhue 

Red Wing Hospital......... Gen City 

St. John’s Hospitalo........ Gen NPAssn 
Redwood Falls, 2,552—Redwood 

Redwood Falls Hospital.... Gen Part 
Riehmond, 603—Stearns 

Richmond Hospital ......... Gen NPAssn 
Rochester, 20,621—Olmsted 

Colonial Hospital .......... Gen Corp 

Kahler Hospital#¢ .......... Gen Corp 

Rochester State Hospital©.. Ment State 


Rated capacity 1,400 


St. Mary’s Hospital#°...... Gen Chureh 
Worrall Hospital ........SkCaENT Corp 
Roseau, 1,028—Roseau 
Budd -Hospital .........000s- Gen Indiv 
St. Cloud, 21,000—Stearns 
St. Cloud Hospital®........ Gen Church 
Veterans Admin. Facility... Ment Vet 
St. Paul, 271,606—Ramsey 
Ancker Hospital*#° ........ Gen CyCo 
Bethesda Hospital*©® ....... Gen Church 
Charles T. Miller Hosp.*°.. Gen NPAssn 
Children’s Hospital© ....... Chil NPAssn 
Gillette State Hospital for 
Crippled Childrent#® ...... Ortho State 
Midway Hospital® .......... Gen Church 
Mounds Park Hospital®.... Gen Church 
Northern Pacifie Beneficial 
Association Hospital* ... Gen NPAssn 
‘Yamsey County Tuberculo- 
es RR Ree Unit of Aneker Hospi 
St. John’s Hospital......... Gen Chureh 
St. Joseph’s Hospital*°.... Gen Chureh 
St. Luke’s Hospital........ Gen NPAssn 
West Side General Hosp.... Gen Church 
St. Peter, 4,811—Nicollet 
Covell Hospital ......%....00 Gen Corp 
St. Peter State Hospital®... Ment State 
Rated eapacity 2,037 
Slayton, 1,102—Murray : 
Home Hospital ............. Gen Part 
Springfield, 2,049—Brown 
St. John’s Hospital......... Gen Church 
Spring Grove, 867— Houston . 
Spring Grove Hospital...... Gen Corp 
Staples, 2,667—Todd ; 
Municipal Hospital ........ Gen City 
Starbuck, 781—Pope 3 
Minnewaska Hospital ...... Gen NPAssn 
Stillwater, 7,173—Washington 
Lakeview Memorial Hosp... Gen CyCo 
Thief River Falls, 4,268—Pennington 
Oakland Park Sanatorium... TB County 
Physicians Hospital ....... Gen NPAssn 
St. Luke’s Hospital.......... Gen NPAssn 
Tracy, 2,570—Lyon 
Clinfe Hospital .....c.cecces Gen Part 
Tracy Hospital .........000% Gen Indiv 
Two Harbors, 4,425—Lake 
Two Harbors Hospital...... Gen Part 
Tyler, 905—Lincoln 
Tyler Hospital .........+++0- Gen NPAssn_ 
Virginia, 11,963—St. Louis : 
Virginia Municipal Hosp... Gen City 
Wabasha, 2,212—Wabasha 
Buena Vista Sanatorium... TB County 
St. Elizabeth’s Hospital....Gen Church 
Wadena, 2,512—Wadena 
Fair Oaks Lodge Sanat.... TB County 
Wesley Hospital ............ Gen Chureh 
Walker, 618—Cass 
Walker Hospital .........+.. Gen Indiv 
Warren, 1,472—Marshall 
Warren Hospital ........... Gen Church 
Warroad, 1,184—Roseau Z 
Warroad Hospital .......... Gen City 
Waseca, 3,815— Waseca 
Waseca Memorial Hospital.Gen CyCo 
White Earth, 415—Becker 
White Earth Indian Hosp.. Gen IA 
Willmar, 6,173—Kandiyohi 
Willmar Hospital ........... Gen Oorp 
Windom, 2,123—Cottonwood 
Windom Hospital .....°....Gen NPAssn 
Winnebago, 1,701—Faribault 
Winnebago Community 
*Hougital. 52. 08 sintcosse em © Part 
Winona, 20,850—Winona 
Winona General Hospital...Gen | NPAssn 








—Continued 


Number of 
Births 


Bassinets 


~ 
— 


a uo 


@o 


or 1 


co 


QO BO OO: 


o 


o 2 m@ Ow OO: 


or 


8 


2,240 


11 
8 


8 
24 
54 
13 
22 


6 
9 


19 
12 
31 


24 
25 


30 
25 


4 
14 
10 
13 
17 
13 

6 


4 
45 


REGISTERED 


Admissions 


3,207 
205 


9,761 
4,721 
6,103 
1,377 


764 
2,701 
1,724 


2,456 


1,757 
7,801 
2,267 
1,542 


298 
739 


No data supplied 


351 


2357 


Estab. 1937 


277 


208 
1,936 
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Worthington, 3,8783—Nobles 
Southwestern Minnesota 

Sanatorium ............ os EO County sii 
Worthington Clinic Hosp...Gen Part 5 8 
Worthington Hospital ..... Gen Indiv 6 

Related Institutions 
Anoka, 4,851—Anoka 
Anoka State Hospital..... Ment State na 
Rated capacity 1,485 
Barrett, 368—Grant 
Powers Hospital ...... oitnee's Surg Indiv ee 
Bertha, 490—Todd 
Aplel HOSpital ....ccccccssee Gen Indiv 8 
Braham, 579—Isanti 
Braham Hospital ........... Gen Indiv 5 
Buhl, 1,634—St. Louis 
Range Hospital ............. Inst County a 
Caledonia, 1,554—Houston 
Caledonia Hospital ........ Ge Indiv 8 
Cambridge, 1,183—Isanti 
Minnesota Colony for Epi- 
NE aden Vacdcnakcass ross MeDe_ State = 
Rated capacity 1,108 
Cokato, 1,125—Wright 
Cokato Hospital .......... Gen Indiv 6 
Detroit Lakes, 3,675—Becker 
Detroit Hospital ............ Gen Indiv 2 
Duluth, 101,463—St. Louis 
Hearding Hospital .......... Inst County : 
Ellsworth, 644—Nobles 
Ellsworth Hospital ......... Gen Indiv 3 
Ely, 6,156—St. Louis 
Detention Hospital ......... Iso City A 
Faribault, 12,767—Rice 
Minnesota Sehool for Feeble- 
WING. kddivohobessvessiadee MeDe_ State 10 
Rated capacity 2,200 
Glenwood, 2,220—Pope 
Glenwood Hospital ........Gen Part 3 
Greenbush, 387—Roseau 
General Hospital ........... Gen Indiv 
Hastings, 5,086—Dakota 
Hastings State Hospital.... MeDe State be 
Rated capacity 1,065 
Latto Hospital ............ en Indiv 20 5 
St. Francis Hospital........ Gen Indiv 3 
St. Raphael Hospital ...... Gen Indiv 4 
Hibbing, 15,666—St. Louis 
Hibbing Detention Hosp... Iso City ae 
Long Prairie, 1,854—Todd 
Long Prairie Hospital...... Gen Part 3 
Madelia, 1,397—Watonwan 
Madelia Hospital ........... Gen Indiv 4 
Minneapolis, 464,356—Hennepin 
Franklin Hospital .......... Cony NPAssn = 
Glenwood Hills Hospital.... N&M NPAssn 
Homewood Hospital ....... Conv NPAssn ; 
Minneapolis Sanitarium ...N&M Indiv “s 
Minnesota Sanitarium ...... N&M Indiv Pm 
Minnesota Soldiers’ Home , 

CO EERE Rea Inst State ‘ 
Parkview Sanatorium ..... Chr City : 
Portland Resthome ........ N&M Indiv ie 
Best TORRE «....0s6cccccee N&M Part é 
Vocational Hospital ........ Cony NPAssn 
Women’s Welfare League 

Home for Convalescents.. Cony NPAssn 

Morris, 2,474—Stevens 
Stevens County Hospital... Gen NPAssn 6 
Mudbaden,—Scott 
Mudbaden Sulphur Springs.. Conv Corp 
Nicollet, 434—Nicollet 
Nicollet Hospital ........... Gen Indiv 2 
Owatonna, 7,654—Steele 
Minnesota State Publie 
WEE vino sce acwvenessadens Inst State oF 
Pelican Rapids, 1,365—Otter Tail 
Dr. Boysen’s Hospital...... Gen _ Indiv 4 
Pelican Rapids Hospital.... Gen Indiv 3 
Pipestone, 3,489—Pipestone 
Pipestone Indian Hospital.. Gen IA 1 
Red Wing, 9,629—Goodhue 
Minnesota State Training 
School for Boys........... Inst State 
St. Cloud, 21,000—Stearns 
Minnesota State Reforma- 
tory Hospital ............ Inst State 
St. Paul, 271,606—Ramsey 
Children’s Preventorium of 

Ramsey County .......... TB CyCo ot 
Mrs. Robbins Rest Home... N&M_ Indiv ow 
Salvation Army Home and 

PONE side cvcdivdsceds Mat Church 10 
Samafttan Hospital ........ Gen NPAssn 7 

Sauk Centre, 2,716—Stearns 
Home School for Girls (Hig- 
bee Hospital) ....... He NSa InstGen State 5 
Long Hospital ..... seeveeese Gen Indiv 4 
Shakopee, 2,023—Scott 
-Mudeura Sanitarium ...... Conv Corp i 
Stillwater, 7,173—Washington 
Minnesota State Prison Hos- 
Pital ....c..seeeceveeeeeeee InSt State ae 


Number of 





our. A. M. A, 
ARCH 26, 1938 


61 


— 


~ 


66 


No data 


97 


13 
14 


Admissions 


46 
344 
360 
332 


069 


335 
316 
17 
100 


233 


No data supplied 


26 
144 
332 


587 


Estab. 1937 
supp! 


ied 
108 


871 


70 
108 


274 


1,320 


1,140 


18 
18 


127 


105 
104 


1,277 





J a 








aS 


il 
70 


74 


18 
18 


27 


05 
104 
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Watertown, 594—Carver f 4 led 
Shrader and Lee Hospital.. Gen Indiv 11 2 No data supplie 
Wayzata, 1,100—Hennepin é i 
Minnetonka Hospital ...... Gen NPAssn 13 4 22 6 
Wheaton, 1,279—Traverse Z 3 oi’ Faia 
Wheaton Hospital Ta Gen Indiv 12 § 64 5 287 
Willmar, 6,173—Kandiyo ‘ ss ie 
Vill State Hospital..... Ment State 1,461 1,453 33 
eee . Rated capacity 1,450 
Worthington, 3,878—Nobles fete ? a é 
General Hospital ............ Gen Part 8 5 45 5 278 
. Average 
Summary for Minnesota: Number Beds Census Admissions 
5 5,87 229,215 
Hospitals and sanatorjums.. 161 19,501 15,871 229,21 
Related institutions.......... 56 9,086 8,090 19,043 
WU, 6 chs cv dacsctscicéenes 217 28,587 23,961 248,258 
Refused registration.......... 10 238 
MISSISSIPPI 
n 
pes on = 
‘a chy n 
1 a i? es ie 
Hospitals and Sanatoriums oF 3° 3 3 &t se & 
Ba Oo A fm zm <0 « 
Aberdeen,3,925— Monroe aA 
Aberdeen Hospital .......... Gen NPAssn 35 3 10 5 300 
Amory, 3,214—Monroe s z 
Gilmore Sanitarium° ..... .. Gen NPAssn 35 «3 25 16 = 616 
Biloxi, 14,850—Harrison 
Biloxi Hospital? ............ Gen NPAssn 30 § 110 19 942 
Veterans Admin. Facility... Gen Vet SOF os és 167 1,731 
Booneville, gd he sy - 
North East Mississippi Hos- 
pitalo lpm nats Se aeat te en NPAssn 40 2 11 16 = 686 
Brookhaven, 5,288—Lincoln © ea eS 
kings Daughters Hosp.°.... Gen NPAssn 3” 7 56 15 798 
Canton, i © A 
Madison Coun ngs Daugh- 3 
tare Hospital is LE Oe Gen NPAssn 0- § 12 10 86400 
Centreville, 1,344—Wilkinson wi 
Field Memorial a Gen Part 9 4 32 16 = 668 
Clarksdale, 10,034—Coahoma . 3 u 
Clarksdale Hospital ....... Gen NPAssn 19 5 61 4 529 
Columbia, 4,833—Marion - ‘ 
Columbia Clinie-Hospital¢..Gen Indiv 35 4 No data supplied 
Columbus, 10,743—Lowndes aici Ps » : 
Columbus Hospital ......... Gen Indiv 3 5 27 5 182 
Fite Hospitalo ..... Hieveates Gen Indiv 6.7 44 9 457 
Corinth 6,220—Aleorn - > . 
Corinth Hospital .......... Gen Indiv 12 3 46 5 295 
McRae Hospital ........... Gen NPAssn 0. 68 33 15 576 
Electrie Mills, lig» nse me 
George C. Hixon Memoria a : 
Hospital Ue SR 3 EAS en NPAssn 6 35 15 696 
Greenville, 14,807—Washington 3 i s 
Kings Daughters Hospital Gen NPAssn.. 100 14. 131 65 2,504 
Greenwood, 11,123—Leflore ib 
Greenwood-Leflore Hosp.°.. Gen CyCo 45 8 100 23 746 
Grenada, 4,349—Grenada : ; ER 
Grenada General Hospital> Gen Part 50. C= 2 19 1,286 
Gulfport, 12,547—Harrison y za x : 
Kings Daughters Hospitalo Gen NPAssn a 6 No data supplied 
Veterans Admin. Facility... Ment Vet 108. 651 523 
Hattiesburg, 18,601— Forrest "vs a ’ 
Methodist Hospitalo ...... Gen Chureh 75 12 215 29 1,420 
South Mississippi Infirmary? Gen _Indiv 60 1 oa hia 
Houston, 1,477—Chickasaw : zs Pr 
Houston Hospitalo ........ Gen NPAssn 3 38 27 16 0836789 
Jackson, 48,282— Hinds ; é re 
Jackson Infirmary® ........ Gen NPAssn 75 12 235 39 2,798 
Medical and Surgical Clinieo Gen Indiv 70 «5 10 7 1,889 
Mississippi Baptist Hosp.° Gen Church 110 10-300 79 4,645 
Mississippi State Charity . 
HospitalO ...... Gy esuasenes en State ma. ¢ 56 8,024 
Welch’s Sanitarium ........ . N&M_ Indiv re Estab. 1937 
Laurel, 18,017—Jones 
Laurel General Hospitalo.. Gen Indiv 530 6 ~~ «183 22 1,769 
South Mississippi Charity 
PIORIEMT oikicacdk naxene aes en State 60 «6 82 44 2,033 
Lexington, 2,590—Holmes 
Holmes County Community 
Hospital ........... Sy ak hard Gen. County 6% 2 46 10 = 685 
Macon, 2,198—Noxubee 
Macon Hospital ............Gen Indiv 3 $8 20 12 490 
McComb, 10,057—Pike 
McComb City Hospital>...Gen Indiv Ss 3 58 14 1,050 
McComb Infirmary ........ Gen Indiv 2% 4 65 13 «660 
Meridian, 31,954—Lauderdale 
Anderson Infirmary® ...... Gen Corp 45 5 91 14 1,005 
East Mississippi State Hosp. Ment State 770°. oe or 7 Oe 
Rated capacity 834 
Hoye’s Sanitarium ........ N&M Indiv ee a 
Matty Hersee Hospital>...Gen State 75 12 80 52 2,229 
Meridian Sanitarium and 
CMY Si iavesgni Gaskcs fs Gen Indiv 65 15 87 22 1,250 
Dr. F. G. Riley's Hospital 
rad Clinie ...... sveeeeeees Gen. Indiv 35 6 24 9 554 
sh’s Infirmary®...........Gen Part 0 6 87 24 1,410 
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Natchez, 13,422—Adams 
Natchez Charity HospitalOGen- State 6 8. 272 53 2,320 
Natchez Sanatorium° ...... Gen Corp 3. 81 18 910 
New Albany, 3,187—Union 
Mayes Hospital ............ Gen Indiv 30 2 72 10 459 
New Albany Hospital and 
WEE ccccuee ch earick ss chars en NPAssn 10 3 26 5. 236 
Newton, 2,011—Newton 
Newton Infirmary .......... Gen Corp 20 4 20 8 563 
Oxford, 2,890—Lafayette 
Bramlett Hospital ........ Gen Corp 30 4 38 12 912 
Oxford Hospitalo ......... Gen Indiv 30 «5 55 19 1,226 
Pascagoula, 4,339—Jackson 
Jackson County Hospital.. Gen County 2 4 45 14-367 
Philadelphia, 2,560—Neshoba 
Choctaw-Mississippi Hosp...Gen IA 2% 7 35 17.731 
Pieayune, 4,698—Pearl] River 
Martin Sanatorium ........ Gen Indiv 24 2 33 8 352 
Sanatorium, 200—Simpson 
Mississippi State Tuberculo- 
losis Sanatorium ......... ey State 40 .. e «€698895—l— OB 
Starkville, 3,612—Oktibbeha 
Oktibbeha Hospital ........ Gen Indiv 4 10 10 550 
Tupelo, 6,361—Lee 
orth Mississippi Commu- 
Dity. Hospital .......ccccce en NPAssn 49 10 Estab. 1937 
Tylertown, 1,102—Walthall 
Tylertown Hospital ....... Gen Indiv , ee 28 7 388 
Vicksburg, 22,943— Warren 
Mississippi State Charity 
i et TE Os Gen State 75 (6 264 65 2,944 
Vicksburg Hospitalo ...... Gen NPAssn 50. 8 60 26 1,578 
Vicksburg Infirmary°® ..Gen NPAssn 3 4 28 40 1,426 
Vicksburg Sanitarium and 
Crawford Street HospitalOGen NPAssn 75 (6 94 55 2,249 
Water Valley, 3,738—Yalobusha 
Water Valley Hospital...... Gen Part 3 4 17 5 318 
West Point, 4,677—Clay 
Ivy Hospital ...... ateceeek . Gen Indiv 3% 4 35 12 425 
Whitfield, Rankin 
Mississippi State Hospital.. Ment State 3,265. .. -. 3,060 1,661 
Rated capacity 3,500 
Winona, 2,607—Montgomery 
Winona Infirmary® ......... Gen NPAssn 33. 2 32 18. 35 
Yazoo City, 5,579—Yazoo 
Kings Daughters Hospital. Gen NPAssn 30 3 39 9 676 
Related Institutions 
Baldwyn, 1,106—Lee 
Baldwyn Hospital ......... Gen Indiv 10 1 6 4 208 
Biloxi, 14,850—Harrison 
Jefferson Davis Soldiers 
+ Rr Ee eae Ins State 60 éa 30 35 
Ellisville, 2,127—Jones 
Ellisville State School...... MeDe State 400 No data supplied 
Greenville, 14,807—W ashington 
Colored Kings Daughters 
MI ea cnkac seccace en Part 60° 2 8 30 «= 920 
Greenwood, 11,123—Leflore 
Greenwood Colored Hospital Gen Indiv 6 <t 10 8 22 
Meridian, 31,954—Lauderdale 
Kings Daughters Tuberculo- 
IE ban voc enkcccccs NPAssn 45 P 95 31 
Okolona, 2,235—Chickasaw 
Wicks Hospital ............ en Indiv 10 2 10 2 100 
State College, 220—Oktibbeha 
James Z. George Memorial 
SIE, vw cscs <nbdasce cee Inst State 44 ée 11 24 
University, 15—Lafayette 
University of Mississippi 
ONIN Sock veh constcccosts Inst State 25 ee 6 453 
. Average 
Summary for Mississippl: Number Beds Census Admissions 
Hospitals and sanatoriums.. 65 8,201 6,163 72,225 
Related institutions.......... 9 669 410 2,598 
RE SS Ee ee 74 8,870 6,573 74,823 
Refused registration.......... 72 
MISSOURI 
as ~ a 
n 
os 3 . = 22 38 3 
Hospitals and Sanatoriums 4 he 3 z Er a = 
Hn O86 Am 4A <O < 
Bonne Terre, 4,021—St. Francois 
Bonne Terre Hospital...... Gen NPaAssn 30 5 67 13 562 
Boonville, 6,435—Cooper 
St. Joseph’s Hospitalo......Gen Church 75 14 87 46 1,937 
Butler, 2,706—Bates 
Butler Memorial Hospital..Gen Indiv 20 3 73 8 491 
California, 2,384—Moniteau 
Latham Sanitarium ........Gen Indiv 33. 2 4 ll . 730 
Canton, 2,044—Lewis 
Canton Community Hosp..Gen Indiv 13 2 12 3 102 
Cape Girardeau, 16,227—Cape Girardeau 
St. Francis Hospital.......Gen | Church 67 15 «198 47 1,844 
Southeast Missouri Hosp..Gen NPAsen 70 12 129 41 1,664 
Carthage, 9,736—Jasper 
McCune-Brooks Hospital ,,Gen City 44 6 84 15 «879 
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Chillicothe, 8,177—Livingston 

Chillicothe Hospital ........ Gen City 30. «6 


Clayton, 9,613—St. Louis 

St. Louis County Hosp.*+ Gen County 175 35 
Columbia, 14,967—Boone 

Boone County General Hosp. Gen County 46 4 


Noyes Hospital «............ Unit of University Hospitals 
Parker Memorial Hospital.. Unit of University Hospitals 


State Hospital for Crippled 


PSR ae ee Unit of University ee 
150 10 


University Hospitals#© .... Gen State 
Excelsior Springs, 4,565—Clay 
Excelsior Springs Sanitarium 


eee Gen Corp 40 1 
Veterans Admin. Facility... Gen Vet ess 
Farmington, 3,001—St. Francois 
State Hospital No. 4........ Ment State 1,412 
Rated capacity 957 
Fayette, 2,630—Howard 
Lee Hospital .......... or Gen Part 20 «5 
Fulton, 6,105—Callaway 
State Hospital No. 1*....... Ment State 2,111 


Rated capacity 1,641 
Glendale (Kirkwood P.O.), 1,451—St. Louis 


Oakland Park Hospital..... N&M Corp 12 
Hannibal, 22,761—Marion ‘ ees 
Levering Hospital ......... Gen City 7> «15 


St. Elizabeth’s Hospital... Gen Church 60 10 
Independence, 15,296—J ackson 
Independence Sanitarium and 
PE Sake ree Gen Church 68 12 
Ironton, 974—Iron 
Arcadia Valley Hosp.—St. 


Mary’s of the Ozarks...... Gen Chureh 25 6 
Jefferson Barracks, 842—St. Louis 
Station Hospital .......... Gen Army 143. «6 
Veterans Admin. Facility... Gen Vet 386 .. 
Jefferson City, 21,596—Cole K 
St. Mary’s Hospital........ Gen Church 100 15 
Joplin, 33,454—J asper é 
Freeman Hospital .......... Gen Church 87 12 
St. John’s Hospital®....... Gen Church 110 10 


Kansas City, 399,746—J ackson : < os 
Children’s Mercy Hospital® Chil NPAssn-= 145 


Fairmount Maternity Hosp. Mat Corp 50 24 
Kansas City General Hospi- " 
eee re cee ae SEL Gen City 435 40 
Kansas City General Hospi- : Z 
tal No, 2 (eol.)®%........0 Gen City 250 24 
Kansas City Tuberculosis y 
TROOESL 8s onic cain sato-vibawe one TB City 260 .. 
Menorah Hospital* ........ Gen NPAssn 120 23 
Neurological Hospital ..... N&M NPAssn _ ee 
Ralph Sanitarium .......... Drug Indiv 20 ++ 
Research Hospital*©o ....... Gen NPAssn 200 25 
St. Joseph Hospital*#°.... Gen Church 220 36 
+ Luke’s Hospital*©...... Gen Church 193 30 
. Mary’s Hospital*#o..... Gen Chureh 150 25 
ot. Vincent’s Maternity Hosp.o Mat Church 42 35 
Simpson-Major Sanitarium.. N&M Indiv De: 56 
Trinity Lutheran Hosp.*°.. Gen Church 112 24 
Vineyard Park Hospital... Surg Indiv 3 1 
Wheatley-Provident Hospi- 3 % 
tal COOLIO. crccksonicvevaps Gen NPAssn 67 2 
Wesley Hospital ........... Gen NPAssn 50 15 
Willows Maternity Sanit... Mat Indiv 73 «735 


Kirksville, 8 ,293—Adair 
Grim-Smith Hospital and : - 
St Re SAP Se sen Corp 3 
Stickler Bor peer un abe Gen Corp 2: 
Lebanon, 5,562— Laclede i 
Louise G. Wallace Hospital. Gen NPAssn 24 5 


Louisiana, 3,549—Pike : 
Pike County Hospital...... Gen County 50 11 
Macon, 3,851—Macon : 
Samaritan Hospital ........ Gen NPAssn 20 6 


Marceline, 3,555—Linn 
B. B. Putnam Memorial 
Hospital .......-eceeseeeees 
Marshall, 8,103—Saline 
Georgia Brown Blosser Home 
for Crippled Children..... Orth NPAssn 60 
John Fitzgibbon Memorial 


oo 


Gen Indiv 12 


Hospital -.......scecccveeees Gen NPAssn 4 5 
Maryville, 5,217—Nodaway 
St. Francis Hospital........ Gen Church 75 «6 
Moberly, 13,772—Randolph 
McCormick Hospital ....... Gen Indiv $5 656 
Wabash Employes’ Hospital Indus NPAssn 35. 
Woodland Hospital ......... Gen Corp 3 65 
Monett, 4,099—Barry 
Dr. William M. West’s Hosp. Gen Indiv 1% 8 


Mt. Vernon, 1,342—Lawrence 
Missouri State Sanatorium TB State 658 .. 
Neosho, 4,485—Newton 


Sale-Bowman Hospital...... Gen Part 30. «5 
Nevada, 7,448—Vernon 
State Hospital No. 3.. . Ment State 1,800 .. 


Rated capacity 1,400 
Pine Lawn (St. Louis P.O. ),—St. Louis 


Tiernon Hospital and ClinieGen Indiv 2 4 
Poplar Bluff, 7,551—Butler 

Brandon Hospital .......... Gen Indiv 40 4 

Poplar Bluff Hospitai......Gen Corp 56 7 


Key to symbols and abbreviations is on page 986 


= A 
° 3 
I t — 
22 22 3 
s—E $8 3s 
za <0 < 
2 #8610 480 
876 144 4,231 
80 23 969 
72 «73 «2,941 
13 8 247 
.. 209 «1,271 
1,390 497 

23 7 369 
2,015 539 

0” 2 

147s: 88—«21,266 
176 44 1,670 
301 36 1,595 
ry a | a | 
81 134 2,493 
os 363 2,589 
236 ©—59-2,259 
i 39 1,575 
152 55 1,960 
.. 117 (2,247 
108 40 .29—ts«d146 
829 400 10,842 
337 167 3,158 
.. 205 816 
349 98 3,367 
~e 31 312 
ok 9 181 
440 176 5,795 
656 165 5,106 
498 155 4,733 
445 138 4,317 
40 0617472 
~_ 15 159 
298 72 2,828 
3 28 bal 
15 25 5358 
57 21 703 
164 36 162 
$3 25 964 
93 li 448 
50 os 
a OolsC618 
No data supplied 
26 4 187 
85 285 

Fe ¢ as.) 
115 «oT s«1,125 
2 15 508 
<a 
4720s: 694 
25 4 195 
. 44 401 
2 0619877 
-» 1,765 510 
2 15 140 
50 06015780 
31 34 750 
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Robertson, 500—St. Louis 
Jewish Sanatorium ........ TB NPAssn 108 .. * 65 69 
Rolla, 3,670—Phelps 
Missouri Trachoma Hosp. Trach State 84 26 48290 
Rolla Hospital ............ Gen Indiv 46 10 60 20 720 
St. Charles, 10,491—St. Charles 
t. Joseph’s Hospital......Gen | Church 50 8 183 88 1,200 
St. James, 1,294—Phelps 
St. James Hospital......... Gen Indiv 1 9 28 6 192 
St. Joseph, 80,935—Buchanan 
Dr. Byrd’s Sanitarium...... N&M Indiv $5 .. ie 12 58 
Missouri Methodist Hospi- 
WUE Sccetactlsedecws> op56a% Gen Church 150 20 261 98 3,506 


St. Joseph's Hospitals Gen Church 160 20 420 89 3,296 
State Hospital No. 2+....... Ment State 2,563 .. -- 2,596 708 
Rated capacity 2,000 
St. Louis, 821,960—St. Louis City 
Alexian Brothers Hospital® Gen Church 20 .. we 98 1,373 
Barnard Free Skin and Can- 





cer Hospital* ............. SkCa NPAssn 44 és 88 7 
Barnes Hospital*#© ....... Gen Chureh 3850 .. -. 806 10,290 
Bethesda General Hospital Gen NPAssn 100 20 196 54 1,320 
Central Hospital ........... Gen NPAssn 32 9 118 25 789 
Christian Hospital* ....... Gen NPAssn 90 25 338 55 1,202 
City Isolation Hospital+°. TbIso City ee -- 181 1,865 
City Sanitarium? .......... Ment City 8,654 .. -- 8,539 604 
De Paul Hospital*#°........ Gen Chureh 250 35 995 185 6,984 
Evangelical Deaconess Home 

and Hospital*©® .......... om Chureh 170 25 554 144 5,651 
Faith Hospital ............. Indiv 35 6 24 11 129 
Firmin Desloge Hospital*+ an Church 223 28 602 203 5,012 


Frisco Employes’ Hospital. Indus NPAssn 100 .. ay 51 1,224 
Homer G. Phillips Hospital 


for Colored*#° .......... Gen City 682 5: 859 472 7,871 
Jewish Hospital*#© ....... Gen NPAssn 250 33 458 170 6,019 
Josephine Heitkamp Memo- 

rial Hospital ............. Gen Church 35 10 207 22 1,108 
Lutheran Hospital*o ...... Gen Chureh 150 30 475 95 4,270 


Missouri Baptist Hospital*° Gen Church 459 41 304 215 5,352 
Missouri Pacific Hospital.. Indus NPAssn 250 .. os 122 3,919 
Mt. St. Rose Sanatorium+. TB Chureh 135 .. - 122 8% 
Peoples Hospital (col.)..... Gen NPAssn 50 5 34 49 673 
Robert Koch Hospital+...... TB City 500 .. - #1 2% 
St. Ann’s Maternity Hosp.. Mat Church 50 40 8477 22 68% 
St. Anthony’s Hospital*... Gen Church 175 50 1,050 140 4,140 


St. John’s Hospital*o...... Gen Church 284 34 486 207 5,879 
St. Louis Children’s Hosp.#® Chil NPAssn 208 .. -. 117 304 
St. Louis City Hospital*#o Gen City 694 40 1,539 734 15,481 
St. Louis Maternity Hosp.4©2 Mat NPAssn 100 100 1,596 55 1,928 
St. Luke’s Hospital*+o..... Gen Church 175 32 445 150 5,051 


St. Mary’s Hospital*+#°.... Gen Chureh 275 45 439 242 6,249 
St. Mary’s Infirmary (col.)*® Gen Church 130 20 245 75 1,597 
St. Vincent’s Sanitarium... N&M Church 250 .. a 240 «144 
Shriners Hospital for Crip- 


pled Children* ...... .-... Orth Frat 100 .. ae 99 588 
U. S. Marine Hospital...... Gen USPHS 120 .. «- 104 968 
Sedalia, 20,806—Pettis 

John H. Bothwell Memorial ‘ 

RRA vc cece cscsccsceted Gen City 120 16 105 26 = 884 
Springfield, 57,527—Greene 

Burge Hospitalo .......... Gen Chureh 8 10 161 $1 1,395 
St. John’s Hospitalo....... Gen Church 100 12 282 65 2,566 
Springfield Baptist Hosp.o. Gen Corp 80 12 145 46 1,812 
U. S. Hospital for Defective 

Delinquents ................ Ment Fed 576 .. - 44 5 


Stella, 226—Newton 


C. Cardwell Hospital.......Gen Indiv 20 4 No data supplied 
Trenton, 6,992—Grundy 
Cullers Hospital .......... -Gen = Indiv 20 4 10 4 214 
Wright Memorial Hospital..Gen Indiv 17 4 10 8 200 
Washington, 5,918—Franklin 
St. Francis Hospital ....... Gen Church 40 10 115 19 736 
Webb City, 6,876—Jasper 
Jasper County Tuberculosis 
DIL, nc ccescnionss ca bos TB County 108 .. ‘iy 98 93 
Webster Groves, 16, 487—St. Louis 
Glenwood Sanatorium «esse» N&M Corp 45 .. oe +) ee 
West Plains, 3,335—Howell 
Christa Hogan Hospital...Gen Indiv 18 2 18 8 238 
Related Institutions 
Diamond, 486—Newton 
Dr. ‘Riley F. Cheatham's ; 
Hospital .............06 -Gen Indiv re 4 2 # 
Independence, 15,296—Jackson 
Valle Sanitarium ......... -»N&M Corp 18 .. ée 12 7 
Jefferson City, 21,596—Cole 
Missouri State Penitentiary 
a ee -Inst State 90 .. ry 54 620 
Kansas City, 399,746—Jackson 
Cresthaven Convalescent 
Home ..,. sseeeeeee Conv Indiv 6 .. Fo és 
Florence Crittenton Home..Mat NPAssn 14 16 33 10 87 


Florence Home for Colored 

GUE 5 ss Wecevenmnchgcv cae . Mat NPAssn 52 6 56 2% 8668 
Trowbridge “Training School 

for Nervous and Backward 


Children ........ sececeesess MeDe Indiv 8 i ake ae 
Liberty, 3,516—Clay 

Missouri Odd Fellows Home 

Hospital .................. Inst Frat ee 


Marshall, 8,103—Saline 
Missouri State School—Epi- 
lepsy and Feebleminded... MeDe State 1,271 .. .. 1,230 18 

Rated capacity 1,264 i 


1 
I 
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Related Institutions a P gO o 2 8 S88 & 
ed 68 £2 & we 38 § 
Marthasville, 394— Warren 
Evangelical Emmaus Home 
for Epileptics and Feeble- 
WOMEN 95034 ch dodescdeences MeDe Church 125 104 14 
Mountain Grove, 2,229—Wright 
Ryan Hospital ............. Gen Indiv 10 8 14 3 80 
Rolla, 3,670—Phelps 
Missouri School of Mines 
TRGQIIE hdres cd's ote vekokes State 14 2 130 
St. Charles, 10,491—St. Charles 
Evangelical Emmaus Home 
for Epileptics and Feeble- 
WINE ecSi cecaraapaees ecu MeDe Church 142 127 30 
St. James, 1,294—Phelps 
State Federal Soldiers Home 
Hospital .........ceeeeeeee Inst State 58 30 =: 106 
St. Joseph, 80,935—Buchanan 
Sunnyslope Hospital ....... TbIso City 30 6 No data supplied 
St. Louis, 821,960—St. Louis City 
City Infirmary ............. Inst City 95 92 250 
Hospital of Masonic HomelInst' Frat 123 80 398 
Night and Day Camp for 
CREO 6b donde Veaenwcses Chil NPAssn 80 56 ©6107 
St. Louis Training School.. MeDe City 506 487 2 
Salvation Army Women’s 
Home and Hospital....... Mat Church 65 50 90 45 103 
Sedalia, 20,806—Pettis 
City Hospital No. 2 (col.).. Gen City 2% 63 2 5 81 
Springfield, 57,527—Greene 
City Hospital .............. en City 16 «2 . Estab. 1937 
Valley Park, 1,772—St. Louis 
RiGQO: MEME: nsdksdescesiccvcs Unit of St. Louis Children’s Hospitai 
Warrensburg, 5,146—Johnson 
Warrensburg Clinie ......... Gen Part 10 #1 4 3. 32 
Webster Groves, 16,487—St. Louis 
Miriam Convalescent Home Cony Frat 30 22 450 
West Plains, 3,335—Howell 
Cottage Hospital ........... Gen Indiv 7 4 40 5 135 
° Average 
Summary for Mlssourt: Number Beds Census Admissions 
Hospitals and sanatoriums.. 120 26,185 21,917 225,820 
Related institutions......... ‘. 25 2,911 2,491 3,768 
Ws cean ks ous nekidvorcece 145 29,096 24,408 229,588 
Refused registration.......... 27 1,295 
MONTANA 
3 3 Zz 
— Dm 
~~) as > 2 ° = 
cs a qa San ton 2 
o= eo = ea es = 
Hospitals and Sanatoriums =F E° 3 3 Ef ee gE 
Ba O86 Hm 2m 45 % 
Anaconda, 12,494—Deerlodge 
St. Ann’s Hospital......... Gen Church 75 8 189 50 1,279 
Billings, 16,380—Yellowstone : 
Billings Deaconess Hospital Gen Chureh 58 12 292 46 1,835 
St. Vineent. Hospitalo...... Gen Church 140 16 «63600 97 2,279 
Bozeman, 6,855—Gallatin 
Bozeman Deaconess Hosp.° Gen Church 60 12 219 42 1,531 
Browning, 1,172—Glacier 
Blackfeet Hospital ...,..... Gen IA 42 #8 New building 
Butte, 39,532—Silver Bow 
Murray Hospital* ......... Gen Corp 120 12 207 73 2,666 
St. James Hospital*°©...... Gen Chureh 175 26 552 110 3,014 
Choteau, 926—Teton 
Choteau Hospital ......... Gen Indiv 1664 26 ll = 354 
Conrad, 1,499—Pondera 
St. Mary’s ee pes Gen Church 59 10 8116 27 1,027 
Crow Agency, 5836—Big Horn 
Crow Indian Hospital..... Gen IA 18 6 55 17. (444 
Deer Lodge, 3,510—Powell 
Montana State Tuberculo- 
sis Sanitarium ........... TB State 200 .. 200 «=—-220 
St. Joseph Hospital........ Gen Church 50 21 90 30-396 
Dillon, 2,422—Beaverhead 
Barrett Hospital .......... Gen Corp 22 4 74 7 463 
Ft. Benton, 1,109—Chouteau 
St. Clare Hospital ......... Chureh 0 6 51 16 86899 
Ft. Harrison, 550—Lewis and Clark. 
Veterans Admin. Facility...Gen Vet 145... 94 768 
Ft. Missoula (Missoula P.O.), ‘'400—Missoula 
Station Hospital ...........Gen Army 4. ok 35 = 635 
- Peck, 5,500—Valley 
Ft. Peck Hospital..........Gen Army ares 23 (1,769 
Glasgow, 2,216—Valley 
Francee Mahon Deaconess 
Hospital ........seseeeeeee en Church 75 12 296 51 2,175 
Glendive, 4,6299—Dawson 
Dawson County Hospital..Gen County 6° Ss 64 15 424 
‘ Northern Pacifie Hospital..Gen NPAssn 60 6 52 39 1,337 
Great Falls, 28,822—Cascade 
Columbus Hospital ....... Gen Church 290 50 424 133 8,562 
Montana Deaconess Hosp.0Gen Church 160 27 380 101 2,809 
Hamilton, 1,889—Ravalli 
Marcus Daly Memorial Hosp.Gen NPAssn 28 6 139 14 = 850 
Hardin, 1,169—Big Horn : 
Hardin General Hospital... Corp so 48 HT we 
Harlem, 708—Blaine 
Ft. Belknap Indian esoivel 
and Sanitarium .... -Gen IA 65 8 5 2 651 
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Havre, 6,372—Hill 
Kennedy Deaconess Hosp.0Gen Church 41 12 126 35 1,157 
Sacred Heart Hospitalo.... Gen Chureh 75 13 «105 55 2,179 
Helena, 11,803—Lewis and Clark 
St. John Hospital.......... Gen Church 40 12 196 35 1,168 
St. Peter’s Hospital ....... Gen Corp 54 10 147 36 1,136 
Jordan, 401—Garfield 
Good Samaritan Hospital.. Gen Church 15 5 51 & 212 
Kalispell, 6,094—Flathead 
Kalispell General Hospital... Gen Chureh 42 10 145 23 1,162 
Lame Deer, 89—Rosebud » 
Tongue River Agency Hosp.Gen IA 47 6 23 21 639 
Lewistown, 5,358—Fergus 
St. Joseph’s Hospital°®...... Gen Chureh 114 16 8216 65 2,32 
Libby, 1,752—Lincoln 
Libby General Hospital.... Gen Indiv 14 4 60 8 315 
Livingston, 6,391—Park 
Py gg ee Gen Indiv 22 6 15 15 454 
Miles City, 7,175—Custer 
Miles City Hospital (Holy 
Rosary Hospital)° ....... Gen Church 8 8 100 60 1,626 
Missoula, 14,657—Missoula 
Northern Pacific es 
Association Hospital . Indus NPAssn phe én 44 1,619 
St. Patrick Hospital°o...... Gen Chureh 00 12 238 74 2,739 
Thornton Hospital ........ yen Part 38 12 127 24 1,054 
Plentywood, 1,226—Sheridan 
Sheridan Memorial Hosp... Gen NPAssn 18 5 50 7 2 
Poplar, 1,046—Roosevelt 
Ft. Peck Indian School Hos- 
BU eto ik Leena et ceen sec en IA 6% 7 91 23 = 809 
Roundup, 2,577— Musselshell 
Musselshell Valley Hosp.... Gen Indiv 20 6 No data supplied 
St. Ignatius, 727—Lake 
Holy Family Hospital...... Gen Chureh 31 6 87 14 1,013 
Sidney, 2,010—Richland 
Sidney Deaconess Hospital.. Gen Chureh 24 6 «124 17. =—(787 
. Warmsprings, 1,900—Deerlodge 
Montana State Hospital.... Ment State 1,900 1,845 561 
Related Institutions 
Billings, 16,380—Yellowstone 
Yellowstone County Hosp...Gen County 18 3 33 13 258 
Butte, 39,582—Silver Bow 
Silver Bow County Hosp... InstGen County 150 5 11 46120 0=« «6373 
Great Falls, 28,822—Cascade 
Detention Hospital ......... Iso CyCo 35 5 92 
Helena, 11,803—Lewis and Clark 
Florence Crittenton Home.. Mat NPAssn 6 17 65 3 76 
Lewis and Clark County ‘ 
OES Ee rer InstGen County 54 4 12 20 
Lewistown, 5,358—Fergus 
Fergus County Hospital.... Gen County 15 4 43 12 357 
Livingston, 6,391— Park 4 
Robinson Hospital ......... Gen Indiv 2 <2 40 2 59 
Polson, 1,455—Lake 2 2 
Hotel Dieu Hospital........ Gen Chureh 3 §& 28 6 250 
Scobey, 1,259—Daniels : ‘é 
Scobey Clinic Hospital...... Gen Indiv 20 4 36 5 175 
Shelby, 2,004—Toole ‘ 5 
New Shelby Hospital........ Gen Indiv 2 5 15 4 123 
7 . inal 
ra) amarita 
LTospita MBF Pe PSS Se Gen Church 19 6 30 9 216 
White sul hur Springs, 575— Meagher 
McKay Hospital Besieeses ines Gen Indiv 1%2..-3 10 2 80 
olf Point, 1,539—Roosevelt k 
Wwolt Point General Hosp...Gen Indiv 2 6 34 2° 3% 
4 Average 
Summary for Montana: Number Beds Census Admissions 
Hospitals and sanatoriums.. 46, 5,935 4,911 53,038 
Related institutions.......... 13 401 208 3,085 
Wotals.....ccccscvcsecvcececs 59 6,336 5,119 56,073 
Refused registration.......... 6 106 
NEBRASKA 
— - n 
8 ee 8 
a rt o = 
cs 58 &8 32 33 2 
= a & mm oa 
Hospitals and Sanatoriums BE &9 H 2 & $ a 3 
at $ © “ZR “0 4 
Ainsworth, 1,378—Brown 
Ainsworth Hospital ........Gen Part ae ee 10 3=636 
Alliance, 6,669—Box Butte ' 
St. Joseph’s Hospital°®...... Gen Church 80 12 148 63 1,671 
Arnold, 899—Custer 
Arnold Hospital ............ Gen Indiv 3 32 5 165 
Auburn, 3,068—Nemaha 
Auburn Hospital ............ Gen Indiv 10 4 21 4 177 
Tushla General Hospital...Gen Indiv 10 4 50 5 243 
Aurora, 2,715—Hamilton 
Aurora Hospital ............ Gen Indiv 6 8 19 7 22%6 
Beatrice, 10,297—Gage 
Beatrice Sanitarium ........ Gen Indiv 20 4 os ke (nubs 
Lutheran Hospital ......... Gen Church 4 8 95 20 «705 
Mennonite Deaconess Home 
- and Hospital .............. Gen Church 30 10 «195 23 =—-800 
Broken Bow, 2,715—Custer gi 
Broken Bow Hospital....... Gen’ Indiv 3 «4 4 8 318 
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Cambridge, 1,203—Furnas 
Republican Valley Hosp..... Gen Indiv 25 
Chadron, 4,606—Dawes 
Chadron Municipal Hosp... Gen City 23 
Columbus, 6,898—Platte , 
Lutheran Good Samaritan 
en  nerre rer e en Church 
St. Mary’s Hospital......... Gen Church 125 
David City, 2,333—Butler 
David City Hospital........ Gen Church 13 
Fairbury, 6,192—Jefferson~ 
Fairbury Hospital .......... Gen Indiv 15 
Falls City, 5,787—Richardson 
Falls City Hospital......... Gen Indiv 30 
Ft. Crook, 75—Sarpy 
Station Hesbital ...:..000«. Gen Army 50 
Grand Island, 18,041—Hall 
St. Francis Hospitalo....:.. Gen Chureh 135 
Hartington, 1,568—Cedar 
St. John’s Hospital.......... 7en Indiv 16 
Hastings, 15,490—Adams 
Mary Lanning Memorial 
Serre Gen NPAssn 85 
Holdrege, 3,263—Phelps 
Holdrege Hospital ......... Gen Indiv 18 
Imperial, 946—Chase 
Imperial Community Hosp. Gen NPAssn 15 
Ingleside, 1,699—Adams 
Hastings State Hospitalt.. Ment State 1,550 
Rated capacity 1,406 
Kearney, 8,575—Buffalo 
Good Samaritan Hospital... Gen Church 53 
Hospital for the Tubercu- 
Se ny tore TB State 160 
Lineoln, 75,933—Lancaster 
Bryan Memorial Hosp.*°... Gen Chureh 100 
Green Gables, Dr. Benj. F. 

Bailey Sanatorium ....... Gen Corp 115 
Lineoln General Hosp.*°... Gen City 145 
Lincoln State Hospital...... Ment State 1,196 

Rated capacity 900 
Nebraska Orthopedic Hosp.. Orth State 110 
St. Elizabeth’s Hospital*°.. Gen Chureh 175 
Veterans Admin. Facility... Gen Vet 202 
Loup City, 1,446—Sherman 
Loup City Hospital......... Gen Indiv 10 
Lynch, 498—Boyd 
Sacred Heart Hospital...... Gen Chureh 18 
McCook, 6,688—Redwillow 
St. Catherine of Sienna Hos- 
IEE... sc0cbcncsascuepinetes Gen Church 60 
Minden, 1,716— Kearney 
Seeley Hospital <os..ce0s.0es Gen Indiv 12 
Nebraska City, 7,230—Otoe 
St. Mary’s. Hospital......... Gen Church 50 
Norfolk, 10,717—Madison 
Lutheran Hospital .......... Gen Church 75 
Norfolk State Hospitalt.... Ment State 1,060 
Rated capacity 950 
Our Lady of Lourdes Hosp. Gen Church 30 
Verges Sanitarium .......... Gen Indiv 30 
North Platte, 12,061—Lincoln 
St. Mary Hospital........... Gen Church 64 
Oakland, 1,433—Burt 
Oakland Community Hosp. Gen Indiv 10 
Omaha, 214,006—Douglas 
Bishop Clarkson Memorial 

BEOROIEEINOO | a vic sciceeccass en Church 138 
Creighton Memorial St. 

Joseph’s Hospital*© ...... Gen Church 362 
Douglas County Hospital... Gen County 412 


Douglas County Psychiatric 
Hospital 


Evangelical Covenant Hos- 

MEERIND  c ccescuheee outpace Gen 
Immanuel Deaconess Insti- 

GRO in. nss cSesstasesktae ine Gen 
Lutheran Hospital ......... Gen 
Nebraska Methodist Episco- 

pal Hospital and Deacon- 

One TEORIPO ..ccscsecsvesetd Gen 
Nicholas Senn Hospital..... Gen 
St. Catherine’s Hosp.*°.... Gen 
Station Hospital ........... Gen 
University of Nebraska Hos- 

DIRRINOO | 55k vesnewess osees Gen 

Ord, 2,226—Valley 
Ord Hospital ....... ceveseue Gen 


Oxford, 1,155—Furnas 
Oxford General Hospital... Gen 
Pawnee City, 1,573—Pawnee 


Pawnee Hospital ........... Gen 
Scottsbluff, 8,465—Scotts Bluff 

Fairacre Hospital .......... . 

West Nebraska Methodist 

Episcopal Hospitalo ..... Gen 

Seward, 2,737—Seward 

Seward Clinic Hospita!..... Gen 

Seward Hospital ......... ... Gen 
Sidney, 3,306—Cheyenne ‘ 

Roche Hospital ..........-- . Gen 

Taylor Hospital ............ Gen 
Stuart, 763—Holt 

Witson Hospital ......... ... Gen 


Church 


Chureh 
Chureh 


Chureh 
NPAssn 
Church 
Army 
State 
Indiv 
Corp 
Indiv 
Indiv 
Chureh 


Part 
Indiv 


Indiv 
Indiv 


Indiv 


86 


118 
lll 


176 
80 
140 
8 
210 
15 
14 
26 
25 
65 


20 
15 


12 
20 


20 
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~~ ew Bassinets 


wo 


12 


10 


12 


33 
12 


16 


24 
8 


24 
12 
25 


20 
2 


ry oa ou 


Number of 


[Je) ne 
o oa 


204 
33 


174 
183 


62 
39 


243 


787 
111 


253 
468 
145 


411 
185 
382 
1 
422 
6 
22 


70 


110 
1,229 
97 
112 
183 


98 


218 
381 


Unit of Douglas County Hospital 


39 


88 
49 


110 
66 
85 

5 
178 
6 

6 
15 
23 
43 


10 
4 


8 
5 


13 





Admissions 


1,106 
1,751 


211 


935 
187 
2,410 
724 
3,242 
214 
166 
4,455 
1,333 
290 


3,179 


7,587 
2,968 


Key to symbols and abbreviations is on page 986 
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a an 
.. ee 
@ 32 23 & 
abe 2: 
a aa <0 & 
5 30 8 443 
6 74 11 584 
9 78 32 = 888 
10 80 19° 837 
6 23 3 156 
3 2 2 63 
eo oe 140 9 
ee oe. 1,819 “1% 
2 12 1 57 
3 23 3 83 
3 66 3 984 
5 107 3 Ti 
4 81 5 175 
6 Estab. 1937 
3 14 1 110 
5 35 8 450 
4 16 4 224 
6 93 9 375 

° 12 - 308 

ll 40 3 41 
os 45 50 
3 36 7 248 
15 75 47 109 
3 2 1 85 
2 13 2 132 
3 13 8 137 
4 15 $8 il 
2 20 8 239 
3 23 4 164 
2 6 8 116 
4 4 3 101 
2 56 9 380 

Average ; 
Census Admissions 
6,774 79,921 
1,663 6,173 
3437 (86,004 

” a 
$s. fa 3 
eas 33 4 
% Bp 2 & 
& za <0 4 
t. 2. oe 
8 ‘9. 2 681 
4 33 21 «624 
7 93 23 1,012 
BCE 231 (65 


NEBRASKA—Continued 
2s 
r= as 
of 8686 
Hospitals and Sanatoriums ae gO 4 
me 4 = yo 
EQ O° [=3) 
Valentine, 1,672—Cherry 
General Hospital ........... Gen Indiv 15 
Wahoo, 2,689—Saunders 
Community Hospital ...... Gen Indiv 18 
Winnebago, 653—Thurston 
Winnebago Indian Hosp....Gen IA 63 
York, 5,712—York 
Lutheran Hospital ......... Gen Church 50 
York Clinic and Clinie Hosp. Gen Part 12 
Related Institutions 
Atkinson, 1,144—Holt 
Atkinson General Hospital. Gen Indiv 8 
Axtell, 328—Kearney 
Bethphage Inner Mission... MeDe Church 145 
Beatrice, 10,297—Gage . 
Nebraska Institution for 
Feebleminded ...........+. MeDe State 1,373 
Rated capacity 1,370 
Beemer, 571—Cuming 
Beemer Hospital ............ Gen Indiv 10 
Dalton, 453—Cheyenne 
Pioneer Memorial Hospital. Gen Indiv 10 
Farnam, 394—Dawson 
Reeves Memorial Hospital.. Gen Indiv 12 
Fremont, 11,407—Dodge 
Lutheran Good Samaritan 
eS eae ee eee Gen Chureh 25 
Friend, 1,214—Saline 
Warren Memorial Hospital. Gen City ll 
Geneva, 1,662— Fillmore 
Geneva General Hospital... Gen Indiv 15 
Genoa, 1,089—Nance 
Emergency Hospital ....... Gen Part 4 
Hastings, 15,490—Adams 
Dr. Egbert Hospital........ Gen Indiv 10 
Hebron, 1,804—Thayer 
Blue Valley Hospital........ Gen Indiv 20 
Kimball, 1,711—Kimball 
Kimball Hospital ........... Gen Part 10 
Lexington, 2;962—Dawson 
Lexington Community Hos- 
OO PSP rere rier! pore Gen Corp 20 
Lincoln, 75,933—Lancaster 
Nebraska State Penitentiary 
ee ee. Inst State 24 
Milford, 832—Seward 
Nebraska Industrial Home.. Inst State 12 
Nebraska Soldiers and Sail- 
ors Home Hospital........ Inst State 58 
Odell, 472—Gage j 
Odell General Hospital...... Gen Indiv 9 
Omaha, 214,006—Douglas 
Salvation Army Women’s 
Home and Hospital....... Mat Church 56 
Orchard, 505—Antelope : 
Orchard Hospital ........... Gen Indiv 7 
Plainview, 1,216—Pierce 
Plainview General Hosp.... Gen NPAssn 7 
Stratton, 663—Hitcheock : 
Dr. Stewart’s Private Hosp. Gen Indiv 13 
Sutherland, 753—Lincoln 
Sutherland Hospital ....... Gen NPAssn 10 
Sutton, 1,540—Clay : 
Sutton Hospital ............ Gen Indiv 12 
Tecumseh, 1,829—Johnson 
Tecumseh Hospital ......... Gen Indiv 10 
Tilden, 1,106—Madison 
Tilden Hospital ...........++ Gen Indiv 7 
Walthill, 1,162—Thurston 
Dr. Picotte Mem. Hosp..... Gen Indiv 12 
Westpoint, 2,225—Cuming 
St. Joseph Home and Hos- ; 
Pital ...ccccccsccesevcseces InstGen Church 16 
Summary for Nebraska: Wamber * Rete 
Hospitals and sanatoriums.. 8,277 
Related institutions........ as 1,984 
POtals: .. cc csdevcvees ceebawt 10,261 
Refused registration.......... 430 
NEVADA 
29 
fe 
se 6&8 
Hospitals and Sanatoriums > gO 3 
Po Ew : 
Ho O° isa 
East Ely, 600—White Pine 
Steptoe Valley Hospital....Gen | NPAssn 45 
Elko, 3,217—Elko 
Elko General Hospital......Gen County 48 
Ely, 3,045—White Pine 
White Pine County and Gen- 
eral Hospital ........ .---»Gen County 53 
Las Vegas, 5,165—Clark 
Las Vegas Hospital.........Gen Corp 35 
Reno, 18,529—Washoe 
Nevada State Hospital...... Ment State ..332 
‘Rated capacity 343 
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Admissions 


REGISTERED HOSPITALS 


VoL_uME 110 
NuMsBer 13. 
NEVADA—Continued 
n 
23 eS é 
a3 - rs) 2 
3 8 za ra = w an & 
— eo -— v1 es -_ 
Hospitals and Sanatoriums > 14) = @ Se og .8 
~ he o os se ro a] 
HA 8 aman 40 < 
St.. Mary’s Hospital........ Gen Chureh 54 12 163 51 1,707 
Washoe General Hospital.. Gen County 69 15 288 47 1,821 
Schurz, 75—Mineral 
Walker River Indian Hosp.. Gen IA 34 «4 35 18 400 
Stewart, 412—Ormsby 
Carson Indian Hospital.... Gen IA 32 4 19 26 8=— 356 
Tonopah, 2,115—Nye 
Tonopah Mines Hospital... Gen NPAssn 20 3 36 12 360 
Winnemucca, 1,989—Humboldt 
Humboldt County General 
P| SS ere Gen County 55 OS 55 25 414 
Related Institutions 
Eureka, 600—Eureka 
Eureka County Hospital.... Gen County 12. 63 2 8 25 
Hawthorne, 328— Mineral 
Mineral County Hospital... Gen County 20 2 18 17 97 
Owyhee, 265—Elko 
Western Shoshone Indian 
Agency Hospital .......... Gen IA wD .3 24 8 178 
Stewart, 412—Ormsby 
Carson Indian School Hosp. Chil IA 30 15 437 
Yerington, 1,005—Lyon 
Lyon County Hospital...... Gen County | ar — 14 80 
° Average 
Summary for Nevada: Number Beds Census Admissions 
Hospitals and sanatoriums.. 795 491 7,707 
Related institutions.......... 98 62 817 
OCA as 53k 8 9b o0 > 0d 008es 16 893 653 8,524 
Refused registration.......... 300 


NEW HAMPSHIRE 


w 

> i=] 

8 od 

a & 52 a3 = 
a w 5-4 eg i} 
© CJ Se ro T 
o@Mme2zn ad < 
5 10 143 50 1,664 
59 11 160 40 1,145 


112 18 244 69 2,410 
44 11 198 32-853 


2,081 .. 2,067 539 


69 15 221 53 
20 6 30 6 365 
Estab. 1937 
1,191 


1,693 


37. 7 8&7 23645 


131 10 1938 116 1,662 
142 13 218 94 3,234 
70 15 = 230 61 2,092 


80 25 228 66 2,022 
1g 5 53 13371 
548 56 16 = (564 
108 32 389 77 
2 6 8 16 325 
8 15 194 62 


22 19 286 10 299 
@2 .. ee 60 2,312 


84 16 234 65 2,046. 
105 20 220 60 1,912 
8 


15 «6 43 280 


02 7 #8 nl 260 
310 7 © 517 
ei ie OP ee 
30 9 Of 2 678 


25 
-_ as 
og 2a 
on 20 
Hospitals and Sanatoriums ap 9) 
2 Lae 
FP) Oo 
Rerlin, 20,018—Coos 
St. Louis Hospital°e..... »... Gen Chureh 
Claremont, 12,377—Sullivan 
Claremont General Hosp.... Gen Corp 
Coneord, 25,228— Merrimack 
Margaret Pillsbury General 
FROMMER cin Vegcuricccess Gen NPAssn 
New Hampshire Memorial 
HOMNEEDO oo ciccctescccsvcs en NPAssn 
New Hampshire State Hos- 
UGE ibs basiveiubeeets ches Ment State 
Rated capacity 1,750 
Dover, 13,573—Strafford 
Wentworth Hospitalo ...... Gen City 
East Derry, 360—Rockingham 
Alexander-Eastman Hosp... Gen NPAssn 
Epping, 800—Rockingham 
Mitchell Memorial HospitalGen County 
Exeter, 4,872—Rockingham 
Exeter Hospital ............ jen NPAssn 
Franklin, 6,576—Merrimack 
Franklin Hospital .......... Gen NPAssn 
Glencliff, 118—Grafton 
New Hampshire State Sana- 
COIN Aces ck dtp ene cocvace State 
Grasmere, 200—Hillsboro 
Hillsborough County Gen- 
eral Hospital ............ Gen County 
Hanover, 3,043—Grafton 
Mary Hitchcock Memorial 
Hospital*#©O ............6. Gen NPAssn 
Keene, 13,794—Cheshire 
Elliot Community Hosp.o..Gen NPAssn 
Laconia, 12,471—Belknap 
Laconia Hospital® .......... Gen Corp 
Lancaster, 2,887—Coos 
Laneaster Hospital ........ Gen NPAssn 
Littleton, 4,558—Grafton 
Littleton Hospital .......... Gen NPAssn 
Manchester, 76,834— Hillsboro 
Balch Hospital ............. hil NPAssn 
Elliot HospitalO ............ Gen Corp 
Luey Hastings Hospital....Gen Corp 
et ops de Lourdes Hos- 
DAGBIO (is inc febnveteccceccce Gen Church 
Our ca of Perpetual Help 
Maternity Hospital ...... at Chureh 
Sacred Heart Hospital©.... Gen Church 
Nashua, 31,462—Hillsboro 
Nashua Memorial Hospital Gen NPAssn 
St. Joseph’s Hospital®...... Gen Church 
New London, 812—Merrimack 
New London Hospital.......Gen | NPAssn 
Newport, 4,659—Sullivan 
Carrie F. Wright Memorial 
Hospital .......s..00005- .Gen NPAssn 
North Conway, 1 600—-Carroll ~ 
Memorial Hospital patecnes Gen NPAssn 
Pembroke,—Merrimack 
, ._Pembroke Sanatorium ..... TB Corp 
_ Peterborough, 2,521—Hillsboro 
Peterborough Hospital ...-Gen NPAssn 
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Hospitals and Sanatoriums 


Type of 
Service 


Plymouth, 2,470—Grafton 
Emily Balch and Soldiers 
and Sailors Mem. Hosp.... Gen 
Portsmouth, 14,495—Rockingham 
Portsmouth Hospital ...... Gen 
U. S. Naval Hospital........ Gen 
Rochester, 10,209—Strafford 
Frisbie Memorial Hospital.. Gen 
Whitefield, 1,693—Coos 


Morrison Hospital® ........ Gen 
Wolfeboro, 2,358—Carroll 

Huggins Hospital .......... Gen 
Woodsville, 1,500—Grafton 

Cottage Hospital ........... Gen 


Related Institutions 
Epping, 1,672—Rockingham 
Rockingham County Farm 
Hospital I 
Exeter, 4,872—Rockingham 
Lamont Infirmary .......... Inst 
Laconia, 12,471—Belknap 


Laconia State School....... MeDe 


Ownership 
or Control 


NPAssn 


NPAssn 
Navy 


NPAssn 
NPAssn 
NPAssn 
NPAssn 


County 
NPAssn 
State 


Beds 


85 
53 
560 


Rated capacity 534 


Lebanon, 7,073—Grafton 
Alice Peck Day Memorial 





= 4 
} 

3 ee Sm > 
8 Sm a5 3 
S$ ge $8 8 
s ss ro TF 
a ZA qo < 
8 116 20 8627 
18 280 53 1,768 
es 22 261 

8 191 22 1,233 
8 35 14 594 
6 90 24 1,025 
8 115 16 615 








MI. «oh caen cdindetae cas en Corp 10 6 53 pe 
Manchester, 76,834— Hillsboro 
Manchester Isolation Hosp.. Iso City 67 1060 
Portsmouth, 14,495—Rockingham 
Mark H. Wentworth Home 
for Chronie Invalids...... Ine NPAssn 49 42 12 
Tilton, 1,712—Belknap 
New Hampshire Soldiers 
TN | rncnacatuecaceecseg -- Inst State 95 7 38 
West Stewartstown, 350—Coos 
Coos County Hospital...... Gen County 40 5 
Woodsville, 1,500—Grafton 
Grafton County Hospital..InstGen County 30 4 7 97 = «192 
P Average 
Summary for New Hampehive: Number Beds Census Admissions 
Hospitals and sanatoriums.. 87 4,243 3,450 39,949 
Related institutions.......... 9 919 708 1,162 
pe ey Peery 46 5,162 4,158 41,111 
Refused registration... 
NEW JERSEY 
—- ~ na 
an ge ein eS 
a. a & 22 233 3 
Hospitals and Sanatoriums a> a0 a S 88 38-8 
ms ys 6.8 Se PS TD 
SD oo S&S ff Ze <O <4 
Allentown, 706—Monmouth 
Dr. Farmer’s Private Hosp. Gen Indiv 23 6 21 20 «(82 
Allenwood, 166—Monmouth 
Allenwood Sanatorium and 
Monmouth County Hospi- 
tal for Tuberculosis....... TB County 100 .. 92 1€6 
Atlantie City, 66,198—Atlantie 
Atlantic City Hospital*°o.... Gen NPAssn 231 45 916 189 6,571 
Children’s Seashore House 
at Atlantic City for Inva- 
Re ar Orth NPAssn 375 .. mn 192 2,507 
Bayonne, 88,979—Hudson 
Bayonne Hospital and Dis- 
PENSATYXFO 2... cee ween en NPAssn 19 30 377 142 4,153 
Swiney Sanatorium ......... Gen Indiv 12 6 29 4 186 
Beach Haven, 715—Ocean 
Seashore Branch of Babies’ 
NE Kuakwetcyenciccses Unit of Babies’ Hospital, Philadelphia, Pa. 
Belle Mead, 51—Somerset 
Belle Mead Sanatorium and 
pS a a ae ‘&M Corp GB: se a 38 6107 
Belleville, 26,974—Essex 
Essex County Hospital for 
Contagious Diseasest© ... Iso County 540 ..  .. 182 3,475 
Bernardsville, 3,336—Somerset 4 
Shannon Lodge ............. Gen Corp 30... ie 8 76 
Bound Brook, 7,372—Somerset 
Bound Brook Hospital...... Gen NPAssn 30 10 51 20 =—«587 
Bridgeton, 15,699—Cumberland 
Bridgeton Hospital°® ........ Gen NPAssn 89 16 258 52 1,509 
Browns Mills, 313—Burlington 
Deborah Sanatorium ...... . TB NPAssn 45... je 39 90 
Camden, 118,700—Camden 
Belleview Hospital ........ ‘ Corp 30 .. Estab. 1937 
Cooper Hospital*#o ........ G NPAssn 315 1,448 290. 8,305 
Marion Childs Hospital for 
CHINE Fin a eric e rence ivccs Unit of West Jersey Homeopathic Hospital 
West Jersey "Homeopathie 
Hospital*© ..........+06+ . NPAssn 250 48 1,023 181 5,994 
Cedar Grove, 1,887—Essex d 
Essex County Hospitalo.... Ment County 2,484 ,. -- 2,879 600 
Dover, 10,081— Morris 
Dover General Hospital.....Gen NPAssn 78 12 424 56 2,261 
Dumont, 2,861—Bergen 
Dumont Private Hospital..Gen Indiv 1 4 25 4 _ 164 


Key to symbols and abbreviations. is on. page 986 
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NEW JERSEY—Continued NEW JERSEY—Continued 
-_ 2 n 
2° aa) = as 
2s be © £ Bel 
Sg OES =k. Ss 3 Sg ES 
Hospitals and Sanatoriums 2> 580 S 8 8 Se é Hospitals and Sanatoriums &F 80 Z 
>S & te Sa ss ro TF b> be 
Ban 3 Am am <0 < SrA 8 
East Orange, 68,020—Essex Newton, 5,401—Sussex 
Homeopathic Hospital of Newton Memorial Hospital..Gen NPAssn 43 
. Essex County*° ........... Gen NPAssn 95 25 603 90 3,310 | Northfield, 2,804—Atlantic 
Elizabeth, 114,589—Union Atlantie County Hospital for 
Alexian Brothers Hosp.*...Gen Chureh 165 .. -» 106 2,101 Mental Diseases ........... Ment County 400 
Elizabeth General Hospital Atlantic County Hospital for 
and Dispensary*°® ........ Gen NPAssn 226 33 866 160 6,253 Tuberculous Diseases ..... TB County 50 
St. Elizabeth Hospital°©..... Gen Church 206 44 557 167 3,024 Oceanport, 1,872—Monmouth 
Englewood, 17,805—Bergen Station Hospital ........... Gen Army 56 
Englewood Hospital*© ..... Gen NPAssn...196 42 753. 147 5,252 Orange, 35,399—Essex 
Ft. Hancoeck,—Monmouth New Jersey Orthopaedic 
Station Hospital ............ jen Army 50 2 15 19 846 Hospital and Dispensary+ Orth NPAssn 36 
Frankliin, 4,176—Sussex Orange Memorial Hosp.*°.Gen NPAssn 325 
Franklin Hospital .......... Gen NPAssn 26 6 65 138 = 5575 St. Mary’s Hospital*°,.... Gen Chureh 115 
Freehold, 6,894— Monmouth Passaic, 62,959—Passaic 
Freehold Hospital .......... Gen Indiv 23 6 25 5 174 Beth Israel Hospital........ Gen NPAssn 67 
Grenloeh, 255—Camden Passaic General Hosp.*°... Gen NPAssn = 175 
Camden County Gen. Hosp. Gen County 160 .. i. 153 = 872 St. Mary’s Hospital*°©...... Gen Church 176 
Camden County Hospital Paterson, 138,513—Passaic 
for Mental Diseases....... Ment County 750 .. oe, a 175 Nathan and Miriam Barnert 
Lakeland Sanatorium® ..... TB County 240 .. .. 224 248 Memorial Hospital*® .... Gen NPAssn_ 113 
G'en Gardner, 554—Hunterdon Paterson General Hosp.*°. Gen NPAssn-= 271 
New Jersey State Sanat.+... TB State 494 .. i 466 406 St. Joseph’s Hospital*°.... Gen Chureh 410 
Greystone Park,—Morris Valley View Sanatorium.... TB County 229 
New Jersey State- Hosp.t°.. Ment State 6.70... -. 5,169 1,637 Perth Amboy, 43,516— Middlesex 
Rated capacity 4,000 Perth Amboy General Hos- 
Hackensack, 24,568— Bergen EGEP Gudbeeheeaeckac spaces Gen NPAssn_ 160 
Hackensack Hospital*© ... Gen NPAssn 250 30 955 209 7,001 Phillipsburg, 19,255—Warren 
Ilasbrouek Heights, 5,658—Bergen Warren Hospital ........... Gen NPAssn 63 
Hasbrouck Heights Hosp...Gen NPAssn $1 5 44 19 647 Plainfield, 34,422—Union 
Tioboken, 59,261—Hudson Muhlenberg Hospital*o ... Gen NPAssn- 238 
St. Mary Hospital*°........ Gen Chureh 430 30 402 209 5,782 | Point Pleasant, 2,058—Ocean 
Irvington, 56,733—Essex Point Pleasant Hospital... Gen NPAssn ~— 28 
Irvington General Hosp..... Gen City 79 17 305 60 2,113 Princeton, 6,992—Mercer 
Jersey City, 316,715—Hudson Princeton Hospital -........ Gen NPAssn 56 
Christ Hospital*® .......... Gen Chureh 181 25 663 179 4,659 Rahway, 16,011—Union 
Fairmount Hospital ........ Gen NPAssn 70 12 167 30 1,100 Rahway Memorial Hospital Gen NPAssn 100 
Greenville Hospital® ........ Gen NPAssn 60 16 288 47 =796 Red Bank, 11,622—Monmouth 
Jersey City Hospital*#°....Gen City 900 .. --» 786 18,221 Riverview Hospital ........ Gen NPAssn 29 
Margaret Hague Maternity Ridgewood, 12,188—Bergen " 
SEOOIERIO® in vs ccacvcctesas Mat County 272 284 5,241 200 6,298 “Bergen Pines’ Bergen County 
Psychopathie Hospital .... Unit of Jersey City Hospital SE ara TbIso County 420 
St. Francis’ Hospital*°..... Gen Chureh 240 12 lil 160 3,862 Riverside, 4,010— Burlington 
Kearny (Arlington P.O.), 40,716—Hudson Zurbrugg Memorial Hosp..Gen NPAssn 41 
West Hudson Hospital..... Gen NPAssn 63 20 224 47 2,411 Salem, 8,047—Salem 
Lakewood, 5,000—Ocean ‘ Salem County Mem. Hosp.Gen NPAssn 36 
Paul Kimball Hospital...... Gen NPAssn 65 10 123 85 1,275 Scotch Plains, 1,010—Union 
Lakehurst, 947—Ocean Bonnie Burn Sanatorium... TB County 400 
C.-- Naval Dispensary and Secaucus, 8,950—Hudson 
Family Hospital ......... Gen Fed 20 38 17 10 «876 Hudson County Contagious 
Long Branch, 18,399—Monmouth 4 Disease Hospital ......... Iso County 200 
Dr. E. C. Hazard Hospital.. Gen NP Assn 95 30 224 70 1,962 Hudson County Hospital... Gen County 282 
Monmouth Memorial Hos- : * Hudson County Hospital 
MERINO Sits eecnnpeenet ts Gen NPAssn 181 3 595 157 5,049 for Mental Diseases....... Ment County 1,582 
I. yons,—Somerset Hudson County Tuberculo- 
Veterans Admin. Facility... Ment Vet $95 .. SP ae sis Hospital and Sanat.+ TB County 210 
Marlboro, 500—Monmouth = Skillman, 23—Somerset 
New Jersey State Hospital... Ment State 2,150 .. -. 2,074 680 New Jersey State Village 
Se Rated capacity 2,000 for Epileptics ............. Epil State 1,535 
Metuchen, 5,7 1 Rated capacity 1 
Roosevelt Hospital. - ait TB County 221 .. .. 208 352 | gomers Point, 2,073—Atlantic pacity 1,300 
Midland Park, 3,6¢ rgen 9 2s = 
Christian Sanatorium ...... N&M NPAssn 180... .. 126 178 | SS oe wlan .Gen Corp 65 
Millville, 14,705—Cumberland S t Ho. it 10 Gen NPAss 96 
Millville Hospital ........... Gen NPAssn 387 6 161 38 1,563 Gente habe 5.476 Middl sass etal 
Montelair, 42,017—Essex uth A Ys Ss u eBexX . 4 
Montclair Community Hosp.Gen NPAssn 56 20 254 31 1,894 South Amboy Mem. Hosp.Gen NPAssn 35 
Mountainside Hospital*#o .Gen NPAssn 336 50 668 225 6,166 | Summit, 14,55¢—Union 2 
St. Vincent’s Hospital...... Gen Church 46 12 194 32 1,156 Fair Oaks Sanatorium..... Nerv Corp 42 
Morristown, 15,197—Morris Overlook Hospital® ........ Gen NPAssn 119 
All Souls Hospital*°o....... Gen Chureh 109 25 346 73 2,048 | Sussex, 1,415—Sussex 
Morristown Memorial Hos- Alexander Linn Hospital....Gen City 20 
So PP Cr yr Ta TS, Gen NPAssn 135 20 202 81 2,296 Teaneck, 3,260—Bergen 
Shonghum Mountain Sanat. TB County , Se & 51 51 Holy Name Hospital*°..... Gen Church 184 
Mt. Holly, 6,573—Burlington Trenton, 123,356— Mercer 
; : i- Charles Private Hospital..Gen Corp 50 
Burlington County Hospi 
ro RAS Gen NPAssn 123 18 42% 94 2,997 Mercer Hospital*® ......... Gen NPAssn 213 
Neptune, 2,258— Monmouth New Jersey State Hospital Ment State 2,879 
Fitkin Memorial Hosp.*°...Gen NPAssn 146 27 606 115 4,526 Rated capacity 2,300 
Newark, 442,337—Essex Orthopaedic Hospital and 
Babies’ Hospital—Coit Me- Dispensary ......sse++reees Orth NPAssn 50 
SN EE ree Chil NPAssn 60 .. es 40 1,069 St. Francis Hospital*©...... Gen Chureh 278 
Community Hospital (col.).Gen NPAssn 35 38 15 2% 872 Trenton Municipal Hospital TbIso City 333 
Hospital and Home for William McKinley Memorial 3 
Crippled Children® ....... Orth NPAssn 110... .. 76 872 Hospital*o  ..........+00 -Gen NPAssn 116 
Hospital of St. Barnabas Union City, 58,659—Hudson j 
and for Women and Chil- Union City General Hosp...Gen “NPAssn 30 
QRERNS is ii ved vacinonseds Gen Church 104 29 494 96 2,985 | Verona, 7,161—Essex 
Lineoln Hospital ........... Gen Corp 45 12 120 4 697 Essex Mountain Sanatorium TB County 450 
Newark Beth Israel Hos- Vineland, 7,556—Cumberland 
pic hone EE ME Te IOS Gen NPAssn 375 70 1,664 317 11,705 Newcomb Hospital ........Gen Corp 87 
Newark City Hospital*#°...Géen City 700 40 1,562 605 16,218 | Weehawken (Union City B.0.), 14,807—Hudson 
Newark Eye and Ear Infirm- . North Hudson Hospital*o. Gen NPAssn 171 
GOD | ceuinsize tabiaricebbens ENT NPAssn 69 ..  .. 38 2,751 | Woodbury, 8,172—Gloucester 
Newark Memorial Hosp.*°..Gen NPAssn 131 30 456 86 2,952 Brewer Hospital ...........Gen Indiv 14 
Presbyterian HospitalO .....Gen NPAssn 214 53 918 172 6,195 Underwood Hospital ...... Gen NPAssn 47 
St. James Hospital*©....... Gen Church 107 18 508 87 3,026 | Wrightstown, 176—Burlington 
St. Michael's Hospitals. ...Gen Church 300 17 328 196 5,778 Station Hospital ........... Army 70 
New Brunswick, 34,555— lesex ; y 
Middlesex General Hosp.°...Gen NPAssn 9 20 316 68 2,302 Related Institutions © 
St. Peter’s General Hosp.*°.Gen Church 172 34 636 125 4,355 | Atlantic City, 66,198—Atlantic 
New Lisbon, 213—-Burlington eu: Dr. Leonard’s Private Sanit. Drug Indiv 25 
Fairview Sanatorium .......TB County 120 .. +» 108 106 Municipal Hospital .........Iso City 40 
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75 1,104 
85 465 
14 263 
25 674 
36 912 
16 504 
49819 
47-895 
18 510 
12 14 
35 887 

8 100 
13 102 
20 281 
10 117 
10 198 
4 245 
ae 


9 84 
20 421 

6 112 
21 887 

5 6 
41 793 
10 46 
37 702 
39 657 
30 408 
15 SS 
15-278 
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Average 
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oo 
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105 = 3,006 


201 '249 


152 4,803 
35 1,445 
159 6,170 
16 = 566 
28 = =966 
46 1,828 
160 =779 


1,533 150 


2 714 
67 2,448 
20 89 
29 168 
84 2,530 
3 900 
155. 8,807 
5) 
136 4,758 
2,755 904 
21 aid 
174 5,790 
241 496 
97 8,115 
9 384 
406 If 
43 1,828 
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Bridgeton, 15,699—Cumberland = 

Cumberland County Hospi- 

tal for Insane............. Ment County 300 222 57 
Browns Mills, 313—Burlington 
Browns Mills Nursing Cot- 

CHIE  ecccccdanniccsé sucscxsacee TB Corp 58 47 44 
Manor Nursing Cottage.... TB Indiv 40 & 29 
Sycamore Hall Sanatorium TB Indiv 3 27 

Burlington, 10,844—Burlington 
Masonic Home ............. Inst Frat Sati ms 35 75 
Caldwell, 5,144—Essex 
Theresa Grotta Home for 
Convalescents .......... CardConv NPAssn 40 .. — 80 303 
Camden, 118,700—Camden 
Munieipal Hospital for Con- 
tagious Diseases .......... Iso City w+. as 19 320 
Cranford, 6,001—Union 
Brookside Hospital ........ Conv Indiv ee Pe 6 109 
Farmingdale, 629—Monmouth 
Tuberculosis Preventorium 
for Children .............. TB NPAssn 256 .. ae oe: ee 
Haddonfield, 8,857—Camden 
Bancroft School ........... MeDe NPAssn 130 .. aa 94 82 
Jamesburg, 2,048—Middlesex 
Ne ae State Home for 


paheesinat¥isd Wabenesse Inst State 24 oe 11 1,000 
Je ral ‘City, 316,715—Hudson ' 
Salvation Army Door-of- 
Hope Home and Hospital Mat Church 6 43 6 69 
Longport, 228—Atlantic 
Betty Bacharach Home for 
Afflicted Children ......... Orth Frat 100 .. a 34 65 
Menlo Park, 355—Middlesex 
New Jersey Home for Dis- 


abled Soldiers ............. Inst State 100 .. =< 64 110 
Morristown, 15,197—Morris 
\urora Institute ........... Conv Corp aes a 84 6460 


Nie wark, 442,337—Essex 
lorence Crittenton Home. Mat NPAssn 27 .83 35 17. 5% 


Newark City Almshouse.... Inst City ee Es 90 200 
Newark Convalescent Hosp. Conv City 155... co We 
New Brunswick, 34,555—Middlesex 

Rutgers Infirmary .......... Inst NPAssn , pe Le 
Newfoundland, 364 Morris ; 

Idylease Sanatorium ....... TB Corp SO .. ‘3 31 59 


New Lisbon, 213—Burlington 
Burlington County Hospi- 


tal for the Insane........ Ment County 288 .. a Se 61 
State Colony for Feeble- 
minded Males ............. MeDe State 626 .. Me 773 97 
Rated capacity 600 
Northfield, 2,804—Atlantic 
Atlantie County Hospital... Inst County 125 .. oe 79 45 


Occan Grove, 3,050—Monmouth 
Methodist Episcopal Home 


LOR AE rasddks ko scocccce Inst Chureh oe ne 12 87 
Passaic, 62,959—Passaic 
Passaic Municipal Hosp...... TbIso City S% 2 61 
Paterson, 138,518—Passaic 
Paterson City Hospital.... TbIso City 110... as 40 «185 


Princeton, 6,992—Mercer 
Isabella MecCosh Infirmary, 
of Princeton University.. Inst NPAssn | ae is 17 1,354 
Rahway, 16,011—Union 
New Jersey Reformatory 


Hospital ........sseceeseees Inst State er ba 6 9882 
Roseland, 1,058—Essex 
Mountain View Rest ....... N&M Corp ) . a a 20 «6116 


Sea Isle City, 850—Cape May 
ar Fe Rn gapgy and Train- 
WE midnedertevucen N&M Corp ee és 80 6129 
Totowa ft Tittle Falis P.O.), 4,600—Passaic 
North Jersey Training School MeDe State 674 .. ee 76 


Rated capacity 625 
Trenton, 128,356—Mercer 
New Jersey State Prison 


HOGHIEGE: 6 isKesav cess cocecee Inst State ay, ae % 703 
State Home for Girls........ Inst State 5 38 84 39 «= 498 
Upper Montclair,—Essex . 
Montclair Sanitarium ...... Conv Part a we 6 61 
Vineland, 7,556—Cumberland . 
Maplehurst School .......... MeDe Indiv is .. i = 6 
New Jersey Memorial Home 
for Disabled Soldiers, Sail- 
ors, Marines a Their 
Wives and Widows........ Inst State 65... ‘a 88 $74 
Training School at Vineland MeDe NPAssn 535 .. -. «= 55 
Vineland State School...... MeDe State 1,469 .. .. 1,426 99 
Rated capacity 1,350 
West Englewood, 2,207—Bergen 
_ Englewood Sanitarium (Lyn- 
wood Lodge) ............. N&M Corp eae me 14 7 
Woodbine, 2161_-Cape May 
Woodbine Colony for Fee- 
bleminded Males ......... MeDe State 657 .. -. 664 81 
; : Rated capacity 640 
Jersey: Average 
Summary tor New é Number Beds Census Admissions 


Hospitals and eer. - 125 36,303 30,724 311,883 
Related institutions.......... 42 6,748 5,689 8,308 


otals.......... seetececeeve 167 48,046... 96,413. 320,191 
Refused tepiatention....s0.2: 8 150 
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Albuquerque, 26,570—Bernalillo 
Albuquerque Indian Sanat.. TB IA 
A. T. & F. Hospital..... Indus NPAssn 
Children’s ‘Home and Hosp. Orth NPAssn 


Methodist Sanatorium .... TB Chureh 
St. Joseph Sanatorium and 

PNENEO. cccantnccusesicce G&TB Chureh 
Southwestern Presbyterian 

Sanatorium ............... G&TB Chureh 
U. 8. Indian School Hosp.. Gen IA 


Veterans Admin. Facility... G&TB Vet 
Black Rock (Zuni P.O. ),—MeKinley 


Zuni Sanatorium ........... Gen IA 
Carlsbad, 3,708—Eddy 

St. Francis Hospital........ Gen Chureh 
Clayton, 2,518—Union 

St. — Hospital........ Gen Church 
briny ,027—Ourry 

A. & S. F. Hospital.... Indus NPAssn 
Baptist Hospital .......... Gen Chureh 
Crownpoint, 90—McKinley 


Eastern Navajo Hospital... Gen IA 
Dawson, 2,662—Colfax 

Phelps Dodge Corporation 

mig pian aaeast cates Gen Corp 

Deming, 3,377—Luna 

Deming Ladies’ Hospital ... Gen NPAssn 
Dulee, 44—Rio Arriba 

Jiearilla Hospital .......... Gen IA 
Farmington, 1,350—San Juan 

Merey General Hospital.... Gen Indiv 

San Juan Episcopal Indian 

Mission Hospital ......... Gen Church 

San Juan Hospital......... Gen NPAssn 
Ft. Bayard, 1,000—Grant 

Veterans Admin. Facility..G&TB Vet 
Ft. Stanton, 490—Lincoln 

U. 8. Marine Hospital+..... TB USPHS 
Ft. Wingate, 14—McKinley 

Charles H. Burke Hospital Gen IA 
Gallup, 5,992—McKinley 


St. Mary’s Hospital........ Gen Church 
Gardiner, 300—Colfax 
Gardiner Hospital ......... Indus NPAssn 


Holy Cross,—Luna 
Holy Cross Sanatorium ... TB Chureh 


Hot Springs, 1,336—Sierra 
Carrie Tingley Hospital for 
Crippled Children ........ Orth State 
Virginia Ann Clinic and 
GD cavth inndenee cass Gen =siIndiv 


Las Vegas, 4,719—San Miguel 
Las Vegas Hospital (Car- 


penter Memorial) ........ Gen NPAssn 
New Mexico State Hospital Ment State 
Rated capacity 
St. Anthony’s Hospital....GenOrth Chureh 
Mescalero, 300—Otero 
Mesealero Apache Indian 
[0 eee oe Gen IA 
Raton, 6,090—Colfax 
New Mexico Miners Hospital Gen State 
Rehoboth, 150—McKinley 


Rehoboth Mission Hospital Gen Chureh 
Roswell, 11,173—Chaves 

St. Mary’s Hospital......... Gen Church 
Santa Fe, 11,176—Santa Fe 

St. Vi neent’s Sanatorium 


and Hospital® ............ G&TB Chareh 
U. S. Indian Hospital (Chas. 
F. Lummis Hospital)..... Gen IA 


Shiprock, 125—San Juan 

Northern Navajo Hospital. Gen IA 
Silver City, 3,519—Grant 

Grant County Hospital.... Gen NPAssn 


Socorro Infirmary .......... TB State 
Toadlena, 49—San Juan 
Toadlena Hospital ......... Gen IA 


Tucumcari, 4,145—Quay 
Tucumeari General ‘Hospital Gen Indiv 
Valmora, 125—Mora % 
Valmora Sanatorium ....... TB NPAssn 


Related Institutions 
Dixon, 800—Rio Arriba 
Brooklyn Cottage HospitalGen- Church 
Dulee, 44—Rio Arriba 
Jicarilla — Sanatorium TbChil IA 


Eunice Hospital ...........Gen Indiv 
Hobbs, 598—Lea 

Hobbs General Hospital.... Gen Indiv 
Lordsburg, 2,069—Hidalgo 


Lordsburg Hospital ........Gen Corp 
Los Lunas, 513—Valencia 


New Mexico Home and Train- 
ing School for Mental De- 
fectives .o.cccccccececcscess MeDe State 
Rated capacity 
Puts, Roosevelt 
ospital .......... --Gen Indiv 
Santa nme 11,176—Santa Fe 
New Mexico Penitentiary 


Hospital ................... Inst State 


Key to symbols and abbreviations is ‘on page 986 
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13 
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Springer, 957—Colfax 
Springer Hospital ..........Gen Indiv 10 3 15 2 70 
Taos, 1,225—Taos 
Thomas P. Martin Hosp....Gen IA 16 3 2 115 
Tohatchi, 2,104A—McKinley 
Tohatehi General Hospital Gen IA 2 3 24 17s 564 
Summary for New : Average 
¥ aeaias Number _ Beds Census Admissions 
Hospitals and sanatoriums.. 43 3,745 2,571 27,859 
Related ipstitutions.......... 11 311 182 _ 30 050 
SN ths garda sich cecatesene 54 4,056 2,753 ~~ 30,909 
Refused registration.......... 3 56 
NEW YORK 
= ma ro 
=e 3 
Se 2g a wo 2 
ss 58 322 83 3 
Hospitals and Sanatoriums aP led 3s a 8 eg & 
Ao Sw ® s 3s > oO cs 
a2 O° ao OM 4a qo < 
Albany, 127,412—Alhany 
Albany Hospital®+ ......... Gen NPAssn 579 40 846 475 11,851 
Anthony N. Brady Mater- 

9 AES: Mat Church 54 60 1,199 45 1,334 
Child’s Hospital ........... Chil Church ae 47 = 484 
Memorial Hospital*°o ...... Gen NPAssn 120 16 210 103 2,584 
St. Peter’s Hospital*©....... Gen Chureh >: aa 3 124 3,383 

Albion, 4,878—Orleans 
Arnold Gregory Memorial 
Rae Sere . Gen NPAssn 24 11 85 14 «447 
Amityville, 4,487—Suffolk 
Brunswick General Hospital Gen Corp 100 16 «6196 32 1,137 
Long Island Home ........ N&M Corp 206 .. — 153-237 
Louden-Knickerbocker Hall. N&M Part >) Sa . 136 = 242 
Reed General Hospital...... Gen Indiv eee if 13-340 
Amsterdam, 34,817—Montgomery 
Amsterdam City Hospital Gen NPAssn 75.15 198 55 1,480 
Montgomery Sanatorium .. TB County Pee hen os 77-186 
St. Mary’s Hospitalo..,.... Gen Chureh 100 22 %1 65 1,874 
Auburn, 36,652—Cayuga 
Auburn City Hospital®.... Gen NPAssn 133 22 402 119 4,028 
Mercy Hospital .......... .. Gen Church 80 14 169 36 1,242 
Ballston Spa, 4,591—Saratoga 
Benedict Memorial Hospital Gen NPAssn 16 OG 56 8 250 
Batavia, 17,375—Genesee 
Batavia Hospital .......... Gen NPAssn a Bs. -2T 43 1,547 
St. Jerome’s Hospital...... Gen Chureh 58 14 256 44 1,557 
Veterans Admin. Facility... Gen Vet 297 ~.. 259 2,174 
Bath, 4,015—Steuben 
Bath Memorial Hospital... Gen NPAssn SS 4. i 50 1,486 
Pleasant Valley Sanatorium TB County pe oul 53 45 
Veterans Admin. Facility... Gen Vet 395 .. 322 1,770 
Bay Shore, 4,080—Suffolk 
Dr. King’s Hospital........ Gen Indiv 2. 8 74 17——s774 
Southside Hospital ........ Gen NP Assn 82 24 372 61 2,020 
Beacon, 11,933—Dutchess 
2 gee eRe N&M Corp ae net 57 62 
Highland Hospital ......... Gen Corp 45 10 92 20 790 
Matteawan State Hospital Ment State ee ee 1,382 172 
Rated capacity 1,421 
Bedford Hills, 1,000—Westchester 
Montefiore Hospital Country 
Sanatorium? ...........00 NPAssn 230 .. oe 
Binghamton, 76,662— Broome 
Binghamton City Hosp.*+#° Gen City 460 40 878 322 8,395 
Binghamton State Hosp.+° Ment State 2.7306 .. -- 8,037 583 
Rated capacity 2,391 
Our Lady of Lourdes Me- 
morial Hospital ......... Gen Chureh 7° 623. 3 42 1,290 
Brentwood, 534—Suffolk 
Pilgrim State Hospital.... Ment State 7,905 -- 7,619 1,987 
Rated capacity 7,831 
Ross Sanitarium ..:........ 7en Indiv 35-2 7 18 177 
Bronxville, 6,387— Westchester 
Lawrence Hospital ......... en Corp 86 20 267 58 1,944 
Brooklyn, 2,560,401—Kings 
Adelphi Hospital ........... Gen Indiv 80 16 250 50 1,505 
Bay Ridge Hospital......... Gen Corp 73 25 475 48 1,936 
Bensonhurst Maternity 

PNIOGOL § ecnbedecvgascaces Mat Corp 24 26 402 12 8421 
Bethany Deaconess Hosp.. Gen Chureh 84 20 307 47 1,450 
Beth-El Hospital* .......... Gen NPAssn 190 50 las 191 6,368 
Beth Moses Hospital*....... Gen NPAssn 194 4 739 «=: 163 «5,012 
Boro Park General Hospital Gen Indiv 83 651 35. 1,637 
Brooklyn Cancer Institute+ Unit of Kings County Hospital 
Brooklyn Eye and Ear Hos- 

Pital® ....cccscccsscccccces ENT NPAssn_ 143 ‘ 23. 8,662 
Brooklyn Home for Con- 

SUMOSIVED- nbn crssicvccvsece TB NPAssn 120 .. Poe: mer) 
Brooklyn Hospital*©® ...... Gen NPAssn 366 44 1,080 276 8,206 
Brooklyn State Hospital®. Ment State 2,097 .. -. 2,066 1,973 

Rated capacity 1,703 
Brooklyn Womens Hosp..MatGyn NPAssn 50 44 1,086 37 1,412 
Bushwick Hospital*© ...... Gen NPAssn 107 2% 5538 80 3,101 
Caledonian Hospital* ..... Gen NPAssn 100.30 326 59 2,134 
Carson ©. Peck Memorial 

Bere ee ent pee eee Gen NPAssn . 9 33° 718 62 2,251 
Coney Island Hospital*+...Gen City 357.52 921 265 9,266 
Crown Heights Hospital.. Gen Corp 115 28 716 + 117 3,487 
Cumberland Hospital*#©° ..Gen City 284 34 997 260 8,725 
Evangelical Deaconess Hosp.Gen Church 100.25. 355 50. 1,565 


‘Key: to symbols and abbreviations:is on_ page 986 
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Greenpoint Hospital* .....Gen City 288 32 

Harbor Hospital .......... en NPAssn Bs ae 8 | 

Hospital of the Holy Family Gen Church 63 .. 
House of St. Giles the Crip- 

IS seccnisecasbiage bss ..--» Orth Church $0.... 
Israel- Zion Hospital* ...... Gen NPAssn 350 100 
Jewish Hospital*#° ........ Gen NPAssn 540 120 
Kings County Hospital*+° Gen City 2,700 125 
Kingston Avenue Hosp.*©, Iso City 510 
Kingsway Hospital ........ Gen Indiv 22 10 
Liberty Hospital .......... Gen Indiv 40 24 
Long Island College Hos- 

MENT dha dui valnests viewed en NPAssn 426 47 
Lutheran Hospital ......... Gen Chureh 90 22 
Madison Park Hospital.... Gen Corp 74 26 
Methodist Episcopal Hos- 

WARRINOO. Via etnad tess evens . Gen Church 400 80 
Midwood Hospital ......... Gen Corp 53 27 
Norwegian Lutheran Dea- 

econesses’ Home and Hos- 

WIRGNON ES cos accereeweeine Gen Church 163 38 
Prospect Heights Hosp.°. _ NPAssn 136 39 
Riverdale Hospital ......... Gen Corp 40 36 
St. Catherine’s Hospital*© Gen Church 260 53 
St. — Hospital for 

WE Gx. sacs cose cess Mat Chureh 56 50 
St. Gaeate Hospital Ortho- 

pedic Clinic ............ ... Ort Chureh & .. 
St. John’s Hospital*#°.... Gen Chureh 304 30 
St. Mary’s Hospital*°..... Gen Chureh 230 56 
St. Peter's Hospital* ...... Gen Chureh 202 24 
Samaritan Hospital ....... Gen Chureh 81 15 
Shore Road Hospital....... Gen Corp 49 15 
Station Hospital .......... Gen Army SS .. 
Swedish Hospital ........... Gen NPAssn 64 16 
Trinity Hospital* ......... Gen NPAssn. .110 15 
U. S. Naval Hospital*...... Gen Navy 484 .. 
Unity Hospital ............ Gen NPAssn 209 39 
Victory nee Hospital Gen NPAssn 56 16 
Wade Hospital. ............ Gen Indiv 40 14 
Williamsburgh Maternity 

REM S v-xaixickens i iscukees Mat Indiv 65 55 
Wyckoff Heights Hosp.*°.. Gen NPAssn 170 30 

Buffalo, 573,076—Erie : 
Buffalo City Hospital*#o..Gen City 1,025 38 
Buffalo Columbus Hospital Gen NPAssn 125 16 
Buffalo General Hosp.*+#°. Gen NPAssn 437 28 
Buffalo Hospital of the Sis- 

ters of Charity* ........ Church 194 25 

Buffalo State Hospitalt°.. Ment State — ss 

Rated capacity 1,982 
Central Park Hospital..... Gen NPAssn 65 15 
Children’s Hospital#° ...... MatCh NPAssn 210 40 
Deaconess Hospital*©® ..... Gen NPAssn 19 35 
Emergency Hospital of the 

Sisters of Charity........ Gen Chureh 106... 
Lafayette General Hospital Gen NPAssn 60 13 
Memorial Hospital oe NPAssn 55 «(10 
Mercy Hospital*°o Gen Chureh 164 34 
Millard Fillmore Hosp.*+#°, Gen NPAssn 236 93 
Providence Retreat ........ N&M Chureh 200 .. 
St. Mary’s Infant Asylum 

and Maternity Hospital.. Mat Church 46 46 
State Institute for the Study 

of Malignant Disease..... SkCa_ State 30 
U. S. Marine Hospital...... Gen USPHS WO. 3s 

Callicoon, 550—Sullivan 
Callicoon Hospital ......... Gen Indiv 12 4 
Cambridge, 1,762—Washington 
__ Mary McClellan Hospitalo.Gen NPAssn 97 15 
Canandaigua, 7,541—Ontario 
Brigham Hall Hospital.... N&@M Corp 
Frederick Ferris Thompson 
MUNI | raved s oneecdecaese Corp 103 17 
Veterans Admin. Facility.. " Ment Vet 1,113... 
Canastota, 4,235—Madison 
Canastota. Memorial Hosp. Gen City 2 .6 
Cassadaga, 480—Chautauqua 
Newton Memorial Hospital TB County 1980 .. 
Castle Point, 23—Dutchess 
. Veterans Admin. Facility... TB Vet G70. 
Catskill, 5,082—Greene 
Memorial Hospital of Greene 
CHIE ss ceca knicks ecb goss Gen County 50 12 
Central Islip. 675—Suffolk 
Central Islip State Hosp.+© Ment State 6,515 .. 
Rated capacity 5,712 
Central Valley.850—Orange | 
Falkirk in the Ramapos.... N&M Corp 40 .. 
Chenango Bridge, 260—Broome 
Broome County Tuberculo- 
sis Hospital .............. County 118 .. 
Clifton Springs, 1,819—Ontario 
Clifton Springs Saecerpinte 
and-Olinic® ............... Gen NPAssn 474 10 
Cohoes, 23. 296—Albany. 
Cohoes Hospital® ......... Gen NPAssn 59 10 
Cold Spring, 1, 784—Putnam 
Julia L. Butterfield Memorial . 
PRO cence sascencceveces .Gen NPAssn 2 6 
Cooperstown, 2,090—Otsego , 
Mary Imogene Bassett Hos- ’ 
WRAY lcs isZiscccss seeeeeesGen -NPAssn 90 10 
Corning, 15,777—Steuben ; 
Corning Hospital ..........Gen NPAssn 8 25 


our. A. M. A, 
MarcH 26, 1938 
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75 
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42 
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444 


37 
6,758 


133 
47. 
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4 
4 
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2,479 





VotumE 110° 
Numser 13 > 


NEW YORK—Continued 





25 
Ss 
Sg 88 
— [5] 
Hospitals and Sanatoriums ae 12) 4 
& eo Bs, ov 
RQ ox) [o<} 
Cornwall, 1,910—Orange 
Cornwall Hospital ......... Gen NPAssn 61 
Cortland, 15,0483—Cortland 
Cortland County Hospital.: Gen NPAssn'_ 119 
Cuba, 1,422—Allegany 
Cuba Memorial Hospital..Gen NPAssn 14 
Dannemora, 3,348—Clinton 
Dannemora State Hospital Ment ‘State 981 
Rated capacity 816 
Dansville, 4,928—Livingston 
Dansville General Hospital. Gen NPAssn 22 
Delhi, 1,840—Delaware 
Delaware County Tubercu- 
losis Sanatorium ........ County 82 
Dobbs Ferry, 5,741—Westchester 
Dobbs Ferry Hospital...... Gen NPAssn 41 
Dunkirk, 17,802—Chautauqua 
Brooks Memorial Hospital Gen NPAssn 50 
Elizabethtown, 636—Essex 
Community House Hospital Gen NPAssn 13 
Ellenville, 3,280—Ulster 
Veterans Memorial Hospital Gen NPAssn 14 
Elmira, 47,397—Chemung 
Arnot-Ogden Memorial Hos- 
WERE etcdua cares chastns es Gen NPAssn_ 183 
Chemung County Sanat... TB County 36 
St. Joseph’s Hospital*®...Gen Church 189 
Endicott, 16,231—Broome ‘ 

Ideal Hospital* ........... .Gen City 116 
Farmingdale, 3,373—Nassau 

Nassau County Sanatorium TB County 416 
Far Rockaway,—Queens 

St. Joseph Hospital ........ Gen Chureh 114 
Fillmore, 488—Allegany 

Genesee Country Memorial 

PRO, = wacnancacssccuasss jen NPAssn 16 

Fishers Island, 324—Suffolk 

Station —— S cweenaaaee Gen Army 66 
Flushing,—Queens 

Flushing Hospital and Dis- 

pensary*®*® .......... NPAssn_ 191 
Parsons Hospital Corp 40 
Physicians Hospital Corp 70 
Station Hospital .......... Gen Army 83 

Ft. Niagara (Youngstown P.O. 1 eioken 
Station Hospital .......... Gen Army 40 
Ft. Slocum,— Westchester 
Station Hospital .......... Gen Army 125 
Ft. Wadsworth (Staten Island P.O.)—Richmond 
Station Hospital ........... Gen Army 27 
Fulton, 12,462—Oswego 
Albert Lindley Lee Memo- 
rial Hospital ............. Gen City 36 
Gabriels, 200—Franklin 
Sanatorium Gabriels ....... TB Church 128 
Geneva, 16,053—Ontario 
Geneva General Hospital... Gen NPAssn 76 
Glen Cove, 11,430—Nassau 
North Country Community 
FROIN oi ce cuokerkeneccses jen NPAssn_ 100 
Glens Falls, 18,531—Warren 
Glens Falls Hospital....... Gen NPAssn 80 
Westmount yg a TB County 52 
Gloversville, 23,099—Fult 
Nathan Littauer Hospitalo Gen NPAssn_ 102 
Goshen, 2,891—Orange 
Goshen Hospital .......... Gen NPAssn 40 
Inte Vecac oe vickasecctcc N&M Indiv 65 
Gouverneur, 4,015—St. Lawrence 
Stephen B. Van Duzee Hosp.Gen NPAssn 19 
Governors Island,—New York 
Station Hospital .......... en Army 170 
Gowanda, 3,042—Cattaraugus 
Townsend Hospital ........ en NPAssn 22 
Granville, 3,488—Washington 
Emma Laing Stevens Hosp. ‘Gen NPAssn 16 
Greenport, 3,062—Suffolk 
Eastern Long Island Hosp. Gen NPAssn 28 
Harrison, 1,485— Westchester 
St. Vineent’s Retreat....... N&M Chureh 200 
Hastings on Hudson, 7,097—Westchester 
Hastings Hillside Hospital#+N&M NPAssn 41 
Helmuth,—Erie 
Gowanda State Homeopathic 
Hospital#® ...........000- Ment State 2,094 
Rated capacity 2,228 
Hempstead, 12,650—Nassau 
Meadowbrook Hospital*+ .. Gen County 230 
Merey Hospital ............ Gen Chureh 15 
Station Hospital ........ ...Gen Army 35 
Herkimer, 10,446—Herkimer 
Herkimer Memorial Hosp..Gen MPAssn $1 
Holcomb, 294—Ontario 
Oak Mount Sanatorium.... TB County 45 
Holtsville, 260—Suffolk 
Suffolk Sanatorium ....... TB County 162 
Hornell, 16,250—Steuben 
Bethesda Hospital ......... Gen Corp 44 
St. James Merey Hospital.Gen Chureh 93 
Hudson, 12,337—Columbia 
puudson City Hospital>....Gen Corp 103 
Huntington, 6,200—Suffolk 
Huntington —— «-sss»Gen NPAssn 75 
Ilion, 9,980—Herkime 
Tlion Hospital .............-Gen NPAssa 25 


inets 


Bass 


21 


10 


ol 


>8 a 


8 


78 
12 
24 


18 
11 


REGISTERED 
3 a 
° 
aa <8 3 
2572 44_—«1,410 
409 85 2,995 
5 26807 
945 110 
78 20 «= 466 
18 30 
1 821 746 
191 841,147 
oe ae 
67 10 294 
ee 
515 «144. 8,640 
523 88 2,698 
854 = 463 
368 78 3,002 
56 4 263 
ee 47 754 
1,303 179 6,402 
178 87 ‘1,546 
662 52 2,240 
~' & 
67 1,635 
7 398 
246 «= 23-—«1,230 
58 55 
266 © 38-—«1,600 
383 76 2,601 
380 82 2,727 
. 2 
264 62 2,491 
152 2 872 
ee 37 73 
% 12 519 
90 146 2,883 
112 8 438 
61 8 361 
134 16671 
co «©1606 
ee 39 =: 102 
-. 2,401 491 
405 198 5,089 
273 15 = «601 
ee 10 «579 
123 29 = 988 
7 25 31 
+» 13- 161 
137 26. 1,036 
315 49 - 2,328 
283 76 3,082 
216 - 57 1,873 
113 19 «(701 
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102 
160 
260 

41 
644 

75 
100 


97 


318 
35 
15 
43 


5,518 


Rated capacity 5,128 


Kingston, 28,088—Ulster 
Benedictine Hospital (Qur 
Lady of Victory Sanit.)o Gen Chureh 
Kingston Hospital*o ...... Gen NPAssn 
Dr. C. O. Sahbler Sanit...... NervDr Corp 
Ulster County Tuberculosis 


1 | RS ae: GRR RR REA TB County 
Lackawanna, 23,948—Erie 
Moses Taylor Hospital..... Indus NPAssn 
Our Lady of Victory Hos- 
WET nds vod deibauiins cvencds Gen Chureh 
Lake Kushaqua, 10—Franklin 
Stony Wold Sanatorium.. TB NPAssn 
Lake Placid, 2,930—Essex 
Lake Placid General Hosp. Gen City 
Liberty, 3,427—Sullivan 
Maimonides Hospital ..... Gen Frat 
Workmen’s Circle Sanat... TB Frat 
Little Falls, 11,105—Herkimer 
Little Falls Hospital........ Gen NPAssn 
Livingston, 249—Columbia 
Potts Memorial Hospital.. TB NPAssn 
Lockport, 23,160—Niagara 
Lockport City Hospital.... Gen City 
Niagara County Sanatorium TB County 
Long Beach, 5,817—Nassau 
Long Beach Hospital...... Gen NPAssn 
Long Island City,—Queens 
Astoria Sanatorium ....... Gen Corp 
Boulevard Hospital ....... Gen Corp 
River Crest Sanitarium.... N&M Corp 
St. John’s Long Island City 
BEOMIIERING 5 5 inc vcweescese en Chureh 
Loomis, 200—Sullivan 
Loomis Sanatorium? ...... TB NPAssn 
Lowville, 3,424—Lewis 
Lewis County General Hosp. Gen StateCo 
Lyons, 3,956—Wayne 
Edward J. Barber Hospital Gen Indiv 
Lyons Hospital ........... Gen Corp 
Malone, 8,657—Franklin 
Alice Hyde Memorial Hosp. Gen NPAssn 
Marcy, 112—Oneida 
Marey State Hospital#®.... Ment State 


84 
118 
100 

56 

28 
154 
145 


253 
118 
40 


74 


2,352 


Rated capacity 2,140 


Medina, 6,071—Orleans 


Medina Memorial Hospital Gen NPAssn 
Middle Grove, 280—Saratoga 
Saratoga County Tuberculo- 
sis Hospital .....cseeccces County 
Middletown, 21,276—Orange 
Elizabeth A. Horton Memo- 
vial Hospital .....0.5..... Gen NPAssn 
Middletown Sanitarium and 
BE Savecccscauccsenets en Indiv 
Middletown State Homeo- 
pathic Hospital® ......... Ment State 
Rated capacity 
Mineola, 8,155—Nassau 
Nassau Hospital* ......... Gen NPAssn 
Monticello, 3,450—Sullivan 
Hamilton Avenue Hospital Gen tndiv 
Monticello Hospital ........ Gen NPAssn 
Mt. Kisco, 5,127—Westchester 
Northern Westchester Hosp. Gen 


NPAssn 
Mt. McGregor,—Saratoga : 
Metropolitan Life Insurance 
Company Sanatorium? . 
Mt. Morris, 3,238—Livingston 


. G&TB NPAssn 


Mt. Morris Tuberculosis Hosp. TB — State 
Mt. Vernon, ine 
Mt. Vernon Hospital*©.....Gen NPAssn 
Mt. Vision, 258—Otsego 
Otsego County Sanatorium TB County 
Newburgh, 31,275—Orange 
Estelle and Walter C. Odell 
Memorial Sanatorium for 
Tuberculosis ......... ne County 
St.. Luke’s Hospitaio.... NPAssn 





32 
100 


90 
45 


3,224 
2,780 


170 


16 
26 


100 


350 
250 
146 

26 
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Irvington, 3,067— Westchester 
Irvington House ......... ChilCard NPAssn 
Ithaca, 20,708—Tompkins 
Hermann M. Biggs Memo- 
rial Hospital ............. , State 
Tompkins County Memorial 
pO Rr en en NPAssn 
Jamaica,—Queens 
Jamaica Hospital* ......... Gen NPAssn 
Mary Immaculate Hosp.*+° Gen Chureh 
Memorial Hospital ......... Gen Indiv 
Queens General Hospital*+.. Gen City 
Van Wyck Hospital......... Gen Indiv 
Jamestown, 45,155—Chautauqua 
Jamestown General Hosp... Gen City 
Woman’s Christian Associa- 
tion Hospital ........... Gen NPAssn 
Johnson City, 13,567—Broome 
Charles 8. Wilson Memorial 
Hospital##0 ............00. Gen NPAssn 
Katonah, 1,400—Westchester 
VA, TUE insncensceaie N&M Indiv 
Hililbourne Farms .......... Nerv NPAssn 
Pinewood Sanitarium ...... N&M Indiv 
Kings Park, 1,067—Suffolk 
Kings Park State Hosp.t© Ment State 


16 
16 


99 


ov 


47 


© 


aw 


Number of 


Births 


401 


F 494 
131 
i 463 


453 


41 


149 


160 
94 


132 


97 


219 


1021 


Admissions 


a 
S 
w 
— 
ws 
~t 


5,416 1,539 


15 «6640 


43 47 


58 1,943 


No data supplied 


686 
62 


3,223 491 
143 4,906 
9 412 
12 605 
73 2,847 
186 339 
132 238 
117 4,205 
18 8 
43 5A 
90 3,431 
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25 < £ 23 2 % 3 
se 3 o x) 3 ss > & g s 
Ss «Ba 2 8. & # 8 68 _. € 48 af s 
cs a) « @ $5 §&@ = Hospitals and Sanatoriums &> EO 2 8: ge 8 
Hospitals and Sanatoriums =F Eo 7 3 be tse eB 65 z a £m <0 | 
uae belle, 54 or ie? oo a A ZR aD Perthigtrts Pavilion of Belle, 
ew Rochelle, 54,000—Westchester = zs a vue Hospital ........... - Unit of Bellevue Hospital 
New Rochelle Hospital*#0..Gen NPAssn 121 26 583 157 4,879 Reconstruction Hospital...... Unit of New York. Post- Graduate Medi- 
New York City, 4,211,699—New York £ ‘ cal School and Hospital 
Babies. Hospital#© ......... Chil NP. Assn _ Se 115 3,082 Research Division for Chronie $ 
Beekman Street Hospital*..Gen NPAssn 100 .. +s a 2,115 SRE nea ...Chr = City 50 .. Ks 31 83 
Bellevue Hospital*#o ...... Gen City 2,326 105 1,393 2,299 59,528 Riker’s Island Hospital..... Gen City 278 «+ 178 3,872 
Beth -David Hospital*...... Gen NPAssn 160-40 295 115 2,151 Riverside Hospital ......... TbIso City 332 .. 874 1,480 
Beth Israel Hospital*+o... Gen NPAssn 363 80 1,765 260 7,790 Roosevelt Hospital*o .., - Ce ot mag 391 . 272° 7,499 
Black’s Sanatorium ....... jen =6- Corp 189 36 ©6118 8 eins Royal Hospital ............ 110 42 1,108 75 3,400 
Broad Street Hospital...... Gen NPAssn 117 8 63 44 2; St. Ann’s Maternity Hosp. Unit of New" York Foundling Hospital 
Bronx Eye and Ear Infir- _ - a 4 2.802 St. Clare’s Hospital........ Gen Church 85 20 399 78 2,075 
UPATY ce eseeeeceseeceseeeees ENT NPAsn 58 .. .. 6 a St. Elizabeth’s Hospital....Gen Church 110 27 454 692,116 
Brenx Hospital*+ ......... Gen NPAssn - 303 59 2,207 313 11,529 St. Francis’ Hospital*..... Gen Church 380 240 5,309 
Bronx Maternity and Wom- : a sai sale 790 St. John’s Hospital......... Unit of New York Foundling Hospital 
@n's~ Hospital ......... . os Re NPAssn 34 36 624 17 7 St. Joseph’s Hospital for 
Central and Neurological _ s on 5 Consumptives ............ TB Chureh 305 .. oe - £08416 
Hospital ........-++++.0+: Neur City $70... «5 BS St. Luke’s Hospital*#o....Gen Church 475 ..  .. 345 7,983 
Charles B. Towns Hospital Drug Corp BD .. ss 17 ache St. Vincent’s Hospital*°...Gen Church 430 35 791 364 10,llz 
Columbus Hospital* ....... Gen Chureh 260 40 581 155 5,126 Seton Hospital ............ TB Chureh 255 vi 252 2324] 
Columbus Hospital Exten- ee 719 Sloane Hosp. for Women*® See Presbyterian Hospital 
SE Wns tg PRA Gen Chureh 8 15 221 67 ee Sydenham Hospital* ...... Gen NPAssn 205 711 (156 4,766 
Community Hospital ...... Gen NPAssn 8 15 126 37 1,584 Union Hospital ............ Gen NPAssn 55 20 213 = 36«:1,262 
Concourse Hospital ....... Gen Indiv 38 30 385-6 — U. 8S. Marine Hospital+...... Gen USPHS 4852 .. -. 808 1,918 
Crotona Park Sanitarium.. Gen Corp 27 24 134 16 89 University Heights Hospital Gen Corp 50 17 420 42 1,760 
Doctors Hospital ©.......... Gen NPAssn 275 50 614 34 Ha Veterans Admin. Facility..Gen Vet 973 .. .. . 885 4,461 
Fitch Sanitarium .......... Gen Corp 17 46 No data suppliec Webb Sanitarium .......... Gen Corp 19 12 1388 18 605 
Flower-FifthAvenue Hosp.*#Gen NPAssn 301 63 1,088 246 8,300 Westchester Square Hosp..Gen Corp 70 32 638 44 2,289 
Fordham Hospital*t#® ...... Gen City 558 51 1,364 509 16,157 West Hill Sanitarium.. N&M Indiv % .. 52 1W 
Franklin Maternity Sanit.. Mat Indiv 10 10 = 120 ‘4 340 Wickersham Hospital ...... jen Corp 60 9 196 40 1,876 
French Hospital* ......... Gen NPAssn 250 50 674 182 4,290 Willard Parker Hospital#® TbIso City 424. . 284 5,639 
Gouverneur Hospital* ...... Gen City 192 20 281 161 3,765 William Booth Memorial 
Harlem Eye and Ear Hosp.ENT NPAssn 3 ..  .. 10 1,867 MRM «0 6 os csiaess soenk Gen Church 48 24 23 27 847 
Harlem Hospital*t+o ...... Gen = City 543 99 1,715 550 15,890 Woman's Hospital ....... GynOb NPAssn 232 88 1,516 143 3,568 
Herman. Knapp Memorial _ : e * 9 Niagara Falls, 75,460—Niagara 
Eye. Hospital# ........... NPAssn 50 32 a Mt. St. Mary’s Hospital®..Gen Church 130 30 496 80 2,987 
Hosp. for Joint Diseases** GkOr NPAssn 355 - 315 5,923 Niagara Falls Memorial 
Hunts Point Hospital..... Gen Corp 90 27 701 45. 2,166 RRR Gen NPAssn 156 10 615 114 8,708 
Jewish Maternity Hospital.. Unit of Beth Israel Hospital Northport, 2,528—Suffolk 
Jewish Memorial ae tg Gen NPAssn 173 36 <n New b building Veterans Admin. Facility... Ment Vet 1,392 .. .. 1,454 181 
Knickerbocker Hospitalx ...Gen NPAssn 174 30 572 125 4,431 | North Tonawanda, 19,109—Niagara 
Lebanon Hospital*® ...... Gen NPAssn 139 15 192 87 2,660 De Graff Memorial Hospital Gen City 48 18 289 30 1,628 
Dr. Leff’s Maternity Hosp. Mat Indiv 0 0 515 16 620 | Norwich, 8,378—Chenango 
Lenox Hill Hospital*#o....Gen NPAssn 535 68 1,070 422 11,347 Chenango Memorial Hosp.Gen NPAssn 68 15 104 34 1,164 
Le Roy Sanitarium......... Gen Corp 54 14 114 31 1,143 Nyack, 5,392—Rockland 
Lincoln Hospital*+° ....... Gen City 331 37 1,707 395 10,593 Nyack Hospital ............ Gen NPAssn 88 16 266 72 2,011 
Lutheran Hospital ......... Gen NPAssn 120 24 508 81 2,976 Ogdensburg, 16,915—St. Lawrence 
Lying-in Hospital# ........ Unit of New York Hospital A. Barton Hepburn Hosp.0Gen Church 160 20 394 124 4,246 
Manhattan Eye, Ear and 2 a ce St. John’s Hospital......... TB Church 45 .. ee 30+ 45 
Throat Hospitalt ....... ENT NPAssn 212 .. .. 14a 17,132 St. Lawrence State Hosp.t© Ment State 2,141 .. .. 2,081 462 
Manhattan General Hosp.. Gen Corp 203 25 278 123 4,058 Rated capacity 1,721 
Manhattan Maternity - and : Olean, 21,790—Cattaraugus 
Dispensary .......+.+esess- Unit of New York epee > ones Mountain Clinic ........... en Indiv $3 8 96 91: 654 
Manhattan State Hospitalo Ment State 3,314 3,002 2,545 Olean General Hospital....Gen NPAssn 80 20 388 . 39 1,763 
Rated capacity 3,314 Rocky Crest Sanatorium.. TB County 40 .. ee 35... 42 
Memorial Hospital for the Oneida, 10,558—Madison 
Treatment of Cancer and < » 9.702 Main Street Hospital..... .. Gen Indiv 15 4 +» Estab. 1937 
Allied Diseases# .......... Ca NPAssn 112 .. +: out 702 Oneida City Hospital......Gen City 83 17 New building 
Metropolitan Hospitalxto ..Gen City 1,385 40 815 1,273 10,847 Oneonta, 12,536—Otsego 
Midtown Hospital .......... Gen NPAssn 60 10 35 40 3,062 Aurelia Osborn Fox Memo- ‘ 
Misericordia Hospital*® .. Gen Chureh 246 67 1,318 205 5,511 rial Hospital ............ NP Assen 5 7190 43 1,682 
Montefiore Hospital for ‘ " Homer Folks Tuberculosis ss 
Chronie Diseases*#© ..... Gen NPAssn 712 .. ong 1,770 Hospital# ............... . State 250 .. oo + A 
. Morrisania City ,Hospital*#Gen City 471 68 1,296 440 _— Orangeburg, 360—Rockland 
Mt. Eden Hospital ........ Gen Indiv 40.30 Ol 0632 2,07 Rockland State Hospital®.. Ment State 4,700... -.. 3,916 1,558 
Mt. Morris Park Hospital. Gen Indiv 4430 125 0 _ 663 Rated capacity 4,700 ; 
Mt. Sinai Hospital*+°..... Gen NPAssn 8357 .. .: 627 15,745 Ossining, 15,241—Westchester “ 
Murray Hill Hospital...... Gen Corp 3 8 42 37 1,698 Ossining Hospital ....... ...Gen NPAssn 75 10 216 - 38 1,473 | 
Nazareth Hospital for . Stony Lodge ............... N&M Indiv . or a 18... 75 
Women and Children.... TB Church we -.; -. 248 883 Oswego, 22,652—Oswego ; 
Neurological Institute of . a Oswego Hospital ....... -«Gen NPAssn 89 11 . 222 41. 1,518 
New YOrRO® ..rcccccvece t Neur NPAssn 222 .. we 167 3,694 Station Hospital ....... ... Gen Army 30 .. ee 22 363 
New York City Cancer Insti- © Otisville, 809—Orange : : 
tute Hospital* ........... Ca = City 192 .. .. 150 | 804 Municipal Sanatorium+ ....TB City 388 .. 36. «= 869 620 
New York City Hospital**#Gen City 1,000 30 483 846 7,839 | Owego, 4,742—Tioga : ‘ 
New York Eye and Ear In- 2 r Glenmary Sanitarium .....N&M Corp 50 .. os s 
Be B piones rears pases ENT NPAssn 170 .. .. 106 6,120 Peekskill, 17,125— Westchester ‘ ss — 
ew Yor oundlin a Peeeere NP: 7 -41 1,87 
ME os tae MatCh Church 309 48 817987 3,025 | pAcekekill Bospitel a Tim Gh @ 
New York + eon Gen NPAssn 911 142 2,723 774 18,367 Soldiers and Sailors Memo- a ‘ 
New York Infirmary for ‘ . ‘. . rial Hospital ........... Gen NPAssn 4 10 157 2% 1, 
Women and Children*.... Gen NPAssn 125 37 933 88 3,715 Perrysburg, ae-tetinanaen” § 
New York Nursery and Childs J. N. Adam Memorial Hosp.TB City a. «8 2 
ee Se ere Unit of New York Hospital Philmont, 1,868—Columb ia 
New York pn weer A woe. Unit of Flower-Fifth Avenue Hospital lumbia County Tubercu- “ 
New York Orthopaedic Dis- losis Hospital ............ Count 76 .. ée 54 
pensary and Hospital*.... Orth NPAssn 132 .. .. 11 1,419 Plattsburg, 13,349—Giinton y | . ; 
New York Polyclinie Medi- s. . Champlain Valley Hosp.°..Gen Church 100 15 288 86 2,782 
eal School and Hospital*#Gen NPAssn 329 37 875 238 8,981 Physicians Hospital ........Gen NPAssn 81 18 No data supplied & 
New - York Post-Graduate “ = Station Hospital ...........@en Army 64 2 38 40 1,080 
Medical School and Hosp.**# Gen NPAssn 410 .. «- 293 9,554 Pomona, 155—Rockland ‘ § 
New York Society for the Summit Park Sanatorium. TB County ee pe 54—Cti«OT 
Relief of the Ruptured and . i Pt. Chester, 22,662—Westchester 
and Crippled? eceweeescese Orth NP Assn 200 .. oe 188 3,652 Mary Harkness Home for 
New York State Psychiatric Convalescent Care .......Conv Corp 50 ..  .. Estab. 1937 
Institute and Hospital+.. Ment State ee o 6 St. Iuke’s Convalescent 
Rated capacity 210 Hospital ................... Conv Church 140 .. .. 7 889 
Park East Hospital .......Gen Corp 124 24 8 67 2,052 United Hospital* ..........Gen NPAssn 166 36 616 183 4,775 
Parkway Hospital ......... Gen Corp 75 10 218 21 1,076 | pt. Jefferson, 2,200—Suffolk 
Park West Hospital.......Gen Corp 64 10 184 37 2,287 John T. Mather siesosted 
Payne Whitney Psychiatric ae RII Ss RE NPAssn 58 12 148 34 1,178 
CME cits ssasaeeneheane Unit of New York Hospital harles Hospital for 
Peoples Hospital ............ Gen NPAssn 8 5 New building Crippled Children ......OrthMeDe Church 210 02 0D 
Presbyterian Hospital and . Wharton Memorial Institute Mental Unit of St. Charles Hospital 
Sloane Hospital for Wom- Re sen Pt. Jervis, 10,243—Orange 166 
ENRFO ....ccccccecseeceeseee Gen NPAssn 853 144 2,478 745 19,326 St. Francis Hospital........Gen © Church 55 10 -86 928 1, 


Key to symbols and abbreviations is on page 986 
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Potsdam, 4,136—St. Lawrence 
Potsdam Hospital ....... en NPAssn 54 
Poughkeepsie, 40,288—Dutchess 
Hudson River State Hosp.t© Ment State 4,378 


Rated capacity 4,014 


St. Francis Hospital°...... Gen Chureh 85 
Samuel and Nettie Bowne 
SR rere TbCard NPAssn 50 
Samuel W. Bowne Memorial 
TIGMBOOGR © so idnccntedntonsives TB CyCo 134 
Vassar Brothers Hospital*°© Gen NPAssn 192 
Queens Village,—Queens 
Creedmoor State Hospital. Ment State 4,314 
Rated capacity 3,504 
Ray Brook, 40—Essex 
New York State Hospital.. TB State 300 
Rhinebeck, 1,569—Dutchess 
Northern Dutchess Health 
Service Center ............ Gen NPAssn 35 
Richland, 404—Oswego 
Oswego County Sanatorium TB County 105 
Rochester, 328,132— Monroe 
Genesee Hospital*+° ....... Gen NPAssn_ 197 
Highland Hospital*©o ...... Gen NPAssn 170 
Iola-Monroe County Tuber- 
culosis Sanat* ........... TB County 400 
Monroe County -Hospital... Gen County 500 
Park Avenue Hospitalo.... Gen NPAssn 85 
Rochester General Hosp.*+° Gen NPAssn 312 
Rochester Municipal Hosp.** Gen City 321 
Rochester State Hospital#© Ment State 3,085 
- Rated capacity 2,750 
St. Mary’s Hospital*°o...... Gen Church 200 
Strong Memorial Hosp.*+° Gen NPAssn 264 
Rockaway Beach,—Queens 
Neponsit Beach Hospital for 
COMO kde tiveness cesieecs City 120 
Rockaway Beach Hospital 
and pensary ........... Gen NPAssn 115 
Rockville Centre, 13,718—Nassau 
South Nassau Communities 
pre -Gen Corp 60 
Rome, 32,338—Oneida 
Oneida County Hospital... Gen County 200 
Rome Hospital and Murphy 
Memorial Hospital ...... Gen City 53 
Rome Infirmary. ........... Indiv 25 
Saeckets Harbor, 742—Jefferson 
Station Hospital .......... Army 30 
Salamanca, 9,577—Cattaraugus 
City Hospital .............. en City 42 
Salisbury Center, 331—Herkimer 
Pine Crest. Sanatorium..... TB County 90 
Saranac Lake, 8,020—Franklin 
General Hospital .......... Gen NP Assn 34 
Northwoods Sanatorium ... TB NPAssn 26 
tion Hospital ........ TB NPAgssn 20 
ag oe of the Lake.... TB Chureh 30 
vin Rogers Memorial Hosp. TB NPAssn 75 
Saratoga Springs, 13,169—Saratoga 
Saratoga Hospital ......... Gen NPAssn 90 
Schenectady, 95,692—Schenectady 
Eastern New York Ortho- 
pedic Hospital-School ...OrthChil NPAssn 35 
Ellis Hospital*© ...... .eeeee Gen NPAssn- 251 
Glenridge Sanatorium ..... TB County 126 
Seneca Falls, 6,443—Seneca 
Seneca Falls’ Hospital..:... Gen City 30 
Sherburne, 1,077—Chenango 
Chenango County Tubercu- 
losis Hospital ............ TB County 33 
Sodus, 1,444—Wayne - 
Myers Hospital ........... .Gen Indiv 35 
Sonyea,—Livingston 
Craig Colony#° ....... .. Epil State 2,186 
Rated capacity 1,990 
Southampton, 3,737—Suffolk 
Southampton HospitalO ...Gen NPAssn 100 


Stapleton (Staten Island P.O. y, ae 


U. S. Marine Hospital*.... Gen PHS 716 
Staten Island, 158,346—Richmond a PR 
Richmond Memorial aoe NPAssn 100 
St. Vineent’s Hospital*.. ’ Gen Chureh 208 
Sea View Hospital?......... TB City 1,430 
Staten Island Hospital*®..Gen Corp 219 
Suffern, 3,757—Rocklan 
Good Samaritan Hospital. Gen Church 45 
Sunmount,— Franklin y 
Veterans Admin. Facility... TB Vet 520 
Syracuse, 209, Onondaga 
City Hospital .............. Tso City 84 
Crouse-Irving ee ..Gen NPaAssn..- 215 
General Hospita}*© ........ ae NPAssn 85 
Hospital of the Good § 
herd*#0 ........ a en NPAssn 209 
Onondaga General ‘Hospital Gen NPAssn 50 
Onondaga meets .i.. TB County 255 
Peoples Ly ae wadaeeeae -Gen NPAssn 33 
St. Joseph ospital*.....Gen Church 200 
St. Mary’s Maternity Hos- 
pital and Infants at Ho Mat Church 87 
Syracuse Memori 
pital*#O ........... .Gen  NPAssn ” 
Syracuse Psychopathic Hosp. eg PA om 


ae Ss $0 


Twin ElmS” ...2....cseeeeee N 
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25 


33 


17 


34 


53 
10 
31 
29 


40 


a 


97 


694 


118 
1, 115 ) 
592 


578 


289 


690 
69 


431 
18 


-- 


1,062 
173 


1,074 


Average 
Census 


i) 


7 


122 
132 
4,011 


291 


94 
179 
142 
443 
3,087 
147 


171 


98 


126 


1,379 


190 
51 


Admissions 


5,961 
710 


6 
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Tarrytown, 6,841— Westchester “4 
Tarrytown Hospital ...... en NPAssn 57 
Ticonderoga, 3,680—Essex 
Moses-Ludington Hospital.. Gen NPAssn 47 
Troy, 72,763—Rensselaer 
Leonard Hospital ......... Gen NP Assn 88 
Marshall Sanitarium ...... N&M NPAssn 60 
St. Joseph’s Maternity Hosp.Mat Church 30 
Samaritan Hospital*°o ..... Gen NPAssn_ 165 
Troy Hospital* ............ pm Chureh 272 
Trudeau, 230—Essex 
Trudeau Sanatorium? ..... TB NPAssn 200 
Tupper Lake, ha te og 
Mercy General Hospital.... Gen Chureh 32 
Tuxedo Park, 2,000—Orange 
Tuxedo Memorial HospitalGen NPAssn 33 
Utiea, 101,740—Oneida 
Faxton Hospitalo .......... Gen NPAssn 115 
Masonie Soldiers and Sailors 
Memorial Hospital........ Gen Frat 200 
Oneida County Tuberculo- 
sis Sanatorium ........... TB County 180 
St. Elizabeth Hospital©.... Gen Chureh 130 
St. Luke’s Home and Hosp. © Gen Chureh 123 
Utica General Hospital.... Gen City 117 
Utica Memorial Hospital¢. Gen NP Assn 72 
Utica State Hospital#©.... Ment State 1,657 
Rated capacity 1,336 
Valhalla, 620—Westchester 
Grasslands Hospital*+#° .... Gen County 780 
Warsaw, 3,477—Wyoming 
Wyoming County Community 
SE bp Gikaas wudaccsece Gen County 112 
Warwick, 2,433—Orange 
Warwick Hospital and Clinic Gen Indiv 20 
Waterloo, 4,047—Seneca 
Waterloo Memorial Hosp.. Gen NPAssn 13 
Watertown, 32,205—Jefferson 
House of the Good Samari- . 
MN “nacsassaesabeataseanss Gen NPAssn 122 
Jefferson County Sanat.+.. TB County 78 
Merey Hospitalo ............ Gen Church 109 
Waverly, 5,662—Tioga 
Tioga County General Hosp. Gen NPAssn 56 
Wayland, 1,814—Steuben 
Wayland Hospital ......... Gen Part 17 
Wellsville, 5,674—Allegany 
Memorial Hospital of Wm. 
F. and Gertrude F. JonesGen City 45 
West Haverstraw, 2,834—Rockland 
New York State Reconstruc- 
tion Homet* ............. OrtbChil State 310 
West Point, 1,250—Orange 
Station Hospital .......... Gen Army 158 


White Plains, 35,830— Westchester 
New York Hospital—West- 


chester Division#© ....... N& NPAssn 


M 330 
New: York Orthopaedic Dis- Unit of New York Orthopaedic Dispensary 
and Hospital; New York City 


pensary and» Hospital, 
Country Branch 


St. Agnes Hospital*........ Gen Chureh 104 

White Plains Hospitalo... Gen NPAssn 107 
Willard, 200—Seneca 

Willard State Hospital... Ment State 2,909 
Wingdale, 156—Dutchess Rated capacity 2,543 

Harlem Valley State Hosp.o Ment State 4,343 

Rated capacity 3,972 

Woodhaven,— Queens 

St. Anthony’s Hospital.... TB Chureh . 400 
Wynantskill, 167—Rensselaer 

Pawling Sanatorium ....... B County 152 
Yonkers, 134,646— Westchester 

Gray Oaks Hospital....... . TB City 55 

House of Rest at Sprain : 

Ridge ......... NPAssn_ 108 
St. John’s Riverside Hosp. *0 Gen NPAssn 176 
St. Joseph’s Hospital*..... Gen Chureh 165 
Yonkers General Hospital*©Gen NPAssn 137 

Related Institutions 
Albany, 127,412—Albany 
Albany’s Hospital for In- 

CURRIER io nikny canceccesvicee ne NPAssn 85 
Evergreens Sanatorium- - 

Se siateuheamion tae on eDe Indiv 12 
St. Margaret’s House ‘and 3 

Hospita nice ceebcenseGih Inst Church 50 

Albion, 4,878—Orleans 
Albion State Training School MeDe_ State 498 
Rated capacity 436 
Orleans Welfare Hospital. Gen County 41 
Alden, 846—Erie 
Erie County Penitentiary 
ese og ‘ipama ia buiosa ce ea Inst County 22 
Amityville, 4,437—Suffolk 
Brunswick ont tae . MeDe Corp 335 
Auburn, 36,652—Cayu: 
Auburn State Prison Hosp. Inst State 35 
—— '1,824—Chenango 
inbridge Hospital ....... Gen Indiv 10 
Bedtord , 1,000—Westchester 
Westfield State Farm...... State 48 
Binghamton, 76,662— 
——_ n School 
Nervous, 
A Mental Defectives...MeDe Indiv 50 


“Key te symbols and abbreviations is on page 986 


Bassinets 


i 
ao & 


Raw: & 


~“ bw 


ul 


B 
i4 
12 


10 


32 
22 


Numver of 
Births 


¢ 8 


1 


Average 
Census 


8 


No data sup 
70 


265 
116 
43 


519 
227 


79 


249 


023 


Admissions 


5,892 
2,049 
328 
407 
plied 
94 
2,040 
1,277 
358 


1,342 


105 
2,076 


342 
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Breesport, 498—Chemung 
Chemung County Home In- 
oS ee eee Inst County 60 
Brewster, 1,664—Putnam 
Mountainbrook Farm Sanit. Cony Indiv 25 
Brooklyn, 2,560,401—Kings 
Brooklyn Hebrew Home and 
Hospital for Aged ........ Inst NPAssn 463 
Churchill Sanitarium ...... Gen Indiv 12 
Faith Home for Incurables Inc NPAssn 54 
Hamilton Private Hospital Gen Indiv 22 


Jewish Sanitarium and Hos- 

pital for Chronie Diseases Chr NPAssn 525 
3uffalo, 573,076—Erie 

3uffalo Eye and Ear Infir- 

mary and Wettlaufer Clinie ENT NPAssn 14 


Ingleside Home ............ Mat NPAssn 46 30 


Calcium, 111—Jefferson 
Jefferson County Conta- 


proms TIGGUIGRT 6.55 css0e ~Iso County er 


Camden, 1,912—Oneida 
Healthforte—Dr. Bell’s Pri- 


vate Rest Home.......... N&M Indiv 15 
Canandaigua, 7,541—Ontario 
Canandaigua Health Home Cony Indiv 20 
Castile, 90—Wyoming 
Greene Sanitarium ........ Conv Indiv 40 
Cortland, 15,0483—Cortland 
Cortland Sanitarium ...... Gen Part 13 


Dannemora, 3,348—Clinton 
Clinton Prison, General and 


Tuberculosis Hospital ...Inst State a 
Delhi, 1,840—Delaware 

Delaware Hospital ......... Gen County saps 

Delt HIOGMIGA .n.cccssccccs Gen NPAssn 14 6 


Eastview, 161—Westchester 

Solomon and Betty Loeb 

Memorial Home for Con- 

a ee Conv NPAssn _ 108 
Edmeston, 749—Otsego 

Otsego School for Back- 

ward Children ........... MeDe_ Indiv 27 
Elmira, 47,397—Chemung 

Chemung County Preven- 


eer er rr TbChil County 22 
Elmira Reformatory ...... Inst State 100 
Gleason Health Resort..... Conv Indiv 28 


Far Rockaway,—Queens 
Brooklyn Jewish Home for 


Convalescents ......e.sse08 Conv NPAssn 45 
Wave Crest Convalescent 
ND > shaw nddsnaoent spunk ss Orth NPAssn 70 


Herkimer, 10,466—Herkimer 
Herkimer County Home 
EE eee Inst County 18 
Hudson, 12,337—Columbia 
New York State Training 


School for Girls ......... Inst State 54 2 

Industry,—Monroe 

Industry General Hospital Inst State . ee 
Iroquois, 40—Erie 

Thomas Indian School Hosp. Inst State 36 
Ithaca, 20,708—Tompkins ; 

Bailey-Jones Hospital....... Gen Indiv 14 
Conklin Sanitarium ....... Gen Indiv 10 
Reconstruction Home ...... Orth NPAssn 80 


Johnson City, 13,567—Broome 
Mrs. Springer’s Private Hos- 


Pital ....ccccccsceccees. matOCony Indiv 14 14 


Keene Valley, 400—Essex 
Keene Valley Neighborhood 


House and Hospital...... Gen NPAssn 9 2 


Kingston, 28,088—Ulster 
Hackett Sanitarium and 


Nursing Home ........... Conv Indiv 24 
Lake Ronkonkoma, 49—Suffolk 
Gary de Vabre Academy.... MeDe Part 18 


Margaretville, 771—Delaware f 
Margaretville Hospital .... Gen NPAssn 14 
Millgrove, 110—Erie 
Erie County Home and In- 


GGG on ils ck ss ccd dnisures Inst County 1,309 .. 


Montour Falls, 1,489—Sehuyler 


Shepard Relief Hospital... Gen NPAssn 23 8 


Napanoch, 633-—Ulster 
Institution for Male Defec- 


tive Delinquents ......... MeDe State 28 
Newark, 7,649—Wayne 
Newark State School....... MeDe State 2,156 


Rated capacity 1,874 
New York City, 4,211,699—New York 
Beth Abraham Home for 


BeOS © icine did ccectusvs Ine NPAssn- 255 
Bronxwood Sanitarium .... Cony Corp 2... 
Bryant Sanitarium ........ Mat Indiv 10 10 


/Colored Orphan Asylum.... Inst NPAssn 20 
“ Harts Island Prison Hosp. Inst City 23 
Hebrew Convalescent Home Conv NPAssn 85 
Home for Aged and Infirm 


pera ere seeeee INSt NPAssn | a 
Home for Dependents...... Inst City 1,747 .. 
Home for Hebrew InfantsInst NPAssn 61 
Home for Incurables....... Ine Chureh 354 


House of Calvary..........SkCa Church 140 ay 


Dr. Rogers’ Hospital....... N@M Indiv % .. 
Key to symbols and abbreviations is on page 986 


Number of 


Bassinets 
Births 


oc 


Average 


113 


16 
12 


1,078 


17 


17 


1,807 


251 


27 


1,732. 
34 


332 
135 


13 


ensus 


¥ 


Admissions 


¢ 
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Site 
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Related Institutions BE 59 3 @ 8: ga & 

e os Am waa qo < 
St. Andrew’s Convalescent 

pS eee eee ...» Cony Church oe ss ‘ 16 =.280 
St. Mary’s Hospital for 

RIORIIE: on 0k: eukba ch cba coe Conv Church er a 43 864 
St. Rose’s Free Home for 

Incurable Cancer ........ Ca Chureh 89 .. 89 357 

Woodstock Hospital netic Gen Indiv 16 20 No data supplied 
Niagara Falls, 75,460—Niagara 
Niagara Falls Municipal 

MUNIN x04 spxv tba hesere:s Iso City “4 15 194 

Oneonta, 12,536—Otsego 
Parshall Private Hospital. Gen Indiv 34. O66 48 9 823 


Onondaga, 260—Onondaga 

Onondaga County Hosp...InstGen County® 178 138 122 164 6543 
Oriskany, 1,142—Oneida 

Eastern Star Home and In- 


SGT 5 cnks vicwesccnsnses Inst Frat SS ie os 72 i 
Ossining, 15,241—Westchester 
Greenmont-on-Hudson ...... Ment Indiv : as 12 


11 
Sing Sing Prison HospitalInst State 100... se 56 2,108 
Oxford, 1,601—Chenango 
New York State Woman’s 


Relief Corps Home....... Inst State 60 .. ee 52 230 
Pawling, 1,204—Dutchess 
White Oak Farm.......... N&M Corp re a 12 2 


Pelham Manor, 4,908—Westchester 

Pelham Home for Children Cony NPAssn ore ss 29 45 
Pleasantville, 4,540—Westchester 

Hebrew Sheltering Guardian 


Orphan Asylum .......... Inst NPAssn eee es 6 347 
Pt. Jervis, 10,243—Orange 
Deerpark Hospital ......... Gen Corp 15 4 30 7" leer 


Poughkeepsie, 40,288—Dutchess 
Poughkeepsie viens Home 


on OPE CE Inst City 50... “6 $2 134 
Sadlier Hospital — esenseravied Surg Indiv ee die 7 154 
Swift Infirmary-Vassar Col- : 

EE eae nee ewc Inst NPAssn 29 .. = 3 1,225 

Queens Village,—Queens 
Queens Village Sanatorium Gen Indiv 3 Se 48 6 121 


Rhinebeck, 1,569—Dutchess 
Holiday Farm, Home for 
Convalescent Children ... Cony Indiv ii : 23 = «168 
Rochester, 328-132—Monroe 
Convalescent Hospital for 


CIN Scakpyecekckecs% Conv NPAssn 50... he 41 130 
Field Sanitarium ........... Conv Indiv | oo ‘< oe 60 
Knorr Sanitarium ......... N&M Indiv 40 .. % 22 58 


Rockaway Park,—Queens 
Convalescent Home for He- 


brew Children .......... ConvOrth NPAssn 112 .. os 104 365 
Rome, 32,338—Oneida ‘ 
Rome State School ......... MeDe State 3,604 24 24 3,605 362 


Rated capacity 3,547 
Rye, 8,712—Westchester 


Haleyon Rest .........s000 N&M Indiv 43 .. ee 40 114 

Schenectady, 95,692—Schenectady 

Bellevue Maternity Home.. Mat Indiv 12 14 282 9 . 292 
Schenectady City Hospital® Iso City ee aa 23471 

Schenectady County Home : 
and Hospital .........00. Inst County 65 .. No data supplied 


Sea Cliff, 3,456—Nassau 
Country Home for Conva- 
lescent Babies ............ Cony NPAssn W on 40 452 
Staten Island, 158,346—Richmond 
a a City Farm Col- 


OR se ae pp ee ene Inst City 1,449 .. < 
Sailors’ Snug Harbor Hosp.Inst NPAssn 19 .. om 125 482 
Seaside Hospital® .......... Chil NPAssn 19 .. -- 110 533 
Syracuse, 209,326—Onondaga 3 
Syracuse State School...... MeDe State 1,068 .. .. 1,078 176 
Rated capacity 1,066 
Thiells, 320—Rockland 
Letchworth Village ........ MeDe State 3,624 .. ~. $8,506 664 
Rated capacity 3,120 


Troy, 72,763—Rensselaer 
Rensselaer County Hospital Chr County ae es «: 1& 
Troy Orphan Asylum...... Inst NPAssn Sh t-s5 aa 5 465 
Tupper Lake, 5,271—Franklin 


= Legion Mountain 
WORE sinc nos piiensbaaceuhe Cony NPAssn 055 .. ie 41 19% 
Utica, 101, 740—Oneida } 
Children’s Hospital Home 
WE GOA. vas vendita taviwccse Orth NPAssn 40... big 34 
Valhalla, 620—Westchester I 
Blythedale Hospital and 
Home for Crippled Chil- : I 
SPO ep pera aS PISSING 6 Orth NPAssn 73 .. ca 60 = =105 
Valley Cottage, 931—-Rockland 
— Farm and Nichols Cot- E 
iibews seks seeeeeeeees CONV Indiv rte Pres. Eee 
Wallkill, 700—Ulster 
Wallkill State Prison Hosp. Inst State De ies: ae 4 169 F 
Wassaic, 250—Dutchess 
Wassaic State School ......MeDe State 3,949 .. 12 3,983 739 F 
Rated capacity 3,544 ; 
Watertown, 32,205—Jefferson G 


Jefferson County Home....Gen County 30... . 0% @® 
White Plains, 35,8830— Westchester ‘ 
Martine Farm _ Children’s eee 
Cardiac Home ............Card Indiv 2% .. ., 2% % 
Williamsville, 3,119—Erie . 
Josephine Goodyear Conva- 
leseent Home ............ Conv Indiv Oo .. . 6 










a7) 
ics 


Hospital ........ Kneesen ..»Gen Church 45 4 ws @ .« 
Erwin, 4,000—Harnett 

Good Hope Hospital........ Gen NPAssn 34. «88 4. @.3n 
Fayetteville, 13,049—Cumberland 

Highsmith Hospital*°® ..... Gen NPAssn 120 6 117 86 2,948 
Pittman Hospitalo ........ Gen NPAssn 80 10 76 63 2,209 
Fletcher, 60—Henderson 

Mountain. Sanitarium and 

HospitalO ................. Gen Church 50 63 62 34 = 816 
_ Ft. Bragg,—Cumberland 

Station Hospital .......... Gen Army 100 7 88 92 2,839 
Franklin, 1,094—Macon 

Angel Hospital ............. Gen NPAssn 550 C4 26 29 1,182 
Gastonia, 17,093—Gaston 
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n 
Ey: a g 
“ Be} So o ¢€ 
Se Be & 32 33 & 
Related Institutions 25. 8S 3 $3 Be be 8 
es ss > As) 
te 68 a mam «0 
Woodbourne, 500—Sullivan 
Woodbourne Institution for 
Defective Delinquents .... MeDe State 7 .. co S- SES 
Rated capacity 750 
Yonkers, 134,646— Westchester 
Leake and Watts Home 
NE ear ecuis beeneseeeas Inst NPAssn rr a 3 264 
Yonkers City Hospital for 
Communicable Diseases .. Iso City SF 3. =A 19 272 
a Average 
Summary tor Wow York: Number __ Beds Census Admissions 
Hospitals and sanatoriums.. 464 149,062 130,259 1,244,318 
Related institutions.......... 109 26,640 23,533 33,033 
MN ridvtdcsiaasecaccdie 573 175,702 153,792 1,277,351 
Refused registration.......... 30 1,090 
NORTH CAROLINA ¥ 
os Ze 2 - 8) s 
og 2a 2 3. we § 
25 2° a 6S £2 3 
Hospitals and Sanatoriums ©72 a0 eo a 88 gg & 
mo ew Qo s co ro TF 
ie) O° a A AA qo <4 
Albemarle, 3,493—Stanly 
Stanly General Hospital... Gen NPAssn 27 «6 66 14 «6642 
Yadkin Hospital ........... Gen NPAssn 30 10 «6110 16 = 900 
Asheboro, 5,021—Randolph 
Randolph. Hospital ........ Gen NPAssn 36 («6 82 18 975 
Asheville, 50,193—Buncombe 
Ambler Heights Sanitarium TB Corp ~. Sbee 14 76 
Appalachian Hall ......... N&M Corp 175 540275 
Asheville Mission Hosp.°.. Gen NPAssn 104 16 317 75 2,987 
Asheville Physiatric Insti- 
tute, Wesnoca ........... NerCony Indiv , ae Ae “ ire 
Aston Park Hospital....... Gen NPAssn 54 6 114 35 «(1,498 
Norburn Hospital ,........ Surg Corp 2 16 31 1,163 
St. Joseph’s Sanatorium... TB Chureh 3 *.. sy 70 =: 190 
Zephyr Hi}l Sanatorium.... TB Indiv 3 .: re 23 38 
Badin, 3,040—Stanly 
Badin Hospital ............ Gen Corp 18 5 20 4. 365 
Banners Elk, 340—Avery : 
Grace Hospital? ...... eeeee. Gen Chureh 6 8 94 45 911 
Beaufort, 2,957—Carteret 
Potter Emergency Hospital Gen Corp 12 4 48 3..-°0m 


Biltmore, 172—Buncombe 
Biltmore Hospitalo ........ Gen NPAssn 52 10 97 31 (1,345 


Black Mountain, 737— Buncombe 
Beallmont. Park. Sanatorium N&M Corp 20. .. No data supplied 

Fellowship Sanatorium of 
the Royal League......... TB Frat are ae 12 14 
Cragmont Sanatorium ..... TB Corp r is 4 16 

Western North Carolina 
Sanatorium .............- . TB State 140... .. Estab. 1937 


Brevard, 2,339—Transylvania 

Lyday Memorial Hospital.. Gen NPAssn M2 23 6 301 
Burlington, 9,737—Alamance 

Alamance General Hospital. Gen NPAssn 42 5 57 27 = 985 
Charlotte, 82,675—Mecklenburg 

Charlotte Eye, Ear and 


Throat Hospital ......... ENT Part 3 oy. ou 14 1,725 
Good Samaritan Hospital 

COE Nos a Vc Giee qt congnue Gen Chureh 80 14 108 40 1,657 
Mercy Hospital? ........... Gen Chureh 107 2 462 90 3,861 
New Charlotte Sanatorium Gen Corp 100 10 15 70 3,098 
Presbyterian HospitalO ....Gen Church 100 10 364 106 3,931 
St. Peter’s Hospital]........ Gen Chureh 66 10 264 55 3,038 


Cherokee, 35—Swain 
Eastern Cherokee Indian 
PUONRD c's «awk utige snes Gen JIA 28 5 65 16 726 


Crossnore, 181—Avery 


Garrett Memorial Hospital Gen NPAssn ie 5 10 »3=—-5532 
Durham, 52,037—Durham 

Duke Hospital*#© .......... Gen NPAssn 400 50 4438 307 10,954 
Lincoln Hospital (col.)*°.. Gen NPAssn 9 9 126 53 1,875 
McPherson Hospital ...... ENT Indiv S.-.. 8 959 
Watts Hospital*#°o ........ Gen NPAssn 200 25 406 135 5,266 
Elizabeth City, 10,037—Pasquotank 

Albemarle Hospital ........Gen | NPAssn 48 «6 59 20~=—« 801 


Elkin, 2,357—Surry 
Hugh Chatham Memorial 


City. Hospital ..............Gen Corp 60 8 No data supplied 
Garrison General Hospital.Gen NPAssn 40 6 No data supplied 
North Carolina Orthopedic. 

Hospital .................. Orth State 160 .. +. 158 348 





Goldsboro Hospital ........Gen NPAssn 94 6 82 52 1,62 
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State Hospital (col.)....... Ment State 2150 .. o J188.. 2 
Rated capacity 1,919 
Greensboro, 14,985—Guilford 
Glenwood Park Sanitarium N&M Indiv > ee a3 23 486457 
Piedmont Memorial Hosp...Gen NPAssn 55 6 143 43 2,376 
L. Richardson Memorial 
Hospital (col.)*° ........ Gen NPAssn 60 4 45 30 1,145 
St. Leo’s Hospital©o........ Gen Chureh 79 12 += #104 60 2,286 
Sternberger Hospital for 
Women and Children..... Gen NPAssn 40 12 172 15 673 
Wesley Long Hospital..... . Gen NPAssn 65 10 No data supplied 
Greenville, 9,194—Pitt 
Pitt General Hospital...... Gen Corp 60 5 60 39 1,424 
Hamlet, 4,801—Richmond 
Hamlet Hospitalo ......... Gen NPAssn 42. 63 47 40 1,105 
Hamptonville, 75—Yadkin 
Trivette Clinie ............. Gen Indiv 20 2 22 8 465 


Henderson, 6,345—V ance 

Jubilee Hospital (col.)..... Gen Chureh 35 

Maria Parham Hospital.... Gen NPAssn 40 
Hendersonville, 5,070—Henderson 

Patton Memorial Hospital Gen NPAssn 35 
Hickory, 7,363—Catawba ; 

City Memorial Hospital.... Gen NPAssn 29 

Richard Baker Hospital.... Gen Indiv 45 
High Point, 36,745—Guilford 

Burrus Memorial Hospital® Gen NPAssn 68 

Guilford General Hospital© Gen NPAssn 34 
Huntersville, 800—Mecklenburg 


31 32. S37 
109 23 «1,264 


40 li 699 


991 
108 24 1,113 


110 49 1,873 
104 22 1,177 


a3 OP &® We 
So 
~ 
i *) 


Mecklenburg Sanatorium .. TB County 16 .. << 1 
Jamestown, 157—Guilford 

Guilford County Sanat.... TB County 128 .. 99 116 
Kinston, 11,362—Lenoir 

Memorial General Hospital Gen NPAssn 49 3 120 30 1,618 
Parrott Memorial HospitalGen NPAssn 41 5 127 25 1,204 
Laurinburg, 3,312—Seotland 

Laurinburg Hospital ....... Gen NPAssn 30 «3 24 13. +402 
Leaksville, 1,814—Rockingham 

Leaksville General Hosp.°. Gen NPAssn 30. «6 73 25 «1,371 
Lenoir, 6,532—Caldwell 

Blackwelder Hospital ......Gen NPAssn | ae 13 632 
Caldwell Hospital .......... Gen NPAssn 6 32 29 12 418 
Dula Hospital ......... sess Gen Indiv “4 65 29 6 437 
Lexington, 9,652—Davidson 

Davidson Hospital ...... ... Gen NPAssn 24 «6 32 8 452 
Lincolnton, 3,781—LineoIn 

Gordon Crowell Memorial 

MT © hivcbccawane ses dds Gen Corp 40 2 37 21 1,169 
Reeves Hospital ............ Gen Indiv 2 6 56 15 834 
Lumberton, 4,140—Robeson 

Baker Sanatorium? ....... Gen NPAssn 69 6 204 59 2,625 
Thompson Memorial Hosp.o Gen NPAssn 73. 10 (218 61 2,752 
Manteo, 547—Dare 

Camp Wirth Hospital ..... Gen Fed Wits 10 3=«(157 
Marion, 2,467—McDowell 

Marion General Hospital.. Gen NPAssn 3 3 95 20 755 
Monroe, 6,100—Union 

Ellen Fitzgerald Hospital.. Gen NPAssn 3 6 «5 49 14 «577 
Mooresville, 5,619—Iredell 

Lowrance Hospital©® ....... Gen NPAssn 60 10 276 50 1,942 
Morehead City, 3,483—Carteret 

Morehead City Hospital.... Gen City S35 15 499 
Morganton, 6,001I—Burke 

Broadoaks Sanatorium ...N&M Part , a 49 228 
Grace Hospital© ............ Gen Chureh 52 10 2382 29 1,593 
State Hospital ............. Ment State po. ae --« 200 Tle 

Rated capacity 2,272 

Mt. Airy, 6,045—Surry 

Martin Memorial Hospitalo Gen NPAssn 44 6 41 36 = 828 
Murphy, 1,612—Cherokee 

Petrie Hospital ......... --. Gen Indiv 2 2 34 8 393 
New Bern, 11,981—Craven 

St. Luke’s Hospital°®....... Gen NPAssn 3% 63 74 19 1,002 
North Wilkesboro, 3,668— Wilkes 

Wilkes Hospital ........... Gen NPAssn Oo 8 68 30 1,290 
Oteen, 504— Buncombe 

Veterans Admin. Facility... TB Vet 850 .. oo aa eee 
Oxford, 4,101—Granville 

Susie Clay Cheatham Me- 

morial Hospital (col.)...Gen NPAssn 1461 ll 7 283 
Pinehurst, 55—Moore 

Moore County Hospital.... Gen NPAssn 62 8 81 33 1,307 
Raleigh, 37,379—Wake 

Mary Elizabeth Hospitalo.Gen Corp 34 8 118 21 1,053 
Rex Hospital*© ............ Gen NPAssn 174 26 397 . 125 4,619 
St. Agnes Hospital (col.)*° Gen Chureh 9 10 119 69 1,328 
State Hospitalo ............ Ment State 2,105 .. -» 2,154 980 

Rated capacity 2,258 

Wake County Tuberculosis 

MIE: on coddantcnsce ces TB CyCo 24. .. Estab. 1937 
Reidsville, 6,851—Rockingham 

Memorial Hospital ........ -Gen NPAssn 47 8 138 22 963 


Roanoke Rapids, 3,404—Halifax 

Roanoke Rapids Hospital> Gen NPAssn 80 13 270 74 3,097 
Rocky Mount, 21,412—Nash 

Atlantic Coast Line Hosp. Indus NPAssn 50 . 33-900 

Park View Hospital*°.....Gen NPAssn 110 10 19 83 2,955 

Rocky Mount Sanitarium®.Gen NPAssn 78 6 62 41 1,241 
Rutherfordton, 2,020—Rutherford 

Rutherford Hospital#t© ....Gen NPAssn 60 4 39 82 1,869 
Salisbury, 16,951—Rowan 

Rowan Memorial Hospital.Gen -NPAssn 69 12 168 53 2,123 


Key to symbols and abbreviations is on page 986 
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Hospitals and Sanatoriums ae ES 3 @ 8 oe g Related Institutions BE £6 a g= a & 
ae 5 a aA wm <0 < B Es ra] 
Sanatorium, 57—Hoke Thomasville, 10,090—Davidson “i " bec dee: 
North Carolina Sanatorium Mills Home Infirmary..... -- Inst Church 80 .. es 7 314 
for the Treatment of Tu- i Washington, 7,035—Beaufort 
aut tee sazsrarsastenetae TB State 485 .. th: oR on R. od — Hosp.Gen NPAssn 16 2 No data supplied 
‘ » 4,253— ison, 12, son 
PR By ——— teeeeee Gen County 47 8 60 26 1,242 Merey Hospital (col.) .....Gen CyCo %& 2 2 2 618 
eannsed Meer soho Oe C700 NS | SemeY Ser Mem Caen: ei ee Aeon 
Panny Mg BE a Gn NPAm 8H DB UW Sl Hospitals and sanatoriums.. 132 15,495 12,400 170,820 
Pine-Crest Senne Senet... T2 Indiv “3 .. = 26 71 Related institutions........... 24 1,340 978 8,872 
Southport, 1,760—Brunswick Total he " nt 
Brunswick C z r 719 | _ Totals........-.-seeeeeseeee 156 16,835 13,373 174,692 
St perpen ag Bega 4 = italGen = CyCo Ss ee Refused registration.......... 5 181 
-~ ee pers sk ees Gen o- 130 12 182 92 3,152 
. F, Long Hospital....... Gen NPAssn 5% 3 76 36 1,564 ‘ 
Sylva, 1,340—Jackson , ; NORTH DAKOTA 
C. ‘J. Harris Community as oad Z 
MOON 25° oink ocunss tok Jen NPAssn 2 2 19 10 4138 ie Zé sg ° mae 
Tarboro, 6,379— Edgecombe x oy ee 2 Sa wef 
3ass Memorial Hospital.... Gen Indiv 8 5 14 4 175 o's 2 a = cS 
Edgecombe General PHosp.. Gen NPAssn 48 7 70 23 962 Hospitals and Sanatoriums Be Eo z % ae g& € 
Thomasville, 10,090—Davidson ae &5 QR ZA <0 < 
City Memorial Hospital...Gen City 31 5 38 16 605 | Ambrose, 334—Divide 
Tyron, 1,670—Polk Lutheran Good Samaritan 
St. Luke’s Hospital........ Gen NPAssn 9 3 56 11 510 WRONNNER © sib ches cecvcscees Gen Church 1 4 49 S$ :: 223 
Wadesboro, 3,124—Anson Belcourt, 205—Rolette ‘ 
Anson Sanatorium? ....... Gen NPAssn 45 8 74 $80 1,172 Turtle Mountain Hospital. G&TB IA 50 10 154 385 800 
Washington, 7,035—Beaufort Bismarck, 11,090—Burleigh 
Tayloe HospitalO ......... en NPAssn 69 6 187 40 1,841 Bismarck Hospital® ...... .. Gen Chureh 128 12 177 81 2,395 
Waynesville, 2,414A—Haywood St. Alexius Hospitalo...... Gen Chureh 140 8 210 95 2,584 
Haywood County Hospital Gen County 86 12 202 67 1,620 Bottineau, 1,322—Bottineau 
Whiteville, 2,203—Columbus . St. Andrew's Hospital©....Gen Church 60 10 lil 50 1,410 
Columbus County Hospital Gen Indiv 25 4 57 13 = 806 Carrington, 1,717—Foster 
Wilmington, 32,270—New Hanover Carrington Hospitai ...... Gen Corp 22 4 87 9 550 
Bulluck Hospital ........... Gen Indiv 32. 3 38 10 39« 424 Carson, 356—Grant 4 
eer” tae Sock.) Gen CyCo 2 4 = 81 17720 tet ee» EBA .Gen Indiv 8 8 87 roma het 
ames z be a i Vv ake, 5,451—Ramsey 
Le amen yr teenie ing en NPAssn 132 20 753 104 5,232 General Hospital® ......... Gen NPAssn 44 6 15 80 572 
Wilmington Red Cross a RPAss ox obs ae Mercy Hospital ........ --»Gen Church 100 26 200 «51 1,300 
ore tee eoececcces Assn v8 « = Dickinson, 5,025—Stark ce 
Carolina General Hospital? Gen NPAssn 40 10 No data supplied Fh aRiey— air nay Shor pss cannon aaron rigs ve eal 
wee ee eee ae ee pomyton Hospital ......:.Gen MPAwm 4 ¢ @. W Ol 
City Memorial Hospital*#o Gen City 172 19 338 128 4,756 SS ae : a , 
Forsyth County Hospital.Gen County 44 6 Estab. 1937 = yee evetele?....:+ Hom ae sod oe 62) 
Forsyth County Sanatorium TB County 134 .. 128 148 tae she a = segues zw © 64 2,411 
North aio, Baptist Veterans Admin. Facility.. Gen Vet 100 .. ee 93 «814 
ARMNEED  ocnynecckceeneal Gen Church 97 16 500 98 4,000 Ft, Lincoln (Bismarek P.O.),—Burleigh ee 
Wrightsville Sound, 23—New Hanover Ft. T ~ a sreeeeeeeee G rmy 80 .. oe 35 (G4 
Babies Hospital ............ Chil NPAssn 25 .. me 14-260 Otten, Leo Denson $ 
“Ss Kg = fae ere Gen IA 87 64 47 18 «730 
Related Institutions ates, 400—Sioux 
Asheville, 50,193—Buncombe Standing Rock Indian Hos- 2 P 
Elmhurst Cottage Sanit....TB Indiv 29 i ale aa ecpenabecnas tt eeres sree IA 22 eS 
Sunset Heights ............ TB Corp 26 . 14 45 Graf * ° " 
Violet. Hill Sanatorium TB Indiy 87 raiton Deaconess Hosp.0Gen Church 44 ¢662€2~«C«=S 84 1,02 
attmers. 18s ‘sets | Grand Forks, 17,112—Grand Forks 
Hillcroft Sanatozium ...... TB Part 40 20 «52 — a Deaconess e abe ‘ 
Oateorca Ledee TB Sadie 2 8 9 ospital® ............20.. . Gen NPAssn 8 25 28 3 2,898 
meh. x St. Michael’s Hospital®....Gen Church 60 12 267 44 1,9% 
Pisgah Sanitarium and bar os ye Hospital 
Hospital .....ccescescecoes Gen Church 30. (4 16 14 400 and Sanitari P G NP. “ ma 
Charlotte, 82,675—Mecklenburg J t aie vet sot sevens en Assn 80 «6 77 4 «(wT 
Florence Crittenton Indus- North Dekot “Biet aivloe i 
trial EGUNG becicccosseees at NPAssn 30 5 No data supplied tal t a ~ ate Hospi- E 
Davidson, 1,445—Meckienburg al for Insane............ yp red ea -. 1,800 | 374 
7 ‘i 9 9 r 
pes tat ae sereeny 8 16 | ‘qrinity Hospital .........Gen Church 77 12 193 84 1,033 
Fayetteville Eye, Ear, Nose Kepmanes. 1,494—Ward Bs 
and Throat Hospital...... ENT Part 12 mv 4 568 enmare Deaconess Hosp..Gen Church 6S 5 86 2° 652 
Halifax, 821—Halitax Linton, 1,192—Emmons 
Halifax County Tuberculo- Linton Hospital ....... ---»Gen = Indiv Ww 5 64 5 209 
sis Sanitarium ........... TB County 24 13 27 | Mandan, 5,037—Morton 
Henderson, 6,345—Vance Mandan Deaconess HospitalGen Church 3 8 197 83 1,067 
_Seott Parker Sanatorium..TB County = 14 iy 7 | MeVille, 513—Nelson 
Kinston, 11,362—Lenoir Community Hospital ......Gen Corp 7 4 ~~ «64 7 so 
Caswell Training School.... MeDe State 717 660 80 | Minot, 16,099—Ward 
Rated capacity 800 McCannel’s Private Hosp... ENT Indiv ee ihe 5 400 
Monroe, 6,100—Union St. Joseph’s Hospital>.....Gen Chureh 100 14 242 74 2,908 
ery Hill Sanitarium Trinity Hospital*o ........ Chureh 170 16 8267 99 3,030 
OGL) shan dccovesaemactcaes Indiv 18 4 4 8 100 New Rockford, 2,195—Eddy 
North Wilkesboro, 3,668—Wilkes : Donahue Hospital .......... Ge Indiv 122 8 75 4 220 
—— County Tuberculosis Cums a , Re eer pce Forks 
tere eee eeeeneteneereees / - orthw aconess : 
Onseete f "3, Hicks Memoria Hospital ...................Gen NPAssn 2 4 67 12 401 
tS amarante xen Frat 72 . eS : 
Pinebluff, 289—Moore Mercy Hospital .............Gen | Chureh 2% 16. «29 5 17 
Pinebluff Sanitarium ...... “aM Pert Ulan... Ol ln | 
Raleigh, 37,379—Wake Community Hospital ......Gen NPAssn 18 6 No data supplied 
McCauley Private Hospital Rugby, 1,512—Pierce 
GAS pascacttiseed Gen Indiv 10 2 18 «44 «9 | God pepe Bl HospitaloGen Church 50 12 223 45 1,618 
North Carolina State School San Haven,—Rolet . 
for the Blind and Deaf.. Inst State i .. .. 2 106 | ‘North Dakota State Tuber- 
Roaring Gap,—Alleghany culosis Sanatorium? .....TB State 405 :. ~ @ wt 
Roaring Gap Baby Hosp.. Chil Indiv io ae Valley City, 5,268—Barnes 
Saluda, 558—Polk Mercy Hospitalo .......... Church 87 138 157 65 1,771 
Infants and Children’s Sanit. Chil Indiv 55 .. «36.4. 2 197 | Wahpeton, 3,176—Richland 
Spartanburg Baby Hosp.. Chil NPAssn 35 .. .. 28 150 Wahpeton Hospital .......Gen Part Py in rn) ee ee) 
eo apes sg + wll —— a gs ol a AA . 
cdgeeombe County Tubercu- Samaritan Hospital.Gen Ohureh 43 11 153 90 1,223 
lar Sanatorium .......... County 2% ., New building Mercy Hospital® ............ 100 1000 (1,581 
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REGISTERED HOSPITALS 





NumMBer 13 
NORTH DAKOTA—Continued 
as = a 
a: ae i ee 
of 6 & 2 33 & 
Related Institutions 2- 86 = @ £5 68 & 
be En 5 a S#§ 68 os 
Ha O° am Am do «< 
Bismarck, 11,090—Burleigh 
North Dakota State Peni- 
tentiary Hospital ....... I State 40 ni 16 296 
Bowman, 888—Bowman 
Bowman Hospital .......... Gen Indiv ee 14 8 110 
Elbowoods, 139—McLean 
Ft. Berthold Indian Hosp. Gen IA 25 52 15 ~—s561 
Elgin, 505—Grant 
Elgin. Hospital ............ Gen City 6 26 3 93 
ram 28,619—Cass 
Camp Maternity Hospital. Mat Indiv 15 10 63 “a 63 
Cass County Hospital...... Gen County 30 «3 63 25 393 
Florence Crittenton Home. Mat NPAssn 7 66 60 30 77 
Grafton, 3,136—Walsh 
Grafton State School...... MeDe State 1,067 .. a. sy ae 
Rated capacity 970 
Grand Forks, 17,112—Grand Forks 
Grand Forks City Hospital Iso City Wie ‘e 1 $2 
Jamestown, 8,187—Stutsman 
Isolation Hospital] ........ Iso CyCo > See a <a 12 
Jamestown Hospital ....... Gen NPAssn 8 6 112 21 4 767 
Mayville, 1,199—Traill 
Union Hospital ............ Gen NPAssn 16 «6 45 6 3846 
i Average 
Sunmary tor Gerth Sabeta: Number’ Beds Census Admissions 
Hospitals and sanatoriums.. 39 4,628 3,417 45,951 
Related institutions.......... 13 1,382 924 3,065 
EP eT err ee 52 6,010 4,341 49,016 
Refused registration.......... 71 
OHIO 
_ ~ n 
a n 
os &s ,. 8 43 984 
Hospitals and Sanatoriums 5° fo S$ & gE z & 
: SR Os ga ga 28 3 
Akron, 255,040—Summit 
Children’s Hospitalt© ...... Chil NPAssn 110 ee 80 2,807 
City Hospital*#o ......... Gen NPAssn 324 41 1,367 270 9,422 
Peoples Hospital*® ........ Gen NPAssn 136 20 665 80 4,071 
St. Thomas Hospital*#°o... Gen Chureh 145 688 127 4,730 
Alliance, 23,047—Stark 
Alliance City Hospitalo.... Gen City 85 15 298 43 1,560 
Amherst, 2,844—Lorain 
Pleasant View Sanatorium. TB County 90 76 73 
Ashland, 11,141—Ashland 
Samaritan Hospitalo ...... Gen NPAssn 26 8 174 16 0=— 730 
Ashtabula, 23,301—Ashtabula 
Ashtabula General Hosp.°.Gen NPAssn 70 14 205 48 1,718 
Athens, 7,252—Athens 
Athens State Hospital..... Ment State 1,705 1,632 332 
Rated capacity 1,809 
Sheltering Arms Hospital..Gen Indiv 30 7 No data supplied 
Barberton, 23,934—Summit 
Citizens Hospital .......... Gen Corp §2 10 242 82 1,299 
Barnesville, 4,602—Belmont 
Barnesville General Hosp.. Gen Corp 14 «4 19 5 180 
Dedford, 6,814—Cuyahoga 
Bedford Municipal Hospital Gen City 27 9 107 12 «4518 
Bellaire, 13,8327— Belmont 
City Hospital .............. Gen NPAssn 60 10 206 34 1,011 
Bellevue, 6,256—Huron 
Bellevue Hospital ......... Gen NPAssn 2 6 67 10-235 
Berea, 5,697—Cuyahoga 
Community Hospital ...... Gen NPAssn $2 9 142 27 = 808 
Rryan, 4,689— Williams 
Cameron Hospital ......... Gen Indiv 1s 5 44 7 87 
Bucyrus, 10,027—Crawford 
Bucyrus City Hospital..... Gen City 37 6 12% 20 8=«787 
Cambridge, 14,613—Guernsey 
St. Francis Hospital....... Gen Indiv 3 8 23 12 533 
Canton, 104,906—Stark 
Aultman Hospital*© ...... Gen NPAssn 147 24 620 100 3,867 
Little Flower Hospital..... Unit of Mercy Hospital 
‘ Merey Hospital*#°o ........ Gen Church 198 32 978 159 6,515 
Molly Stark Sanatorium.... TB County 166 sah ed ee 
Celina, 4,664— Mercer 
Otis Hospital .............. Gen Indiv 26.4 36 12 42 
Chagrin Falls, 2,739—Cuyahoga 
Windsor Hospital .......... N& Corp 50... ae 2 156 
Chillicothe, 18,340—Ross 
Chillicothe Hospital ....... Gen NPAssn 60 6 128 % 7 
Mt. Logan Sanatorium..... TB County ee ms 57 64 
U. §. Industrial Reforma- 
CORM Wass ae ccc bree des ceeiee Inst USPHS ee we 36 «= 990 
Veterans Admin. ‘Facility. - Ment Vet 944. -» 1,020 216 
Cincinnati, 451,160—Hamilton 
Bethesda Hospital*o ...... Gen Church 199 40 849 175 5,983 
Children’s Hospital#© ...... Chil Chureh 216 .. 133 4,122 
Christ Hospital*o ......... Gen Church 304 48 846 206 7,520 
Christian R. Holmes Hosp.Gern City Ss .. Pa 32 1,030 
Cincinnati Gen. Hosp.*#°.Gen City 860 65 1,998 690 15,834 
Cincinnati Sanitarium ..... N&M Corp i: eee ne 73 - 195 
Deaconess Hospital*+#° ..... Gen Chureh 150 25 530 21 °4,282 
Good Samaritan Hosp.*#°Gen Chureh 475 75 1,491 370 10,708 
Hamilton County Tubercu- - 
losis Sanatorium? ..... ... TB County 642 .. ~. 624 669 





OHIO—Continued 
as 
“ as 2 
og es & 
Hospitals and Sanatoriums > Ee : a 
Po be / os 
Bn ° foo} 
Jewish Hospital*#o ........ Gen NPAssn = 225 37 
Longview State Hospital+. Ment State 2,590 .. 
Rated capacity 1,867 
Ohio Hospital for Women 
and Children ............. Unit of Bethesda Hospital 
St. Mary Hospital*°©....... Gen Chureh 212 20 
Cireleville, 7 7,369—Pickaway 
Berger Hospital ............ Gen City 2 4 


Cleveland, 900,429—Cuyahoga 


Babies and Childrens Hosp. Unit me Bete | Hospitals 
58 


City Hospital*to .......... Gen 


1, 


ty 
City Psychopathic Hospital Unit of City Hospital 


Cleveland Clinic Founda- 


Number of 


Births 


719 


460 
70 


1,349 


1027 


‘ 


Average 
sus 
Admissions 


~ 
oa 
ot 
~ 
22 


2,484 


148 4,851 


tion Hospital ............ Gen NPAssn 238 144 5,507 
Cleveland State Hospital#® Ment State 2,798 2,768 405 
Rated capacity 2,056 
East 55th Street Hospital. Gen Corp 60 12 
Evangelical Deaconess Hos- 
ML Caldacet pans cenedactiann Gen Chureh 109 35 «69639 )«=—s:102__ 2, 151 
Fairview Park Hospital*©.Gen Church 91 18 450 75 3,093 
Glenville HospitalO ........ Gen NPAssn 88 21 466 75 2,313 
Grace Hospital ............ Gen NPAssn ee a 17 = 920 
John H. Lowman Memorial 
BRR E a S ad Unit of City Hospital 
Lakeside Hospital............ Unit of University Hospitals 
Leonard C. Hanna House.. Unit of University Hospitals 
Lutheran Hospital*° ...... Gen Church 109 28 807 90 4,255 
Maternity Hospital........... Unit of University oe 
Mt. Sinai Hospital*to..... Gen NPAssn 45 664 194 8,270 
Polyelinie Hospital ........ Gen NPAssn ” 15 295 79 2,637 
Prospect Hospital ......... N&M Corp ee os 86 3= 107 
Provident Hospital ........ Gen NPAssn 2% 12 No data a 
St. Alexis Hospital*+t°..... Gen Church @ .. 162 
St. Ann’s Maternity Hos- 
SE Gaia tenshewensdexderse Mat Chureh 60 60 1,385 42.. 1,519 
St. John’s Hospital*+°.... Gen Church 182 32 -785 148° 5,579 
St. Luke’s Hospital*#°.... Gen Church 336 55 1,373 275 11,302 
St. Vincent Charity Hos- 
So, .nnwtanehdaceeteds Gen Chureh 295 a 235 5,879 
U. 8S. Marine Hospital....... Gen USPHS 251 .. 43 220 2,561 
University Hospitals*+° .... Gen NPAssn 698 118 1,992 537 18,469 
Woman’s Hospital* ....... Gen NPAssn 93 17 379 85 2,008 
Columbus, 290,564— Franklin 
Children’s Hospital#® ...... Chil NPAssn 100 .. Pe 70 2,288 
Columbus Radium Hospital Gen NPAssn 32 6 40 21 4 758 
Columbus State Hospital... Ment State 2,659 .. -- 2,844 564 
Rated capacity a 
Franklin County Sanat.... TB County aad 185 159 
Dr. Gaver Sanitarium...... N&M Indiv yrs ae 15 96 
Grant Hospital*© .......... Gen NPAssn 303 30 707 193 6,639 
MeMilien Sanitarium ...... N&M Corp 35 (t 22 130 
Mercy Hospitalo .......... Gen NPAssn 65 15 145 55 (1,348 
Mt. Carmel Hospital*°..... Gen Church 200 25 551 156 4,385 
St. Ann’s Infant Asylum 
and Maternity Hospital..Mat Church 25 25 541 ll =s*57 
St. Anthony’s Hospital..... Gen Chureh 204 .. <. ia ee 
St. Clair Hospital......... Gen NPAssn 24 4 20 13 «426 
St. Francis Hospital*°..... Gen State 160 .. -- 122 2,988 
Starling-Loving University < 
Hospital*#o .............. Gen State 36 32 581 166 5,289 
Station Hospital ........... Gen Army 225 5 26 185 2,127 
White Cross Hospital*°o.... Gen Church 243 28 823 183 7,003 
Conneaut, 9,691—Ashtabula 

Brown Memorial Hospital... Gen NPAssn 30 5 122 20 486842 
Coshocton, 10,908—Coshoeton 

Coshocton City Hospital>. Gen City 37. 8 188 23 1,005 
Crestline, 4,425—Crawford 

Crestline Emergency Hosp. Gen NP Assn 6 4 43 7 @a 
Cuyahoga Falls, 19,797—Summit 

Fair Oaks Villa............ N&M NPAssn 65 57 164 
Dayton, 200,982—Montgomery 

Dayton State Hospital..... Ment State 1,674 1,691 49 

Rated capacity 1,418 

Good Samaritan Hospital*° Gen Church 200 48 816 158 4,425 

Miami Vailey Hospital*#°. Gen NPAssn 329 46 1,293 303 10,465 

St. Ann’s Maternity Hosp. Unit of St. Elizabeth Hospital 

St. Elizabeth Hospital*®..Gen Church = 35 mesa 221 7,105 

Stillwater Sanatorium .... TB County 92 102 

Veterans Admin. Facility...Gen Vet use 891 4,986 
Defiance, 8,818—Defiance 

Defiance Hospital .......... Gen NPAssn =. <2. 9 17 (768 
Dennison, 4,529—Tusearawas 

Twin City. Hospital........ Gen NPAssn 27 64 63 13 500 
Dover, 9,716—Tuscarawas 

Union Hospital ............. Gen NPAssn 7% 1 151 $1 1,173 
East Cleveland, 39,667—Cuyahoga 

East Cleveland Hospital wast 

CE asl ise wien sscctsectad Corp i see is 3 205 

Huron Road Hospital*+°.. NPAssn. 202 36 1,002 177 6,977 
East Liverpool, 93,329—Columbiana 

East Liverpool City Hosp.oGen City 89 15 346 59 2,152 
Elyria, 25,633—Lorain i ‘ 

Elyria Clinic Hospital..... Gen NPAssn 2 4 49 8 227 
Elyria Memorial HospitalOGen NPAssn 154 29 426 98 2,664 
Gates Hospital for Crippled 

Children...............++ ..»» Unit of Elyria Memorial Hospital 

Findlay, 19,363— Hancock 

Home and Hospital....... i Gen City 63 12 21 28 1,328 
Fremont, 13,422—Sandusky 

Community Hospital ......Gen Indiv 12-4 ..30 5 
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Ae 
Se EE 
Hospitals and Sanatoriums a =i 3 
He O8 a 
Memorial Hospital of San- 
dusky County ......0c0.. Gen NPAssn 42 
Galion, 7,674—Crawford 
Good Samaritan Hospital... Gen NP Assn 12 
Gallipolis, 7,106—Gallia 
Holzer HospitalO .......... Gen Part 51 
Ohio Hospital for Epileptics Epil State 2,300 


Rated capacity 1,900 
Green Springs, 750—Sandusky and Seneca 


Oak Ridge Sanatorium..... TB Indiv 75 
Greenville, 7,036—Darke 
Greenville Hospital ........ Gen County 28 
Hamilton, 52,176—Butler 
Fort Hamilton Hospital.... Gen NPAssn 85 
Mercy Hospital*°o ......... Gen Church 275 
Hillsboro, 4,040—Highland 
Hillsboro Hospital ......... en NPAssn 14 
Ironton, 16,521—Lawrence 
Lawrence County General 
re ey eee ery 7en County 64 
Marting Hospital .......... Gen Corp 25 
Kenton, 7,069—Hardin 
MckKitrick Hospital ........ Gen NPAssn 25 
San Antonio Hospital...... Gen Church 21 
Lakewood, 70,509—Cuyahoga 
Lakewood City Hospitalo.. Gen City 67 
Lima, 42,487—Allen 
District Tubereulosis Hosp. TB County 124 
Lima State Hospital....... Ment State 1,191 
Rated capacity 1,019 
St. Rita’s Hospitalo......... Gen Church 100 
Lodi, 1,273—Medina 
ee Ra eer Gen NPAssn 20 
Logan, 6,080—Hocking : 
Cherrington Hospital ...... Gen NPAssn 30 
Lorain, 44,512—Lorain 
St. Joseph's Hospital...... Gen Church 100 
Mansfield, 33,525—Richland 
Mansfield General HospitalOGen NPAssn 110 
Marietta, 14,285— Washington 
Marietta. Memorial Hospital Gen NPAssn 54 
Marion, 31,084—Marion 
Marion City Hospital...... Gen City 40 
Sawyer Sanatorium viene N&M Part 40 
Martins Ferry, 14,525—Belmont - 
Martins Ferry HospitalO...Gen | NPAssn 80 
Massillon, 26,400—Stark $ 
Massillon City Hospital©.. Gen NP Assn 92 
Massillon State: Hospital... Ment State 3,155 
Rated capacity Py 085 
MeConnelsville, 1,754—Morgan ; 
Rocky Glen Sanatorium.... TB Corp 150 
Mentor, 1,589—Lake : 
DelJhurst Sanitarium ...... N&M Corp 191 
Middletown, 26,992—Butler ’ 
Middletown Hospital® ..... Gen NPAssn 100 
Mt. Vernon, 9,370—Knox 
Mercy Hospital a ery ns Gen Church 35 
Mt. Vernon Hospital-Sanit. Gen NPAssn 42 
Ohio State Sanatorium..... TB State 240 
Newark, 30,596—Licking 
Licking County Tuberculo- 
sis. Sanatorium .......... TB County 57 
Newark Hospital® .......... Gen NPAssn 88 
North Royalton (Brecksville P.O.), 1,397—Cuyahoga 
Mount Royal Sanatorium.. TB Corp 110 
Norwalk, 7,776—Huron 
Norwalk Memorial Hospital Gen NPAssn 28 
Oberlin, 4,292—Lorain 
Allen Hospital, Oberlin Col- : 
RD ic cdoednccueseasehs ess en NPAssn 36 
Perrysburg, 3,182—Wood t 
Community Hospital ...... Gen Indiv 13 
Rheinfrank Hospital ...... Goiter Indiv 13 
Pique, 16,009—Miami z 
Memorial Hospital ........ Gen NPAssn 53 
Pt. Clinton, 4,408—Ottawa 
Pool Hospital .....-.+see Gen Indiv 16 
Portsmouth, 42,560—Scioto 
Mercy Hospital® ........... Gen Chureh 75 
Portsmouth General Hosp.° Gen City 90 
Sehirrman Hospitalo ...... Gen NP Assn 50 
Ravenna, 8,019—Portage 
Robinson Memorial Hosp.. Gen County 49 
St. Clairsville, 2,440—Belmont 
Belmont Sanatorium ...... TB County 56 
Salem, 10,622—Columbiana 
Central Clinic and: Hospital Gen NPAssn 30 
Salem City Hospital®...... Gen NPAssn 58 
Sandusky, 24,622—Erie 
Good Samaritan Hospital. Gen NPAssn 50 
Providence Hospital ....... Gen Church 60 
Shelby, 6,198—Richland 
Shelby Memorial. Hospital.Gen NPAssn 27 
Sidney, 9,301—Shelby 
Wilson Memorial, Hospital. Gen NPAssn 20 


South Euclid, 4,399—Cuyahoga 
Rainbow Hospital for Grip- 
— and Convalescent Chil- 
eprineacid, 68,743—Clark ; 
Clark County Tuberculosis 
Sanatorium : ..........00e0. TB 


County 


120 


Bassinets 


i 
_ = uo bo 


24 
25 


= 
ores 


oro 


16 


16 


or 


oo 


17 
10 
10 
10 
14 


20 


i8 


12 


11 
15 


6 


Number of 


:$ 2B Sens 


63 
79 
31 
399 


264 
387 


219 
215 


99 
7 


Average 
Census 


Estab. 


seeeeees Unit of University Hospitals, Cleveland 


102 
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Admissions 


2,546 
3,207 
1,276 


1,300 
140 


2,976 
2,354 
682 


108 
2,121 


138 


595 


1,159 


311 
221 


1,400 


2,377 
1,334 
778 


1,579 


620 
1,288 


1,053 
1,616 


570 
626 


118 
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Hn o° joa} 
Springfield City Hospital*© Gen City 258 40 
Springfield Lake,—Summit 
Edwin Shaw Sanatorium.. TB County 208 .. 
Steubenville, 35,422—Jefferson 
Gill Memorial Hospital..... Gen Church 30 
Ohio Valley Hospital°...... Gen NPAssn 150 25 
Tiffin, 16,428—Seneca 
Mercy Hospital ............. Gen Church 35 . 8 
Toledo, 290,718—Lucas 
East Side Hospital.......... Gen NPAssn 41 4 
Flower Hospital*© ......... en Church 105 25 
Lueas County Gen. Hosp.*° Gen County 282 33 
Mercy Hospital*© .......... Gen Church 115 25 
Robinwood Hospital® ...... Gen Church 91 13 
St. Vincent’s Hospitals... Gen Church 309 45 
Toledo Hospital*©® ......... en NPAssn 250 25 
Toledo Sanitarium ........ N&M Corp 20... 
Toledo State Hospital#©... Ment State 2,631 .. 
Rated capacity 2,038 
William Roche Tuberculosis 

| REE County 179 
Women’s and Children’s 

Hospital*® ................ Gen NPAssn 121 29 

Troy, 8,675—Miami 

Stouder Memorial Hospital. Gen City 44 8 
Urbana, 7,742—Champaign 

Champaign County Hosp... Gen County 28 «6 
Van Wert, 8,472—Van Wert 

Van Wert County Hospital. Gen NPAssn 44 6 
Wadsworth, 5,930— Medina 

Wadsworth Municipal Hosp. Gen City 28 14 
Warren, 41,062—Trumbull 

St. Joseph’s Riverside Hosp.Gen Church 40 10 

Trumbull County Tubercu- 

losis Sanatorium ......... TB County a .; 

Warren City Hospitalo..... Gen NPAssn 107 2 
Warrensville, 1,507—Cuyahoga 
Sunny Acres, Cleveland Tu- 
berculosis Sanatorium* .. TB City 481 .. 
Wauseon, 2,889— Fulton 
De Ette Harrison Detwiler 
Memorial Hospital .......Gen | NPAssn 6 7 
Willard, 4,514—Huron 
Willard Municipal Hospital. Gen City 24 «6 
Wilmington, 5,332—Clinton 
Dr. Kelley Hale sepa ; 
MEOGIINEE si ncckcceccesseces Gen Indiv 2. 2 
Wooster, 10,742—Way ne 
Kinney and Knestrick Hosp.Gen Corp 5 '5 
Wooster Hospital .......... Gen Indiv 2 2 
Worthington, 1,239—Franklin 
Harding Sanitarium+ ...,..N Corp 40 
Xenia, 10,507—Greene 
McClellan Hospital ......... Gen Corp 20 4 
Youngstown, 170,002—Mahoning 
Mahoning Tuberculosis San- 
ee ee ere eee TB County 160 
St. Elizabeth’s Hospital*#© Gen Church 261 28 
Youngstown Hospital*© ... Gen NPAssn 372 58 
Zanesville, 36 .440—Muskingum 

Bethesda Hospital® ........ NPAssn 110 20 

Good Samaritan Hospitalo Gen Church 125 20 

Related Institutions 

Akron, 255,040—Summit 

De ES oad ss scene han ove Gen Part . See 

Goodyear Hosp. and Disp.. Indus Corp Dis 

Just-A-Mere Home and Hos- 

GEE cb iviisd bis ntatwe ve ..... N&M Indiv 19 .. 

Apple Creek, 450—Wayne 

Institution for Feebleminded MeDe State - 

Rated capacity 308 

Barnesville, 4,602—Belmont 

Comraunity Hospital ...... Gen NP Assn 4 2 
Bay Village, 2,294—Cuyahoga 

Cedarcrest Sanitarium ..... N&M Corp 100 .. 
Bellefontaine, 9,543—Logan 

Harbert Hospital ....... -.»» ENT Indiv Os 
Bluffton, 2,035—Allen 

Bluffton Community Hosp.Gen NPAssn 19 4 
Cambridge, 14,613—Guernsey 

Children and Maternity Hos- 

BUR. iacicscass idelkec cin cdbe MatCh NPAssn 17. 8 

Swan Hospital ............. Gen NPAssn 5 4 
Celina, 4,664—Mercer 

Gibbons Hospital ........... Gen NPdAssn 19 4 
Cineinnati, 451,160—Hamilton 

Catherine Booth Home and 

PRONE bis sche caveSabeecss at Church 10 10 
Children’s Convalescent 

Home of the Cincinnati 

Orphan Asylum ..:........ Ins NPAssn 100 .. 
Children’s Home ............ Inst NPAssn 38 .. 
Evangeline Home, Hospital 

and Nursery .......... -»»» Mat Church 22 4 
Hamilton County Home & 

Chronic Disease Hospital. Chr County 260 .. 
Home for Incurables.......Inc-. NPAssn 75 .. 
Jewish Convalescent and 

Foster Homes ............Conv NPAssn 70 .. 
Maple Knoll Hospital and 

Home for the Friendless..Mat NPAssn 85 15 








our. A. M. A, 
RCH 26, 1938 





3 a 
aoe 
32 3 2 
BE sa 8 
Za <0 
757 129 4,960 
.. «191 = 208 
a ee 
688 109 4,057 
.  & 1,081 
32 18 64 
455 82 2,988 
463 194 4,398 
400 833,070 
193 47 2.110 
899 277 11,986 
492 114 3,798 
aes Sans 
.2 2,646 642 


+. Estab. 1937 


475 76 
144 26 
80 18 
73 19 
137 13 
363 41 
oe 47 
376 77 
- 
111 35 
81 15 
18 7 


No data supplied 
2 9 3 


oh 36 
49 13 
aa 125 
979 176 
1,059 336 
343 76 
437 74 
oe 5 
ee 5 
‘ae 
oe ae 
13 6 
es 85 
ee 2 
75 9 
30 5 
36 14 
44 10 
90 11 
ive 79 
ee 11 
23 3 
-. 146 
pe vb 
oe 12 
175 60 


2,576 
1,081 
547 
701 
554 
2,078 


140 
3,211 


<0 
347 
504 
140 
6,682 
9,919 


2,993 
3,000 


372 
129 
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) Numser 13 
OHIO—Continued OKLAHOMA s ms 
n = — 
ye) n S S = £ 2 ” } 
sis = ~ o 4 S cs S 5 Sa nn @ 
Sz OBE g 2 Ss 3 st 6&8 q@ 22 2 3 
Related Institutions ab 25 a @ EES oo 8 Hospitals and Sanatoriums RE gO 3 a gt 26 E 
> S ae & a oa 46 Ha os a = 2a <0 < 
= Ve - Ada, 11,261—Pontotoe 
iospital ...... N ndi 10 2 223 Ada Hospital ............... Gen Corp 8 6 53 14 «728 
‘ whiee “Hest ae beso xs N aM i 35 24 62 one o Bg cng 8 Hospital Gen NPAssn 25 2 67 7 448 
8 St. Francis Hospital for In- Es : Vain v1 ce an ospital... Gen Part 15 6 130 5 1,886 
Oavees oe Ine Chureh 292: .; oe 283. 212 st ba ey View Hospital....... Gen NPAssn 50 10 +. Estab. 1938 
3 St. Joseph Maternity Hospi- City eee : ‘ ee 950 
‘7 tal and Infant Asylum....Mat Church 20 20 90 Pris 88 aieee in ene, pimcnduedw ait Gen City 2%: 2 29 4 & 
Cleveland, 900,429—Cuyahoga Alva General Hospital..... Gen Cit 24 4 88 20 946 
1 Booth Memorial Home and Pe ae , Anadarko, 5,036—Cad y 
Hospital ....csssseeeceeeee at Church 17 17 = 338 12 346 Anan 5, oo ‘addo ‘ ' i “@ 
i4 Children’s Fresh Air Camp 35 | Ardmore 4 in eevesees Gen Part 2 68 #47 11 535 
38 and Hospital .....; Nessees Conv NPAssn_ 60 oe 60 = 235 Nese’ vb e “on gl # | 
8 Emergency Hospital ........ Indus Part 20 .. os lL 469 Vo ‘7 — —_ Sovecees en Indiv 44 8 103 20 1,098 
i0 Florence Crittenton Home.. Mat NPAssn 15 13 17 5 19 Clini eller Hospital and 
LO Jewish Orphan’s Home..... Inst Frat 40... o- 4 329 Bartlesville seabnsc bmi beaches en. Gen NPAssn 24 2 36 8 349 
36 Columbus, 290,564—Franklin : = aa Waahinat “a _ — 
93 Florence Crittenton Home.. Mat NPAssn 30 24 62 25 5) ial wen ounty Memo- : » * 
R7 Franklin County Home..... Inst County 125 .. Pa 121 146 mine Bye Reis Shawctees en County 50 10 211 23 «1,043 
42 Institution for Feebleminded MeDe State 2,150 . 2,075 375 Fes: A ~ ~ gd = 
Rated capacity 2,000 2 I pate : 4 “- Waekedsas a Gen Part 2 $ 26 5 414 
Ohio Penitentiary Hospital. Inst State 127 .. 118 2,540 Blackwell’ Hospital Ph a ee oie 
7 Covington, 1,807— Miami 6 1 6 1 7 Riverside Clinie Hospital...Gen Part 44 2% 10 10 
Covington Hospital ....... Gen Corp Bristow, 6,619—Creek 
76 Dayton, 200,982—Montgomery : Cowart-Sisler Hospital ....Gen Part 18 5 3% 5 308 
Convalescent Home for Crip = ~ Cherokee, 2.936—Alfal 
81 pled Children ....... .ee--. Orth NPAssn 34. os 15 78 « Maneen al - fa ‘ 
Delaware, 8,675—Delaware Pe ead - ep ~ errrrr Gen Frat SS t:a- 2 
47 Girls’ Industrial _ School 29 95 331 Chickasha Hospital® ....... Gen Part 34 4 3 6 1,103 
Hospital .......-....eeeeee Ins State 32 .. Cottage Hospital G Indi 3 3 96 9 és 
01 Euclid, 12,751—Cuyahoga , 4 General H 1 eer rentoeseet 7en NI v 5 oe 
Ream Sanitarium ........... Conv Corp 90 No data supplie tio a —. ecevecccces Gen PAssn 20 5 50 5 
554 Rose-Mary Home ........... Orth Chureh 25 met 2 («12 Feet 3,7 ogers . 
Fairfield, 1,240—Greene Claremore Indian HospitalGen IA 86 16 198 51 854 
73 Station Hospital ..... ..e»Gen Army 25 ee 2 - 66 | Clinton, 7,512—Custer _ tin 
v8 Granville, 1,467—Licking Clinton Indian Hospital....Gen IA 30 «5 28 17 = 502 
Whisler Hall Memorial Hosp. Inst NPAssn 20 ee 4 358 Western Oklahoma Tubercu- : 
+ Greenfield, 3,871—Highland losis Sanatorium ........ TB State 29 .. .. 244 426 
* Greenfield Hospital ........ Gen NPAsen 16 8 5 7 128 | Concho, 200—Canadian 
ra eyenne and Arapaho 
. Lancaster, 18,716—Fairfield Hospital G t 8 51 28- 696 
‘ Boys’ Industrial School 7 Spltal ........cesecccece 7en A 46 5 g 
. Inst State 100 .. 80. 1,007 | Cordell, 2,936—Washita 
I Per gry een RES eile < Florence Hospital .......... Gen Indiv 30 6 = 36 8. 269 
one Blair Brothers Hospital....Gen Part 8 3 28 5 25 Ces 9,301—Payne “ R ? 
. Mansfield, 33,525—Riehland ; 3 asonic Hospital .......... Gen Frat 30. 6 76 = 20s 774 
652 Ohio State Reformatory... Inst State 91 No data supplied Sa ee 3 . i 
be Thomas Sanatorium ....... Gen Indiv 18 ee 8 5 atterson Hospital ........ Gen Indiv 30. & 87 Be 
Marysville, 3,639—Union Bets. 9 eal Paes acca Gen Indiv 48 5 30 20 450 
959 oe ee 9 8 & 4 25 | Coker Hospital ............ Gen Indiv 0 2 9 5 297 
formatory for Women). Inst State . Durant Hospital ........... Gen Corp 3 2 67 12: 68% 
lied ay Bes age bo ey i 52 ed 40 82 Evergreen Sanitarium Gen Indiv 21 3 24 8 272 
Avalon Sanatorium ....... TB Indiv 52 
23 Munroe Falls, 302—Summit Elk City, 5,666—Beckham 
, , i s Count 130 107 3s: 468 Tisdal Hospital ............ Gen Indiv 2..3 55 13 778 
347 Summit County Hospital... Inst ounty El Reno, 9,384--Canadian 
Nap A ae i 13 4 37 8 365| Catto Hospital ............ Gen Indiv 63 % 6 2 
S. M. Heller Mem. Hosp...Gen City 3 El R i a bs 
504 New London, 1,527—Huron E 5 . po _ — Prbeeude Gen Corp 36 10 42 14 595 
New gy AR oo gg Bias Gen NPAssn 9 $8 16 4 174 Bapeiee Hospital sien peter ae ven 
) H 55 wa PUISY TLUSPILGIV seecseces 2 ov ¥ 
140 OTnstitations for Feebleminded MeDe State 2.550 .. «2508 203, | Enid General Hospitais....Gen NPAssn 0 10. 125 T_1,70 
682 Rated capacity 2,290 * 2 — En prings 3 ain: ee. ee . 2 
919 Oxford, 2,588 Butler Erick, 2.231--Beckham seeecevece en ure a] ~ s 
Miami University Student “Erick” Hospital Gen NPAssn 30 4 15 8 204 
998 Hospital ...... eae nst State 22 v=: 121,102 | Sin, 558707 Comanche 
9 Reynoldsburg, 562—-Franklin on Hospital ........... x 5 232 «6,2 
Nightingale Cottage ....... TbChil NPAssn 40 ee) ES eee oe, ae @ 8. sao 
Springfield, 68,743—Clark ae i . Frederick Clinic Hospital..Gen Part SB 3S 4 12 486 
Ohio Rebekah Hospital.... Inst Frat 73 +e os 42 245 Spurgeon, Arrington and 
372 Rickly Memorial Hospital. Inst Frat 2 te ea Allen Hospital and Clinic Gen Corp te 70 3 263 
129 State Soldiers Home,—Erie Grandfield, 1,416—Tiliman 
Ohio Soldiers and Sailors - Grandfield Hospital ........ Gen Indiv 2656 «6 4 100 
% Home Hospital .......... Inst State i. Garg -- 108 415 | Guthrie, 9,582—Logan 
193 Tiffin, 16,428—Seneca ‘i Cimarron Valley Wesley 
Kentucky Memorial Hosp.. Inst Frat 50 .. - 12 788 TE Nis ceseccias tonite Gen NPAssn 3 5 7 17 += 687 
Toledo, 290,718—Lucas Duke Sanitarium ......... --N&M Corp is «3 dm 17 «12 
948 Lueas County Hospital An- cs Henryetta, 7,694—Okmulgee 
pT EE EN SO ee Chr County 110 .. - 108 157 Henryetta Hospital ........ Gen Indiv 15 2 29 9 480 
73 Municipal Hospital for Con- Hobart, 4,982—Kiowa ; 
tagions Diseases .........Iso City 30 .. - 6 238 General Hospital .......... .Gen Part 21 5 160 9 753 
98 Toledo Society for Cripple Holdenville, 7,268—Hughes 
Children  .....scecescececes Ort NPAssn & .. es “ae Holdenville Hospital .......Gen Indiv 30 «83 30 8. 590 
266 Warrensville, 1,507—Cuyahoga Hollis, 2,914—Harmon 
Warrensville Chronie Hos- Hollis Hospital ........... .. Gen Indiv 15 3 29 7 600 
WORN adc vsisivaiiess .....MentInst City \ aes >: 8 Hominy, 3,485—Osage ; 
935 Wickliffe, 2,491—Lake Hominy City Hospital..... Gen Indiv 1s 4 31 2 244 
496 Ridge-Cliff Sanitarium ....N&M Corp 110 .. hie 92 70 | Lawton, 12,121—Comanche 
Wooster, 10,742—Wayne Kiowa Indian Hospital..... Gen IA 160 16 204 109 2,730 
499 Hygeia Hall ................Inst NPAssn 25 .. als 3 345 Southwestern Hospital ....Gen Part 3% 4 2 6 436 
Xenia, 10,507—Greene Mangum, 4,806—Greer : 
Ohio Soldiers’ and Sailors’ Border Hospital and Clinic. Gen Part 50 6 No data supplied 
9 Orphans Home Hospital.. Inst State 63 .. .» 25 1,825 | Marlow, 3,084—Stephens 
Yellow Springs, 1,427—Greene Weedn Hospital ..........5.Gen  Indiv- 25 4 -No data supplied 
Antioch College Infirmary.Inst. NPAssn 10 .. a 3 400 | Maud, 4,326—Seminole 
290 ‘Youngstown, 170,002—Mahoning Maud Hospital ........... --Gen Indiv 18 4 25 8 ~ 296 
526 Youngstown Municipal Hos- McAlester, 11,834—Pittsburg - 
WOES iseieec iste ceicscrcs City 60 .. vs 2 85 Albert Pike Hospita...--..Gen Frat 68 6 68 26 1,182 
% 4 Pa ut: Mary's nirmary....... Gen Church 2 6 33 #£8 = 381 
ummary for Ohio: ami, 8,064—Ottawa 
701 Number Beds Census Admissions Miami Baptist Hospital....Gen Church 40 10 60 12 854 
4 Hospitals and sanatoriums.. 185 44,780 38,518 418,398 Muskogee, 32,026—Muskogee 
Related institutions......... - 6 “9,071 7,636 22,202 Muskogee Provident Hos- 
496 a pital (col.) ............0..Gen City 0 2 W 8 1% 
a OCR. sic iasccredetycsaccs. Oe 58,851 46,154 440,600 Oklahoma Baptist Hosp.o.Gen Church 8 11 230 47 1,714 
Refused registration.......... 29 "955 Veterans Admin. Facility...Gen Vet 408 .. -- 899 3,716 





Key to symbols and abbreviations is on page 986 





OKLAHOMA—Continued 
23 
Hospitals and Sanateriums Se #a 
BP 0 w 
a) Ey, + 
Ba oso Ss 
Norman, 9,603—Cleveland 
Central Oklahoma _ State 
MOORE aiccke icin suedcbe Ment State 2,475 
Rated capacity 1,920 
Okemah, 4,002—Okfuskee 
Clinic Hospital ..........0+. Gen Part 10 
Oklahoma City, 185,389—Oklahoma 
Farm Sanatorium .......... TB Indiv 25 
Great Western Hospital 

ROGED. casctcebbiedckeacisies en Corp 26 
Oklahoma City General Hos- 

WIPO Sccksastcassrapsavene Gen Corp 100 
Polyclinic Hospital ........ Gen Indiv 70 
Reconstruction Hospital and 

McBride Clinic ........... r Corp 25 
St. Anthony Hospital*+#°,, Gen Chureh 300 
Samaritan Hospital ........ Gen Corp 40 
State University and Crip- 

pled Children’s Hospi- 

RUC P So ics occa cesencsend Gen State 418 
Wesley Hospital*°e ........ Gen Part 135 

Okmulgee, 17,097—Okmulgee 
Okmulgee City Colored 

PEGE nw cccbncanasnaceret Gen City 20 

Okmulgee City Hospital. Gen City 50 
Pauls Valley, 4,235—Garvin 

Lindsey-Johnson Shirley 

PS eee Gen Part 23 

Pawhuska, 5,931—Osage 
. Osage County Hospital.... Gen cay 40 

Pawhuska Municipal Hosp. Gen City 40 
Pawnee, 2,562—Pawnee 

Pawnee-Ponea Hospital . Gen IA 48 
Picher, 7,773—Ottawa 

American Hospital ........ Gen Indiv 40 

Picher Hospital .........0.- Gen Part 20 
Ponca City, 16,136—Kay 

Ponca City Hospital®...... Gen Church 50 
Poteau, 3,169—Le Flore 

Woodson Hospital ........ Gen Indiv 20 
Prague, 1.299—Lincoln 

Rollins Hospital ..........0. Gen Indiv 10 
Seminole, 14,459—Seminole 

Harber Hospital ....... sees. Gen Corp 19 
Shattuck, 1,490—Ellis 

Shattuck Hospital ........ Gen Indiv 48 
Shawnee, 23,288—Pottawatomie 

A. ©. Ths. BRR Eis wc cc ccens Gen Part 95 

Shawnee Indian Sanatorium TB IA 150 

Shawnee Municipal Hospital Gen City 75 
Sulphur, 4,242—Murray 

Soldiers Tubercular Sanat. TB State 133 

Sulphur ‘Clinie ...cecccseess en Part 12 
Supply, 230—Woodward 

Western Oklahoma Hospital Ment State 1,427 


Rated capacity 1,300 


Taft, 690—Muskogee 
State Hospital for ware. 
TMBANG coccceccceccssevccces Ment 


Rated capacity 


Talihina, 1,032—Le Flore 
Choctaw-Chickasaw Sanat.. 
Eastern Oklahoma _ Siate 

Tuberculosis Sanatorium.. TB 

Tonkawa, 3,311—Kay 


TB 


Tonkawa Hospital ........ Gen 
Tulsa, 141,258—Tulsa 

Flower Hospital ...........- Gen 

Morningside Hospital*°© Gen 

Oakwood Sanitarium ...... N & 


St. John’s Hospital*°...... Gen 
Sisler Hospital 
Vinita, 4,263—Crai 


State 


IA 

State 
Indiv 
Corp 


Corp 
Cc 


& 
Eastern Oklahoma Hospital Ment State 
Rated capacity i 


Vinita Hospita] ..........0. Gen 
Waurika, 2,368—Jefferson 

Waurika Hospital .......... Gen 
Wewoka, 10,401—Seminole 

Knight Hospital ......... .. Gen 

Wewoka Hospital page naa Gen 


Woodward, 5,056—Woodward 
Woodward General Hospital Gen 


Related Institutions 
Chilocco, 200—Kay 
Chiloceo Indian Y school Hosp. Gen 
Durant, 7,463—Bryan 
Bryan County Hospital... 
E) Reno, 9,384—Canadian 
U. 8. Southwestern Refor- 
matory .. tebesesiees Inst 
Enid, 23,299—Garfield 


Gen 


Corp 
Corp 


Corp 
Part 


Indiv 


IA 
Indiv 


USPHS 


Northern Oklahoma -Hosp. MeDe State 
Rated capacity 890 


Fairfax, 2,134—Osage 


Fairfax Hospital .......... Gen 


Indiv 


Ft. Reno (E) Reno P.O.), 150—Canadian 


Station Hospital 
Hobart, 4,982—Kiowa 
Hobart rere 7 
Kingfisher, 2,726—Kingfisher 
Kingfisher Hospital ........ 
Lawton, 12,121—Comanche 
Angus Hospital 


soceceemss GED 


eee eeeneee 


Army 
Corp 
Indiv 
Part 


2,530 


1 
ou 


Rs 


S 


40 


1,025 


ll 
12 
20 

8 
10 


Bassinets 


orce ~I 


ao 


fos) wo ow to moO 


uo 


~- wo & 


Number of 


Births 


95 


1,297 
271 


505 
634 


43 
30 


REGISTERED 


Average 
Cebsus 


& 





Admissions 


1,064 


246 
328 


1,943 


361 
337 


No data supplied 


1,018 


on oo + 


4 


773 
101 


257 

BY 
437 
271 
261 


Key to symbols and abbreviations is on page 986 
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OKLAHOMA—Continued 
£3 g 3 Z 
ool as o> 2 
Sg BB & $2 #3 2 
Related Institutions E Fo 3 2 & s¢ 8 
<A S24 Pp S 
D ) 6 A ZA a0 <4 
McAlester, 11,804—Pittsburg : 
= oe State Prison 
ospital ........ tee Kebane ce RO oe. *e 
Okeene, 1,035—Blaine acs ° sess 
Okeene Hospital .......... -Gen Indiv ll 8 28 209 
Oklahoma City, 185,389—-Oklahoma 
Home of Redeeming Love.. Mat -Church 22 30 160 432 
yan. 1, as efferson 
n Hospital ............. Gen Indi 1 58 8 
Stillwater, 7,016é—Payne ef sities ss 
Agriculture and , 
College Infirmary ..... ... Inst State eames es 9 1,317 
Tahlequah, 2,945—Cherokee 
ree Training School 
spita Secccoece wane euckepeee ee ee 
Tulsa, 141,258—Tulsa hati ¥ M4 ” 
Municipal Hospital No. 2 
Ee a Re age --Gen County 50 6 51 | 
Tulsa “Gia Hospital ....Gen Corp 65 12 60 15 = 396 
Tulsa Junior League Home 
for Convalescent Crippled 
CEO ss pea karicceysvsees Ort NPAssn ® .. as 2 112 
Watonga, 2,228—Blaine 
Watonga Hospital ........ Gen Indiv 15 43 5 498 
Weatherford, 2,417—Custer 
Dr. D. Gaede’s Sanitarium. Gen Indiv 25 4 7 5 147 
Summary for Ok! : Average 
= Cltahome Number’ Beds Census Admissions 
Hospitals and sanatoriums.. 103 13,278 11,056 104,051 
Related institutions.......... 20 1,552 1,114 7,460 
y SSR en ane oaa 14,825 12,170 111,511 
Refused registration.......... 21 427 
OREGON 
25 2 3 é 
pl E= > © = 
og £68 Ss $3 3 
Hospitals and Sanatoriums §=5 80 3 3 & $e & 
es &s 6 & 4A 40 < 
Albany, 5,325—Linn 
Albany General Hospital....Gen | NPAssn 50 8 113 20 «871 
Ashland, 4,544—Jackson 
Community Hospital .....Gen City 21 6 29 8 204 
Astoria, 10,349—Clatsop 
So heme By pen apne: Gen bocca 91 138 159 53 2,307 
ospitalo....... Gen reh 1 1 77 1,445 
Baker, 7,858—Bak 4 si las al 
Baker General Hospital....Gen Corp 25 4 No data supplied 
St. Elizabeth Hospital¢o.... Gen Church 100 18 151 68 2,287 
Bend, 8,848—Deschutes 
St. Charles Hospital....... Gen Church 4 6 160 23 1,092 
Burns, 2,599—Harney 
Valley View Hospital...... . Gen Indiv 18 4 8 - ll 500 
Corvallis, 7,585—Benton 
Corvallis General HospitalGen NPAssn 88 6 154 21 «(988 
Dallas, 2,975—Polk b 
Dallas Hospital ............ Gen Corp 24 464 42 6 2% 
Enterprise, 1,379—Wallowa 
Enterprise Hospital .......Gen Corp 15 2 15 4 189 
Eugene, 18,901—Lane 
Eugene. Hospital and Clinic Gen Part 70 8 148 51 1,709 
Sacred Heart General Hosp. Gen Church 100 18 3538 61 2,485 
Grants Pass, 4,666—Josephine 
oo County General 
Hospital .............. -Gen County 3 9 85 20 «608 
Hood River, 2,757—Hood River 
Hood River Hospital......Gen NPAssn 40 10 159 25. 1,166 
Klamath Agency, 163—Klamath 
Klamath Indian Hospital..Gen IA 2 «5 58 15. - 412 
= ath Falls, 16,092—Klamath 
ide Hospital .......... Gen Corp 47 12 257 40 2,013 
Klamath Valley ‘Hospital..Gen Corp 50 10 8288 82 1,583 
Lebanon, 1,851—Linn 
Lebanon Generel. Hospital. Gen NP Assn 3 6 96 10 =«(515 
eevee. 2,917—Yambill 
MéMinnville Hospital ......Gen Corp 36 6 103 81 1,943 
Medford, 11,007—Jackson 
Sacred Heart Hospital.....Gen | Church 7 8 109 48 1,48 
Milwaukie, 1,767—Clackamas 
Portland Open Air ace TB NPAssn 5 .. vs 29 «190 
Myrtle Point, 1,362—Coo ; 
Mast and Wilson Hospital Gen Indiv 38 6 48 2 708 
Newberg, 2,951—Yamhill : 
Willamette Hospital .......Gen Corp 18 4 44 6 630 
North Bend, 4,012—Coos . 
Keizer Brothers Hospital.. - oon Corp 68 10 nod data supplied 
Mercy Hospital ............ Church 0 4 21 Pl 
Ontario, 1,941—Malheur ' 
Holy Rosary Hospital .....Gen | Church 0 6 © © 8 
—— City, 5,761—Clackamas 
Hutchinson General Hosp..Gen Indiv 167 16 le 
Oregon City Hospital......Gen Corp 5 8 17 41 1,235 
Pendleton, a agg = tm ome 
Eastern Oregon State Hosp. Ment State 1,299 .. .. 1,309 228 
Rated capacity 1,350 Sees 
St. Anthony’s Hospitalo...Gen Church 70 12 164 53 1,644 
Portland, 301,815—Multnomah is Be 
Doernbecher Memorial Hos- pe 
pital for Children*®...... Chil State ae oe 
Emanuel Hospital*© ......Gen Church 65 60 1,286 262 


our. A. M. 
RCH 26, i988 
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OREGON—Continued 
= ow n 
=) n ° 8 
ss = ° 
Se ES zg. Ss 3 
2 ° = 3 @s & 
Hospitals and Sanatoriums. > go Ss # £2 sé é 
Be 65 & a wm <0 4 
Good Samaritan Hospital*©Gen Church 316 34 721 270 11,149 
Juvenile Hospital for Girls VenMat NPAssn 100 8 26 760=S «121 
Morningside Hospital ...... Ment ed 3156... -- 800 60 
Multnomah Hospital*#o ..Gen County 300 22 598 260 4,516 
Portland Convalescent Hosp. Cony Indiv 25 14 186 
Portland Medical Hospital.Gen Corp 64 2 599 
Portland Sanitarium and 
Hospital®O .......ccceseeee Gen Chureh 111 24 634 96 5,112 
Dr. Robert C. Coffey Clinic 
and Hospital ............. Gen Corp 100 6 oe : “62 
St. Vincent’s Hospital*#©.Gen Chureh 384 36 785 375 10,406 
Shriners Hospital for Crip- : : 
pled Childrent*© .......... Frat 50 50 2.235 
Theo. B. Wilcox Memorial : 
Hospital..............-000. Unit of Good Samaritan Hospital 
Veterans Admin. Facility... Gen Vet 38... sf 344 2,238 
Waverleigh Sanatorium ...N&M Part 12 66 
Roseburg, 4,362—Douglas 
Merey Hospital ............ Gen Church 5 7 180 16 900 
Veterans Admin. Facility...Gen Vet 191 = 75 =: 908 
St. Helens, 3,994—Columbia e 
St. Helens General Hospital Gen Corp 19 6 36 9 679 
Salem, 26,266—Marion . 
Oregon State Hospital..... Ment State 2,722 2,495 500 
Rated capacity 2,400 
Oregon State Tuberculosis i 
Hospital EERE | AOS State 325... 3» MN Se 
Salem Deaconess Hospital.Gen Chureh 100 10 268 94 2,000 
Salem General Hospital..... Gen NPAssn 64 14 241 87 1,716 
Silverton, 2,462—Marion if 
Silverton Hospital ......... Gen Corp ee 32> 16 8 400 
The Dalles, 5,883—Wasco 
Eastern Oregon State Tu- 
berculosis Hospital© ..... TB State 190 .. “te 147 «118 
Mid-Columbia Hospital Gen Indiv 22 6 33 14 610 
The Dalles Hospitalo ....... Gen Corp 7% 8 WA $84 1,270 
Tillamook, 2,549—Tillamook ° - 
Charlton Hospital ......... en Indiv 35 «8 59 16 738 
‘Loledo, 2,137—Lincoln s ys 
Lincoln Hospital ........... , Gen Part 25 4 87 14 «465 
‘yroutdale, 227—Multnomah 
Multnomah County Tuber- 
culosis nag as pisccasee TB County 41 39 58 
\Varm Springs, 50—Jefferson ; f 
Warm Springs —- Gen IA 2% 6 .. Estab. 1987 
\Voodburn, 1,675—Marion 4 
Woodburn Hospital an habuae Gen Indiv 10 4 No data supplied 
Related Institutions 
(hemawa, 625—Marion 
Salem snaen Sanoal Hosp. Gen IA 50 38 9 18 6531 
Coquille, 2,732—Coos 3 J < 
Coquille Hospital .........- Gen Part 30 «66 73 15 38539 
Corvallis, so ye fais 
Oregon State gricultura é 
College —— iseieees Inst State 80 9 695 
Lakeview, 1,799—Lake oa 
Lakeview’ Hospital og ve tat Gen NPAssn 12 4 19 9 705 
Portland, 301,815—Multnomah 
E. Henry Wemme White : 2 
SiaBEE . cccinscqeccscicveccees at NPAssn 30 12 26 12 43 
Isolation ag — REE Iso City 60 poh 18 342 
Salvation Arm e Shie 
ee pes reee 5 is een’ cane Mat Church 80 6 86 29 «= «182 
Prairie City, 438—Grant 
Grant County a Ws wae Gen Indiv 12 5 
Salem, 26,266—Marion 3 
Oregon Fairview Home.... MeDe State 917 -. 967 108 
— Rated capacity 1,000 
Oregon State Penitentiary zs 
Hospital siieeeuees ee a: Inst State 30 15 427 
Oregon State School for the 
Deat ec as Ukeheneanecersen’ Inst State 11 1 268 
Waildport, 367—Lincoin t. 
Waldport Community Hosp. Gen Indiv 10 4 22 2 73 
- Average 
Summary for Oregon: Number Beds Census Admissions 
Hospitals and sanatoriums.. 60 8,993 7,639 90,072 
Related institutions.......... 12 1,305 1,097 3,863 
TOCRIG. ca csic cvcdescecccsecs 10,298 8,736 93,935 
Refused registration.......... 345 
PENNSYLVANIA 
as - a 
Sm as < bo ere s 
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Hospitals and Sanatoriums >F ge 3 s ge 26 & 
Ba os A Za 40 < 
Abington, 3,200—Montgomery 
Abington Memorial Hosp.*#© Gen NPAssn 251 51 733 194 6,126 
ntown, 92,563—Lehigh 
Allentown Hospital*°o ..... Gen NPAssn 300 25 636 258 7,411 
Allentown State Hosp.#°.. Ment State 1,567 .. -» 1617 265 
Rated capacity 1,494 ; 
Baer Hospital ............ -Gen Indiv 25 10 ion +. 182 
Sacred Heart Hospital*®..Gen Church 260 25 546 171 4,486 
Allenwood, 400—Union 
Devitt’s Camp .............. TB | NPAssn 108 .. ae 92 230 
Altoona, 82,054—Blair 
NPAssn 162 18 389 95 3,048 


Altoona: Hospital*o ........ Gen 
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Mercy Hospital*°o .......... Gen NPAssn 127 17 
Ambler, 3,944—Montgomery 
Dufur Hospital ............ N&M Indiv 50 
Ashland, 7,164—Schuylkill 
Ashland State Hospital©.. Gen State 150 2 
Aspinwall (Pittsburgh P.O.), 4,263—Allegheny 
Veterans Admin. Facility... G&TB Vet 505 
Beaver Falls, 17,147—Beaver 
Providence Hospitalo ...... Gen Church 49 9 
Bedford, 2,953—Bedford 
Timmins’ Hospital ......... Gen Indiv 17 «3 
Bellefonte, 4,804—Center 
Center County Hospital... Gen NPAssn 3 16 
Bellevue, 10,252—Allegheny 
Suburban General Hospital Gen NPAssn 104 14 
Berwick, 12,660—Columbia 
Berwick Hospital .......... Gen NPAssn 52 10 
Bethlehem, 57,892—Northampton 
St. Luke’s Hospital*+o...., Gen NPAssn 192 23 
Bloomsburg, 9,093—Columbia 
Bloomsburg Hospitalo ..... Gen NPAssn 117 18 
Blossburg, 1,696—Tioga 
Blossburg State Hospital..Gen State 90 
Braddock, 19,329—Allegheny : 
Braddock General Hosp.*° Gen NPAssn 126 16 
Bradford, 19,306—McKean 
Bradford Hospitalo ....... Gen NPAssn 107 23 
Bristol, 11,799—Bucks 
Dr. Wagners Private Hosp. Gen Indiv 18 6 
Brookville, 4,387—Jefferson 
Brookville Hospital ....... Gen NP Assn 34 7 
Brownsville, 2,869—Fayette 
Brownsville General Hosp.> Gen NPAssn 9 10 
= ~— bag me mons Suma 
ryn Mawr Hospital*o..... Gen NPAssn 
Butler, 23,568—Butler . pss 
Butler County Memorial 
(Pee en NPAssn 108 20 
Canonsburg, 12,558—Washington 
Canonsburg General Hosp.° Gen NPAssn 66 14 
Carbondale, 20,061—Lackawanna 
Carbondale General Hosp. Gen NPAssn 58 12 
St. Joseph’s Hospital°...... Gen Church 88 10 
Carlisle, 12,596—Cumberland 
Carlisle Hospital .......... en NPAssn 77 18 
Station Hospital ........... en Army 50 2 
Chambersburg, 13,788—Franklin 
Chambersburg Hospital .... Gen NPAssn 77 12 
Chester, 59,164—Delaware 
Chester Hospital*© ........ Gen NPAssn 250 35 
J. Lewis Crozer Home for 
Incurables and Homeo- 
pathic Hospital ......... Gen NPAssn 85 15 
Clarks Summit, 2,604—Lackawanna 
Hillside Home and Hospital 
for Mental Diseases....... Ment City 950 
Clearfield, 9,221—Clearfield 
Clearfield Hospitalo ........ Gen NPAssn 110 17 
Clifton Heights, 5,057—Delaware 
Burn Brae Hospital........ N&M Indiv 45 
Coaldale, 6,921—Schuylkill 
Coaldale State - Hospital... Gen State 104 18 
Coatesville, 14,582—Chester 
Coatesville Hospital® ...... Gen NPAssn 88 10 
Veterans Admin. Facility... Ment Vet 1,459 .. 
Columbia, 11,349—Lancaster 
Columbia Hospital ........ Gen NPAssn 45 10 
Colver, 2,060—Cambria 
Colver Hospital ........... Gen NP Assn 19 4 
Confluence, 989—Somerset 
Frantz Hospital ............ Gen Indiv 2 3 
Connellsville, 13,290—Fayette 
Connellsville State HospitalGen State 98 15 
Corry, 7,152—Erie 
Corry Hospital ............ Gen NPAssn 40 8 
Coudersport, 2,740—Potter 
Coudersport General Hosp.Gen NPAssn 27 4 
Danville, 7,185—Montour 
Danville State Hospital#©.. Ment State 1,918 
; Rated capacity 1,947 
Geo. F. Geisinger Memorial 
Hospital*#© ...........0.. Ge NPAssn 161 26 
Darby, 9,899—Delaware 
Fitzgerald-Merey Hospital*Gen Church 200 48 
Dixmont, 1,200—Allegheny 
Dixmont Hospital ......... N&M NPAssn 1,000 . 
Drexel Hill, 1,119—Delaware 
Delaware County HospitalGen NPAssn 56 14 
Du Bois, 11,595—Clearfield 
Du Bois Hospital........... Gen Church 5. 7 
Maple Avenue Hospital....Gen NPAssn 70 7 
Eagleville, 184—Montgomery 
Eagleville Sanatorium for 
Consumptives? ........... TB NPAssn 188 .. 
Easton, 34,468—Northampton 
Betts’ Private Hospital....Gen NPAssn 4 10 
Easton Hospital*°® ......... Gen NPAssn 200 20 
Easton Sanitarium ........ N&M Indiv 30 .. 
East Stroudsburg, 6,099—Monroe 
General Hospital of Monroe 
County .......s0-eee . NPAssn 47 68 
Elizabethtown, 3,940—Lancaster 
ia Freemasons’ Me- 
morial Hospital .......... Frat 165 


Key to symbols and abbreviations is on page 986 


Number of 
Births 


o 
— 
ae 


452 


457 
240 
180 
519 
410 

83 

36 
146 
546 


251 


254 


145 
138 


252 
19 


635 


269 


271 
178 


74 


1 


44 


37 
43 


64 
46 


130 
28 


801 


3 


3 


84 
61 


1,232 


18 


031 


2 No data supplied 


4,409 


1,197 


81 
2,129 


1,785 


iv 


425 


No data supplied 


26 
337 
178 

44 


443 
770 
319 

96 
122 


145 


7 
68 
16 
12° 


1,949 


272 
1,953 
1,176 

419 

421 


7 6,091 


4,263 


1,942 
904 
1,151 
191 


4,595 
72 


1,136 
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State Hospital for Crip- 
pled Children*¥ -....:....... Orth 
Ellwood City, 12,323—Lawrence 
Ellwood City Hospital...... Gen 
Erie, 115,967—Erie 
Erie ‘County Tuberculosis 
NS a ee TB 
Hamot Hospital*©o ......... Gen 
St. Vincent’s. Hospital*©... Gen 
Zem Zem Hospital for Crip- 
a ere rth 
Everett, 1,874—Bedford 
Everett Hospital .......... Gen 
Franklin, 10,254—Venango 
Franklin Hospital .......... Gen 


Gettysburg, 5,584—Adams 
Annie M. Warner Hospital. Gen 
Gladwyne, 1,236—Montgomery 
Gladwyne Colony .......... N&M 
Greensburg, 16,508—W eo uenge > 


Westmoreland Hospitalo .. Gen 
Greenville, 8,628—Mercer 

Greenville Hospital ........ Gen 
Grove City, 6,156—Mercer 

Grove City Hospital........ Gen 


Hamburg, 3,637—Berks 
Hamburg State Sanatorium 
for Tuberculosis TB 
Hanover, 11,805—York 
Hanover General Hospital. Gen 
Harrisburg, 80,339—Dauphin 
Harrisburg Hospital*°o . Gen 
Harrisburg Polyclinic Hos- 
ES A OR RAL: 
Harrisburg State Heapital. Ment 


Keystone Hospital ......... Gen 
Hazleton, 36,765—Luzerne 

Corrigan Maternity Hosp.. Mat 
Hazleton State Hospital©.. Gen 
Hollidaysburg, 5,969—Blair 

Blair County Hospital for 


Mental Diseases .......... Ment 
Homestead, 20,141—Allegheny 
Homestead Hospitalo ..... yen 
Honesdale, 5,490—Wayne 
Wayne County Memorial 
Hospital ....ccccccccveceee en 


Huntingdon, 7,558—Huntingdon 
J. C. Blair Memorial Hosp. Gen 
Indiana, 9,569—Indiana 


Indiana Hospitalo ......... Gen 
Jersey Shore, 5,781—Lycoming 
Jersey Shore Hospital..... Gen 
Sanford Hospital .........- Gen 
Johnstown, 66,993—Cambria 
Conemaugh Valley Memo- 
rial Hospital*© .......... Gen 


Lee Homeopathic Hospital Gen 

Mendenhall Maternity Hosp. Mat 

Mercy Hospital? Gen 
Kane, 6,232—McKean 


seeeeeeeeee 


Community Hospital ...... Gen 

Kane Summit Hospital..... Gen 
Kingston, 21,600—Luzerne 

Nesbitt Memorial Hosp.*° Gen 


Kittanning, 7,808—Armstrong 
Armstrong County Hospital Gen 
Lancaster, 59,949—Lancaster 
Lancaster General Hosp.*® Gen 
Rossmere Sanatorium ..... TB 
St. Joseph’s Hospital*°.... 
Lansdale, 8,379—Montgomery 
Elm Terrace Hospital...... Gen 
Latrobe, 10,644—Westmoreland 
Latrobe Hospitalo 
Lebanon, 25,561—Lebanon 
Good Samaritan Hospitalo Gen 
Lebanon Sanatorium ....... Gen 
Leetsdale, 2,774—Allegheny 
D. T. Watson Home for 
Crippled Children 
Lewisburg, 3,308—Union 
Evangelical Hospital 
U. S. Public Health Service 


Orth 


Hospital ” ....f...ccccseesse en 
Lewistown, 13,357—Miffiin 
Lewistown Hospital ...... Gen 


Lock Haven, 9,668—Clinton 
Lock Haven Hospital...... Gen 
Teah Private Hospital 
Lock No. 4, 618—Washington 
Charleroi-Monessen Hospital Gen 
Mayview, 420—Allegheny 
Pittsburgh City Home and 
Hospitals 
Pittsburgh City Home’ and 
Hospitals N&M 
McKeesport, 54,632—Allegheny 
McKeesport Hospital*°® .... 
McKees Rocks, 18,116—Allegheny 


Gen 


2S 
soo 
SS =] 
os = 
State 125 
NPAssn 52 
County 65 
NPAssn 224 
NPAssn 186 
Frat 50 
Indiv 25 
NPAssn 47 
NPAssn 54 
Indiv §2 
NPAssn 145 
NPAssn 51 
NPAssn 26 
State 540 
NPAssn 55 
NPAssn 239 
NPAssn 150 
State 1,976 
Rated capacity 1,921 
Indiv 27 
Part 16 
State 141 
County 350 
Corp 106 
NPAssn 29 
NPAssn 70 
NPAssn 145 
NPAssn 20 
Indiv 20 
NPAssn 305 
NP Assn 54 
Indiv 18 
Chureh 86 
NPAssn 57 
NP Assn 35 
NPAssn 120 
NPAssn 66 
NPAssn 237 
CyCo 57 
Church 198 
NPAssn 28 
NPAssn 75 
NPAssn 90 
Corp 28 
NPAssn_ 100 
Chureh 26 
USPHS 84 
NPAssn 89 
NPAssn 68 
Indiv 16 
NPAssn 85 
City 997 
City 2,718 
NPAssn 243 
NPAssn 53 


Ohio Valley General Hosp.° Gen 
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Bassinets 


. 
. 


o 


10 


12 
12 


or 


16 
14 


40 
17 


Number of 
Births 


593 
158 
69 


311 
637 
514 


350 
439 


201 


233 
22 


324 


1,064 


329 





$2 iS Average 
Census 

s 3 Admissions 

wo > 


Estab. 1937 
155 6,147 
208 6,295 
35 53 
11 340 
82 1,212 


3,798 
23 1,189 
11 «401 


93 170 
16 ~=«618 
41 1,625 
66 2,264 


44 1,346 
6 224 


53 1,924 


640 1,195 
678 
5,678 


48 1,561 


2,774 
172 


Key to symbols and abbreviations is on page 986 





HOSPITALS 






PENNSYLVANIA—Continued 





aed A. M. 
ARCH 26, i938 








20 by 2 
= nD 
“ rp ee 
og Ze GS Se wn @ 
= oo ‘a eo | 
Hospitals and Sanatoriums %> Bo 4 Be ga & 
Zz O86 & a ZR 46 
Meadville, 16,698—Crawford 
Meadville City Hospital... Gen NPAssn 90 14 239 55 1,786 
Spencer Hospitalo ......... Gen NPAssn 107 13 295 58 3,020 
Media, 5,372—Delaware 
Media Hospital ............ Gen Indiv 27 «4 20 15 265 
Mercer, 2,125— Mercer 
Mercer Cottage Hospital.. ers Corp 50 4 35 28 929 
Mercer Sanitarium ......... N&M Part Oi ag 39 =: 136 
Meyersdale, 3,065—Somerset 
Hazel MecGilvery Hospital.. Gen Indiv 14 °=«5 24 5 243 
Meyersdale Wenzel Hospital Gen Indiv 12 3 3: 
Monaca, 4,641—Beaver 
Beaver County Sanatorium TB County 62 oe 62 94 
Monessen, 20,268—Westmoreland 
Gemmill Hospital .......... Part 12 5 640 
Monongahela, 8,675—Washington 
Memorial Hospital ........ Gen NPAssn 66 8 129 82 1,176 
Mt. Pleasant, 5,869—Westmoreland 
Henry Clay Frick Memorial 
SEBRTNGRIO os ccnccstccceces Gen NPAssn 62 10 188 40 1,555 
Nanticoke, 26,043—Luzerne 
Nanticoke State Hospital.. Gen State 120 10 230 84 2,963 
New Brighton, 9,950—Beaver 
Beaver Valley General Hos- 
WENGE os csccaNecieehabinvns Gen NPAssn 70 10 = #147 41 1,328 
New Castle, 48,674—Lawrence 
Jameson Memorial Hosp.o.Gen NPAssn 151 21 446 98 3,690 
New Castle Hospital®...... Gen Chureh 105 20 352 76 2,452 
New Kensington, 16,762—Westmoreland 
Citizens General Hospitalo.Gen NPAssn 8 12 329 72 2,632 
Norristown, 35,853—Montgomery 
Montgomery Hospital*o .. Gen NPAssn 99 20 312 61 2,758 
Norristown State Hospital+ Ment State 3,438 .. -. 8,603 319 
Rated capacity 3, o 
Riverview Hospital ........ en Corp 10 39.259 18 5 
Sacred Heart Hospital..... Gen Church 0 ll 8220 25 1,297 
Northampton, 9,889—Northampton 
Haff Hospital ............. Gen Indiv 32- 3 19 20 «500 
Oil City, 22,075—Venango 
Grand View Institution.... TB NPAssn 50... ae 11 5 
Oil City General Hospital Gen NPAssn 75 20 317 59 1,812 
Palmerton, 7,678—Carbon 
Palmerton Hospital© ...... Gen NPAssn S7. 8C188 59 1,966 
Peckville, 3,915—Lackawanna ; 
Mid- -Valley Hospital ....... Gen NPAssn 62 8 269 53 1,798 
Philadelphia, 1 '950,961_—Philadelphia 
American Hospital for Dis- 

eases of the Stomach..... Gen NP Assn 39 «3 48 18 697 
American Oncologie Hosp.. SkCa NPAssn 45... is 21 48528 
Anderson Hospital ...... ... Gen Corp 76 26 232 21 2,048 
Broad Street Hospital...... Gen NPAssn 80 30 279 34 1,385 
Buckman’s Sanatorium .... N&M_ Indiv 25 12 62 
Chestnut Hill Hospital*o.. Gen NPAssn 89 25 329 57 1,854 
Children’s Heart Hospital. Card NPAssn 60 .. ran 50 61 
Children’s Hospital#° ...... Chil NPAssn 134 ., a 92 2,131 
Children’s Hospital of the 

Mary J. Drexel Homet.... Chil Church 53 -" 239A 
Fairmount Farm ........... N&M Corp 44 6 31 «195 
Frankford Hospital*o Gen NPAssn 119 23 485 87 3,458 
Frederick Douglass Memo- 

rial Hospital (col.)...... . Gen pmo — 6 72 25 773 
Friends Hospital ........... N& NPAss 139 «(147 
Garretson Hospital........... Unit of Temple University Hospital 
Germantown Dispensary and 

Hospital*#°o ............... en NPAssn 340 56 1,289 240 7,301 
Graduate Hospital of the . 

University of Pennsyl- 

NE RE a Gen NPAssn 454 .. 3 210 6,804 
Hahnemann Hospital*#© ..Gen NPAssn 515 77 1,327 394 11,343 
Home for Consumptives.... TB Church 104... << 8 157 
Hospital of the Protestant 

Episcopal Chureh*°© ...... Gen Church 482 48 1,090 354 7,808 
Hospital of the University 

of Pennsylvania*#° ...... Gen ‘State 557 41 1,045 348 11,201 
Hospital of the Woman’s 

Medical College*® ........ m NPAssn 152 21 477 93 3,441 
Institute of the Pennsyl- 

vania Hospitalt ......... N&M NPAssn _ 60 a $2. «B17 
Jeanes Hospital* .......... Cc NPAssn 70 é 50 «(589 
Jefferson Medical College 

Hospital*o ....... Gaver en NPAssn 631 57 933 485 13,015 
Jewish Hospital*#o ....... en NPAssn 405 70 1,298 274 7,000 
Joseph Price Memorial Hos- 

WEE VES ca ponanla peters vekes Gen NPAssn 60 10 32 17 
Kensington Hospital for 

WomenO oii cet ccc A ceckad GynMat NPAssn p. 85 948 70 2,530 
Lankenau — ga ick NPAssn 35 396 189 4,341 
Lying-In Hospital............ = of fo Aa Hospital 
Memorial Hospital ....... PAssn 71 10 247 64 1,983 
Mercy Hospital (col.)*°.. ‘Gen NPAssn 100 10 209 74 2,104 
ar oad Episcopal Hospi- 

ee ee pens = en Church 160 36 604 131 4,030 
Misericordia Hospitalto ...Gen Church 195 35 795 142 4,808 
Mt. Sinai Hospital*o....... Gen NPAssn 261 55 1,045 229 1,388 
National Stomach HospitalGen NPAssn 46 3 9 13 486 
Northeastern Hospital*© ..Gen NPAssn 87 15 445 50 2,072 
Northern Liberties HospitalGen NPAssn 58 11 66 41 1,000 
Northwestern General Hosp.. Unit of Temple University Hospital : 
Pennsylvania Hospital*#©..Gen NPAssn 430 130 2,479 328 8,849 
Pennsylvania Hospital, De- 

artment for Mental and 
ee eae, ome NPAssn.. 225 .. 194 

a a nera Os- 
pital*#0 ...................Gen City 2,340 60 1,457 1,952 25,845 








i sid 21 —_ oe 
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Philadelphia Hospital for 
Contagious Diseases ..... Iso City 
Philadelphia Hospital for 
Mental Diseases .......... N&M City 
Philadelphia Italian Hosp. Gen NPAssn 


Philadelphia Orthopaedic Hos- 
pital and Infirmary for 


Nervous Diseases? ....Orth&Neur NPAssn 


Presbyterian Hospital*#°... Gen Chureh 
Preston Retreat ............ Mat NPAssn 
Rush Hospital for Con- 

sumption and Allied Dis- 

OREM wscksncdieacneakecsxey NPAssn 
St. Agnes Hospital*o....... Gen Church 
St. Christopher’s Hospital 

for Children#© ............ Chil NPAssn 
St. Joseph’s Hospital*°o.... Gen Church 
St. Luke’s and Children’s 

Hospital®> ...ccccccccccees Gen NPAssn 
St. Mary’s Hospital*°o...... Gen Church 
St. Vineent’s Hospital for 

Women and Children..... Gen Church 
Shriners Hospital for Crip- 

pled Children ............ Orth Frat 
Skin and Cancer Hospital# SkCa NPAssn 
Stetson Hospital ........... Gen NPAssn 
Temple University Hosp.*+#° Gen NPAssn 
U. 8S. Naval Hospital*...... Gen Navy 
Urologie Clinie ............ Urol Part 
Wills Hospital* ............ Eye NPAssn 
Woman’s Hospital*© ...... Gen NPAssn 
Women’s Homoeopathie Hos- 

WERENT, . Sucadescshancesasete Gen NPAssn 

Philipsburg, 3,600—Centre 
Dr. McGirk Sanitarium..... Gen Indiv 
Philipsburg State Hospital© Gen State 
Phoenixville, 12,029—Chester 
Phoenixville Hospital ..... Gen NPAssn 
Pittsburgh, 669,817—Allegheny 
, Allegheny General Hosp.*#°Gen $NPAssn 
Belvedere General Hospital Gen NP Assn 
Children’s Hospital#© ..... Chil NPAssn 
Elizabeth Steel Magee Hos- 

PROGR sk. Feviecisdivcovesecs Gen- NPAssn 
Eye and Ear Hospital*.... ENT NPAssn 
Haddon Maternity Hospital Mat Corp 
Homoeopathic Medical and 

Surgical Hospital*© ..... Gen NPAssn 
Leech Farm Sanatorium... TB City 
‘Mercy Hospital*#© ........ Gen Church, 
Montefiore Hospital*© .... Gen NPAssn 
Municipal Hospital, for Con- 

tagious Diseases ......... Iso City 
Passavant Hospital*°o ..... Gen Chureh 
Pittsburgh Hospital*® ....Gen NPAssn 
Presbyterian Hospital*#o.. Gen NPAssn 
Roselia Foundling and Ma- 

ternity Hospital .......... MatCh NPAssn 
St. Francis Hospital*+°o... Gen Church 
St. John’s General Hosp.*° Gen NPAssn 
St. Joseph’s Hospital*°o.... Gen Church 
St. Margaret Memoriul Hos- 

DIGNIUE 2 Fi eviccockiepahntcos Gen Church 
South Side Hospital*°®...... Gen NPAssn 
Tuberculosis League Hosp. TB NPAssn 
U. S. Marine Hospital...... Gen USPHS 
Western Pennsylvania Hos- 

DIGRIO kas s <asdadennes oes Gen NPAssn 

Pittston, 18,246—Luzerne 

Pittston Hospitalo ........ Gen NPAssn 
Pottstown, 19,430—Montgomery 

Homeopathic Hospital ....Gen NPAssn 
Pottstown Hospital ........ Gen NPAssn 
Pottsville, 24,300—Schuylkill 

Lemos B. Warne Hospital. Gen Indiv 
A. C. Milliken Hospital.... Gen NPAssn 
Pottsville Hospital*© ...... Gen NPAssn 
Punxsutawney, 9,266—Jefferson _ 

Adrian Hospital ........... Gen NPAssn 
Quakertown, 4,883—Bucks 

Quakertown Hospital ...... Gen NPAssn 
Ransom, 150—Lackawanna 

Ransom Home and Mental 

HOSQTERE 555s vie ek 608060 oven Ment County 

Reading, 111,171—Berks 

Berks County Tuberculosis 

Sanatorium ............... TB County 
Homoeopathic Medical and 

Surgical Hospital* ...... Gen NPAssn 
Reading Hospital*+© ...... Gen NPAssn 
St. Joseph’s Hospital*>....Gen | Church 

Renovo, 3,947—Clinton 

Renovo Hospital ..........Gen | NPAssn 
Retreat, 2,000—Luzern 

Retreat Mental Hospital... . Ment County 
Ridgway, 6,313—Elk 

Elk County General Hosp.Gen NPAssn 
Ridley Park, 3,356—Delaware 

Taylor Hospital Pas ea ...Gen NPAssn 
Roaring Spring, 2,724—Blair 

Nason Hospital ............Gen | NPAssn 
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» Rochester, 7,726—Beaver 
1,000 . 395 5,399 Rochester General HospitatGen NPAssn 89 


3 St. Marys, 7,433—Elk 
5,500 .. .- B,85l - 504 Andrew Kaul Mem. Hosp..Gen Church 48 
40 12 11 7 208 Sayre, 7,902—Bradford 

Robert Packer Hospital*+© Gen NPAssn 304 
» Schuylkill Haven, 6,514—Schuylkill 
140 .. 4 54512 Schuylkill County Hospital 
314 42 499 208 5,165 for Mental Diseases ...... Ment County 504 
50 35 86389 23 «= 400 Scranton, 143,433—Lackawanna 
Hahnemann Hospital*© ... Gen NPAssn 109 
Lackawanna County Tuber- 


Te +: 98 _ 339 culosis Hospital ........ TB County 150 
346 60 1,255 284 7,166 Mercy Hospitalo ........... Gen Church 84 
ie 2g Moses Taylor Hospital*©..Gen NPAssn 125 
7 .. -. 55 1,914 St. Joseph’s Children’s and 
160 20 464 120 3,165 Maternity Hospital®...... MatCh Church 185 
ates St. Mary’s Mater Miseri- 
219 40 809 142 5,525 cordiae Hospitalo ........ Gen Chureh 71 
250 44 699 123 4,429 Scranton Private Hospital Gen Corp 35 
Scranton State Hospital*° Gen State 180 
81 24 378 41 621 West Side Hospitalo........ Gen NPAssn 65 
Sellersville, 2,063—Bucks 
100 .. ‘ea 103-198 Grand View Hospital°...... Gen NPAssn 65 
. ae +. 27 «1738 Sewickley, 5,599—Allegheny 
62 10 117 30 1,381 Valley Hospital*© ......... Gen NPAssn_ 113 
379 41 999 320 9,681 Shamokin, 20,274—Northumberland 
650 .. -- . 591 6,209 Shamokin State Hospital..Gen State 82 
15 40 . 8 205 | Sharon, 25,908—Mercer 
200 .. -» 120 3,805 Christian H. Buhl Hosp.o.Gen NPAssn_ 108 


109 41 871 76 3,520 Shenandoah, 21,782—Schuylkill 

Locust Mountain State Hos- 

160 40 431 73 3,018 ES FRESE Re Gen State 73 
Somerset, 4,395—Somerset 


20 6 22 4 185 Somerset Community Hosp.Gen NPAssn 30 - 


100 12 «301 89 2,770 | South Mountain, 200—Franklin 

Pennsylvania State Tuber- 

60 9 155 30 982 culosis Sanatorium ...... TB State 1,028 
Spangler, 2,761—Cambria 

588 54 724 336 8,233 Miners’ Hospital of North- 


40 10 ~ = 109 15 ©6610 OU CIID hia e's cece cece Gen NPAssn 86 
196 .. .. 109 3,212 | State,—Cambria 

Pennsylvania State Tuber- 
988 112 2,374 202 7,505 culosis Sanatorium No. 2TB State 840 


Sunbury, 15,626—Northumberland 

Mary M. Packer Hospital.. Gen NPAssn 61 
Susquehanna, 3,203—Susquehanna 

Simon H. Barnes Memorial 


1... = BB «4,540 
0 15 Ol 8 «(845 


235 40 761 172 5,136 WOMNNGL 5, «ck «sv nkscckates Gen NPAssn 15 
298 .. -. 286 387 | Tarentum, 9,551—Allegheny 
622 48 697 575 12,412 Allegheny Valley Hospital0Gen NPAsen 88 
198 32 781 200 6,479 | Taylor, 10,428—Lackawanna 

Taylor Hospital ........ .-. Gen NPAssn 41 
100 .. oe 53 = 769 Titusville, 8,055—Crawford 
1146 24 8265 79 2,819 Titusville Hospital ........ Gen NPAssn 44 
184 24 596 147 4,168 Torrance, 500—Westmoreland 
145. 41 98 2,708 Torrance State Hospital... Ment State 1,604 


Rated capacity 1,217 
154 16° «4243 «#«12 ~ 635 Uniontown, 19,544—Fayette 

600 40 795 551 10,459 Uniontown Hospital*© ..... Gen NPAssn 200 

180 92 615 128 4,082 | Warren, 14,863—Warren _ . " 

198 12 392 85 2.466 Warren General Hospital®. Gen NPAssn 85 

wee . Warren State Hospitalt.... Ment State 2,171 

Rated capacity 1,673 


129 21 6328 06 2,561 Washington, 24,545—Washington 


207 18 456 ba — Hillsview Farms Sanitarium Gen Indiv 50 

. tices Cr Washington Hospital*o ...Gen NPAssn 138 
vig tat " ; Waymart, 902—Wayne 

600-61 1,179 425 11,841 Farview State Hospital.. Meat Stave ae 
Peat ag pe Waynesboro, 10,167—Franklin 

105 17 328 68 3,489 Waynesboro — cami Gen NPAssn 36 
= Waynesburg, 4,915—Greene 

oh DS °2 oss Greene County Memorial 

64 11 209 = 431,385 WERE 5 os. cnxcugs sc sekcs Gen NPAssn 34 

Wernersville,1,096— Berks 

78 12 No data ooaenes Wernersville State Hospital Ment State 1,430 
46 10 169 32 1,208 Rated capacity 1,466 


138 12 393 125 3,399 West Chester, 12,325—Chester 

Chester County Hospital*©o Gen NPAssn 137 
73 11 258 63 2,196 Homeopathic Hospital of 

i ms Chester County? ......... Gen NPAssn_ 63 
44 12 109 2 740 | White Haven, 1,537—Luzerne 

White Haven Sanatorium+ TB NPAssn 250 
Wilkes-Barre, 86,626—Luzerne 


366 .. eis ae 65 Mercy Hospital*© .......... Gen Chureh 195 
Wilkes-Barre General Hos- 
WN oda Gevnckqevessiived Gen NPAssn 364 
134 .. os. Soa, s 196 Wyoming Valley Homeopathic 
PRONE Wis.'deccdcdgacee ce Gen NPAssn 76 
100 19 310 63 2,567 | Wilkinsburg, 29,539—Allegheny 
252 37 764 194 6,667 Columbia Hospital*o ..... Gen Church 187 
180 25 511 113 4,229 Williamsport, 45,729—Lycoming 
Rothfuss Clinie and Hosp. Gen Indiv 30 
2 «4 94 10. «(497 Williamsport Hospital*©...Gen NPAssn 231 
Windber, 9,205—Somerset 
1,050 .. -- 1,015 192 Windber Hospitai*© ..... --Gen NPAssn 107 
Woodville, 4,000—Allegheny 


62 9 165 36 1,321 Allegheny County Home and 

’ Hospital for the Insane.. Ment County 3,689 
- 64°15: 258 45 1,619 York, 55,254—York 

West Side Sanitarium......Gen NPAssn § 5O 
52 12 119 25 877 York Hospital*o ..........Gen NPAssn 184 


Key to symbols and abbreviations is on page 986 





Bassinets 


10 


ol 


10 


J 


PENNSYLVANIA—Continued: 


Number of 
Births 


26 


225 
16 


389 
181 
466 
447 


295 


163 


36 
299 


79 


1033 


Admissions 


2,336 


1,124 


1,192 


1,565 


764 
1,348 


226 


2,392 


No data supplied 


189 


221 


26 


aed 


3,496 
87 


955 


No data supplied 


ee 


389 
179 


723 


1,449 


90 
35 
221 


125 


3,495 


21 
153 


234 


3,171 
1,231 

321 
4,288 
8,635 
1,980 
4,101 


349 
4,900 


8,157 


1,535 


742 
4,980 
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28 

Ce #3 

= eo 

Related Institutions aa go 
HA O86 


Bellefonte, 4,804—Centre 
Western State Penitentiary 
Baenttel «5. cicdscadeviscier Inst State 
Selleyvue, 10,252—Allegheny 
Salvation Army Woman’s 


Home and Hospital...... Mat Church 
Broomall, 1,200—Delaware 
Convalescent Hospital...... Conv Frat 


Bryn Mawr, 3,056—Montgomery 
Bryn. Mawr College Infir- 
COE cc vintcdishkteanaeesee’s Inst NPAssn 
Cambridge Springs, 1,665—Crawford 
San Rosario Sanitarium.... Cony Church 
Chester, 59,164—Delaware 
Mercy Hospital ............ Gen Indiv 
Darby, 9,899—Delaware 
St. Francis’ Country House 
for Convalescents and St. 
Francis Hall for Incura- 
BONE vcs cuns ctubedeninsears Conv Ine Church 
Ebensburg, 3,063—Cambria 
Cambria County Hospital.. Inst County 
Elwyn, 200—Delaware 
Elwyn Training School..... MeDe NPAssn 
Embreeville, 500—Chester 
Chester County Hospital 


foe: ERRORS cciccivccssecaced Ment County 
Erie, 115,967—Erie 
Lakeview Hospital ........ Iso City 


Gibsonia, 250—Allegheny 
St. Barnabas Free Home... Inc Chureh 
Harmarville, 786— Allegheny 
Harmarville Convalescent 
ES ERE IR Cony. NPAssn 
Huntingdon, 7,558— Huntingdon 
Pennsylvania Industrial 


DONE <xcetn ick vind acnnenen Inst State 
Johnstown, 66,993—Cambria 
Municipal Hospital ........ Iso City 


Lancaster, 59,949— Lancaster 
Laneaster County Home and 


Hospital for Insane®..... Ment County 
Lansdowne, 9,542—Delaware 
Sanatorium School ........ Orth Indiv 


Laurelton, 327—Union 
Laurelton State Village.... MeDe State 
Rated capacity 
Mercer, 2,125—Mercer 
Mereer County Home and 


TIOREE sve iwcaatensececcws Ment County 
Middletown, 6,085—Dauphin 
Odd Fellows’ Home........ Inst Frat 


Mont Clare, 900—Montgomery 

River Crest Preventorium.. TB NPAssn 
Morganza, 1,500—Washington 

Peonayivanié Training School Inst State 
Muncy, 2,413—Lycoming 


Muncy Vailey Hospital..... Gen NPAssn 
New Wilmington, 907—Lawrence 
Overlook Sanitarium ....... Conv Part 


North East, 3,670—Erie 
St. Barnabas’ House by the 
EAD acdc be skeebhoseseecrs a0 Ine Church 
oun (West Chester P.O.), 10—Chester 
James .C. Smith Memorial 
e. . vixcncabbuegashevers Conv Church 
Pennsylvania Epileptic Hos- 
pital and Colony Farm.. Epil NPAssn 
Olyphant, 10,743—Lackawanna 
Waeeety OMe so csniscsccksd Ment County 
Pennhurst (Spring City P.O.),—Chester 


Pennhurst State School.... MeDe State 
Rated capacity 
Philadelphia, 1,950. ee 

Babies’ Hospit OES écunmenacas NPAssn 
Belmont Hospital, oo 

tion Army Home and 

Wospltal\.s vcccsocppiscssves Mat Church 
Basten sored Penitentiary 

MRDUIEGE sn d0c civcegonsossvs Inst State 


whesunse Crittenton Home Mat NPAssn 
Home of the Merciful Sav- 

jour for Crippled Children Orth NPAssn 
Homewood School ......... Inst NPAssn 
Kenwood Sanitarium ...... Conv Corp 
Logan Private Nursing Home Cony Indiv 
Philadelphia County Prison 

Hospital (Holmesburg) ..Inst CyCo 
Philadelphia County Prison 

Hospital (Reed St. Prison) Inst County 
Philadelphia Home for In- ; 


QUNGREES 050 scescueaeavets Ine NPAssn 
Pine Hall Convalescent Home jon Indiv 
Maron TIGR... oisescntevgsins Conv Corp 


Widener Memorial Industrial 
Training School for Crip- 


pled Children ............ Orth NPAssn 
Pittsburgh, 669,817—Alleghehy _— hha ose 
Fairview Sanatorium ....... Ment Corp 
Industrial Home for Crip- 
pled Children ............. Orth . NPAssn 


Jewish Home for the Aged Inst NPAssn 
Western Penitentiary Hosp.Inst State 


Beds 


¢ ° 
to 
vr 


Bassinets 


13 


to 


qr 


Number of 
Births 


61 


Average 
Census 


21 


a w 


41 
84 


955 


323 


97 


or 


445 


694 


99 
vu 


35 


REGISTERED 


Admissions 


435 


No data supplied 


10 
ll 
24 


30 


512 
215 


231 


19 


No data supplied 


is . 


116 18 
140 27 
1,755 38 
12 316 
5 71 
54 1,998 
15 40 
62 6 
146 57 
6 26- 123 
No data supplied 
2% %W7 
14 «(641 
207 34 
16 30 
@ 6 
8 
75 «6110. 
55 - 54 
20° 585 
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PENNSYLVANIA—Continued 
25 3 
w fo 
i ae 
Related Institutions ae E 3 3 
ed 8 z 2) 


Polk, 3,337—Venango 
Polk State School.......... MeDe State 2,888 .. 
Rated capacity 2,632 
Pottstown, 19,430—Montgomery 
Hill School ane inked Inst NPAssn 30 iy 
Retreat, 2,000—Luzer ; 
Retreat Home ro} “Hospital 
for Chronic Diseases...... Inst County 700 
Rochester, 7,726—Beaver 
Passavant Memorial Homes 
for the Oare of Epileptics Epil Chureh 175 
Scranton, 143,433—Lackawanna 
Municipal Hospital for Con- 
tagious Diseases ......... Iso City 40 
Selingsgrove, 2,797—Snyder 
Selingsgrove State Colony 
for Epilepties ............ Epil State 376... 
ted capacity 442 
Somerset, 4,395—Somerset 
Somerset County Home and 
Hospital ...............00. Ment County 540 
State College, 4,450—Centre 
Pennsylvania State College 


ie: A. M. A. 
cH 26, 1938 


Number of 


Births 


Health Service Hospital.. Inst State 30 
Towanda, 4,104—Bradford 
Mills Private Hospital...... Gen Indiv 19 8 117 
Troy, 1,190—Bradfor 
Martha Lloyd School...... MeDe NPAssn 9 .. 
Wellsboro, 3,643—Tioga 
Wellsboro Hospital ........ Gen Indiv 9 2 22 
Wilkes-Barre, 86,626—Luzerne 
Contagious Diseases yg Iso City 12 
Williamstown, 2,958—Dauphin 
Williams Valley Hospital...Gen Indiv 24 2 
Willow Grove, 3. ,000—Montgomery 
Willow Crest for Convales- 
GO ee dciseaspiaseacapcais Conv NPAssn eds ee 
Summary for Pennsylvania: . Average 


Number Beds Census 





DQ 
8 
Sn @ 
ca & 
§ 

- 
5s 
2,936 93 
7 870 
460 196 
118 = 3 
s 118 
420. 68 
486 42 
7 6574 
5 2i7 
95 2 
3 “10 
Si 67 
a oe 
70 1,073 


eh) 
Admissions 








Hospitals and sanatoriums.. 293 73,446 61,533 697 836 
Related institutions.......... 61 11,987 10,773 13,875 

L ppcecedanebieaeeuenee 354 85,433 72,306 711,711 
Refused registration.......... 24 549 


RHODE ISLAND 


Murray Preventorium ,..Conv NPAssn 55 38 
Key to symbols and abbreviations is on page 986 












25 3 3 
So €s 3 i" & $ 
cs cs & 38 s3.8 
Hospitals and Sanatoriums SF Es : “2 EE ee FI 
BH ) ZO 25 & 
Central Falls, 25,898— Providence ee =F 
Notre Dame Hospital....... Gen NPAssn 50 11 83 24 1 
East Greenwich, 3,666—Kent 
Crawford Allen Memorial 
Hospital. .i...siccccvecvsces Unit of Rhode Island Hospital, Providence 
East Providence, 29,995— Providence 
Emma Pendleton Bradley ; 
WMD: i sinnadicdneccvcseaca NervChil NPAssn 50 js 4 8 
Hillsgrove, 1,000—Kent 
St. Joseph’s Sanatorium... TB Church 100 20 
Howard, 5,000—Providence 
State Hospital for Mental 
Diseases#© .........eccceee Ment State 2,530 .. +. 2,466 501 
Rated capacity 1,550 
State Infirmary ............ Gen State 1,006 64 49 1,006 92 
Newport, 27,612—Newport ; 
Newport Hospital® ........ Gen NPAssn 154 35 450 108 2,641. 
Station Hospital .......... -Gen Army 44 ., oC : e 
U. S. Naval Hospital....... Gen Navy 182 ., .- «18 1,278 
Pawtucket, 77,149—Providence 
Memorial Hospital*® ...... Gen NPAssn 166 30 613 133 3,193 
Providence, 252,981— Providence uae 
Butler Hospital#o ......... N&M NPAssn 174 .. . wb ww 
Charles V. Chapin Hosp.t+© TbIso City = és .- 216 2,265 
Homeopathic Hospital*o...Gen | NPAssn 834 182 4,933 
Jane Brown Memorial Hosp. Unit of Rhode island Hospital 
Miriam Hospital ........... Gen NPAssn 273 «= 45 s«1,489 
Providence Lying-In Hosp. Mat NPAssn : 155 155 2,925 . 109 3,226 
Rhode Island Hospital*#©Gen NPAssn 580 .. .. 423 10,890 
St. Joseph’s Hospital*©....Gen' Chureh 307 43 796 4,846 
Wakefield, 4,000—W ashington * ee 
South County Hospital....Gen NPAssn 35 10 133 25 866 
Wallum Lake, 100—Providence 
State Sanatorium* ......... TB State a0... 4. Sl oF 
Westerly, 10,997—Washington x 
Westerly Hospital ......... Gen NPAssn 61 12 157 2% 92 
‘Woonsocket, 49,376— Providence ; shag Gas By 
Woonsocket Hospital ......Gen  NPAssn 149 37 512 81 2,500 
Related Institutions 
Bristol, 11,953—Bristol ; . 
Rhode Island Soldiers’ Home Inst State 82 .. es 
Howard, 2,250—Providence 
Rhode Island State ie ‘ 
eee seeesverocsereoes tate 24 ee ee 
Hoxsie, 135—Kent . 5 ss oe ee 
Lakeside Home and Mary - - - : 4 tet Bie 9 3% 
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RHODE ISLAND—Continued 


£¢ 3 3 3 

Sg Be g Zs Ss E; 

Related Institutions F i 2 @ 8e 5 : E 
a wm 40 <4 


La Fayette, 600—Washington 
3 Exeter School ....... coscnee MeDe State 655. .. -- 616 142 
Rated capacity 505 
Providence, 252,981— Providence 











0 Heath Sanatorium ......... Conv Indiv , ee a 15 33 
Heath Sanatorium Annex.. Conv Indiv 4... “z 15 24 
St. Elizabeth Home for In- 
6 CUTADIES ...ccccseceeeee +++. Ine Church 4 .. os 44 9 
hode e Average 
5 Summary fer B island: Number Beds Census Admissions 
Hospitals and sanatoriums.. 20 6,657 5,776 42,916 
: Related institutions.......... ee 745 836 824 
TORQ ii caseticnechisaccces 27 7,402 6,612 43,740 
. Refused registration.......... 1 65 
SOUTH CAROLINA 
2 S53 2 3 5 
33 Os E ge $3 3 
2 3 2 
i4 Hospitals and Sanatoriums a gO 3 3 &f sa 
‘ Fa 68 8 8 zh <5 & 
u7 Abbeville, 4,414—Abbeville 
é Abbeville County Memorial 
é Hospital .....ccccccscccese Gen NPAssn 23 3 32 9 335 
3 Aiken, 6,083—Aiken 
i‘ Aiken County Hospital.....Gen County 60 12 74 — 63 1,875 
7 Anderson, 14,383— Anderson 
v Anderson County HospitalOGen NPAssn 74 10 272 63 2,775 
8 Bennettsville, 3,667—Marlboro 
. Marlboro County General 
Hospital .....6..eeeeeeeees Gen NPAssn 32 8 98 22 =—980 
a Camden, 5,183—Kershaw 
73 Camden Hospital© ......... Gen Corp 50 6 123 85 1,525 
Charleston, 62,265—Charleston 
Baker Memorial Sanatorium Gen NPAssn 30 10) «157 $1 1,494 
1s Roper Hospital*#o ........ Gen NPAssn 270 30 662 269 7,644 
Pranclq Xavier. Infir- 
Nae SS ee ee en Chureh 50 13 «4148 32 850 
U. 8. "Naval Hospital...... Gen Navy 7 a 3 6 23 427 
(hester, 5,528—Chester : 
Pryor Hospital® ........... Gen NP Assn 38. 6 49 18 1,002 
Clinton, 5,643—Laurens 
Dr. Hays’ Hospital......... Gen Part 20 5 22 7 $01 
Columbia, 51,581—Riehland 
2 Columbia Hospital*° ...... Gen County 275 30 592 £213 7,131 
3 Good Samaritan Hospital 
7) (ORDO ives cdcdceadiossces Gen NPAssn 5 66 89 40 1,022 
a South Carolina. Baptist # 
EI Hospital ..........s.000+ Gen Church 103 6 1% 88 2,700 
4 South Carolina State Hos- 
PUERIO kg iddin cen Kdccvedenes Ment State 4,096 .. -- 38,906 1,478 
921 Rated capacity 3,752 
Veterans Admin. Facility.. Gen Vet 618 .. cos “HB: BA 
Waverly Fraternal Hospital 
nee UOURIES sc canine o> ieccasens« Gen ‘Frat 68 4 48 35 668 
Waverley Sanitarium ...... N&M Corp . re es 29 = 359 
Conway, 3,011—Horry 3 
83 Conway Hospital .......... Gen NPAssn .36 6 25 25 1,855 
Florence, 14,774— Florence 
20 Florence-Darlington .Tuber- $ 
eculosis Sanatorium ...... TB County 64... a 59 64 
MeLeod Infirmary® ........ Gen NPAssn 165 10 187 135 4,754 
501 Saunders Memorial Hosp.°.Gen NPAssn 65 6 30 48 2,088 
Gaffney, 6,827—Cherokee 
992 Cherokee County HospitaloGen County 41 3 12 24 491 
Greenville, 29,154—Greenville 
641 - Greenville County Sanat..TB County 8 .. an 75 «(184 
i Greenville General Hosp.*° Gen City 182 18 362 129 4,893 
273 Dr. Jervey’s Private Hosp.. ENT Indiv 15°... “i 2 $22 
’ St. Francis Hospital........ Gen Church 90°20 387 88 3,670 
1193 Shriners Hospital for Crip- 
pled Children ............ Orth Frat 65 .. os 60 306 
179 Working Benevolent Hospi- 
265 tal: GUE is <céaeincinacces Gen‘ Frat 23° 1. 2 13 
933 Greenwood, 11,020— Greenwood 
Brewer Hospital. (col.)°....Gen CyCo %3 4 10 12 308 
1489 Greenwood Hospital ....... Gen NPAssn 70 6 102 233 1,405 
226 Hartsville, 5,067—Darlington 
890 Byerly Hospital ........... Gen. Indiv 3 3 123 12 68 
846 Powe Hospital .....:.-..... Gen Indiv 15 4 . Estab. 1937 
: Kingstree, 2,392— Williamsburg 
866 Kelley Sanatorium ..:...... Gen _Indiv % 6 8 8 925 
Lancaster, 3,545—Lancaster ‘ 
327 Lancaster Hospital ...... ..Gen Indiv. 30.4. .32 2 432 
992 “ Laurens, 5,443—Laurens 
Laurens County. oe Gen County 29 «4 42 9 548 
" Moncks Corner, 623—Berkele 
2,338 Berkeley County Hospital. G&TBNPAssn 52 6 34 9 571 
Meena me ge wt Gen A 9 3° 18 65. 1,449 
ation ta eoranesie rmy ply 
Mullins, Limp ation” ie es 
Mullins Hospital® ..:...:...Gen. NPAssn. 60..8 81 36 1,529 
Navy Yard, 1,025—Charleston -. é ase Fi ss 
Pinehaven Sanatorium «eee TB County @ .. A 6 8697 
_ Newberry . ee Hospital Gen _NPAssn 2% 5 48 1. 5% 
‘ Oran , 8,776—Orangeburg ; i hae tnt as 
pant meagtial ....: Gen NPASsn 110.12. “58. ‘4’ 1,780 












aaice, Refs Key to symbols. and abbreviations is. on page 986. 
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og 
Hospitals and Sanatoriums RE 
Ho 

Parris Island, 250—Beaufort 
U. 8S. Naval Hospital...... Gen 


r=) 
=| 
= 
o 


or Control 


Ridgewood (Columbia P.O.), 000 Richland” 


— Tuberculosis 
Rock Hil, 11,322—Yo 

St. Philip’s icy Hospital Gen 
Six Mile, 150—Pickens 

Dr. Peek’s Hospital........ Gen 
Spartanburg, 28,723—Spartanburg 

Mary Black Memorial Hos- 

BEE aetictacinstisavenecns Gen 

Spartanburg General Hosp.° Gen 

State Park,—Richland 


Palmetto Sanatorium (col.).. Unit of South Carolina omeapeeer 
76 


South Carolina Sanatorium TB 
Sumter, 11,780—Sumter 


NPAssn 
Chureh 
Indiv 


NPAssn 
County 


State 





2 
E 
10 
70 
60 
32 


50 
304 


Tuomey Hospitalo ......... Gen NPAssn 88 
Walterboro, 2,592—Colleton 
Charles Es’Dorn Hospital..Gen Indiv 35 
Related Institutions 
Charleston, 62,265—Charleston 
Charleston Orphan House.Inst City 24 
Clinton, 5,643—Laurens ; 
Lesh Infirmary of Thorn- 
well Orphanage .......... Inst. Church 40 
State Training School...... MeDe State 715 
Rated capacity 650 
Greenville, 29,154—Greenville 
Webb Memorial Infirmary. Inst NPAssn 42 
Ridgeland, 715—Jasper 
Evelyn Ritter Hospital..... Gen Indiv 17 
Summerville, 2,579—Dorchester 
Arthur B. Lee Hospital 
MEE. Sineddhccee aaneseews Gen NP Assn 12 
Summerville Infirmary .... Gen NPAssn 10 
Sumter, 11,780—Sumter 
Camp Alice, Sumter County 
Tuberculosis Sanitarium.. TB CyCo 26 
Union, 7,419—Union ; 
Wallace Thomson Hospital Gen County 25 
Summary for South Carolina: ae 
Hospitals and sanatoriums.. 30 8,502 
Related institutions.......... 9 846 
OG 5k cudinse a eehevecne 59 9,348 
Refused registration.......... 3 62 


SOUTH DAKOTA 


Service 


onl 
°o 
Hespitals and Sanatoriums - 


Aberdeen, 16,465—Brown 

Aberdeen Good Samaritan 

, Eee Gen 

St. Luke’s Hospital°........ Gen 
Belle Fourche, 2,032— Butte 

John Burns Memorial Hosp. Gen 
Bowdle, 7733—Edmunds 

Community Hospital ...... Gen 
Brookings, 4,376—Brookings 

Brookings Municipal Hosp. Gen 
Burke, 591—Gregory 

Burke Hospital ............ Gen 
Cheyenne Agency, 121—Dewey 

Cheyenne River Indian Hosp. Gen 
Deadwood, 2,559—Lawrence 

St. Joseph’s Hospital©..... Gen 
Dell Rapids, 1,657—Minnehaha 

Dell Rapids Hospital....... Gen 
Edgemont, 1,103— Fall River 


Edgemont Hospital ........ Gen 
Eureka, 1,308—McPherson 

Eureka Community Hosp.. Gen 
Faulkton, 739—Faulk 

Faulk County Hospital.... Gen 
Flandreau, 1,934—Moody 


Flandreau Municipal Hosp. Gen 
Ft. Meade, 850—Meade 


Station Hospital ........... Gen 
Ft. Thompson, 180—Buffalo 
- Crow Creek Hospital....... Gen 
Hot Springs, 2,908—Fall River 
Lutheran Sanatorium and 
Hospital  ..csiccscccccccese Gen 


Our Lady of Lourdes Hos- 
pital and Sanitarium°... Gen 
Veterans a Gen 


Huron, 10,946—Be 
Sprague Hospital© ......... Gen 
Lead, 5,733—Lawrence 
Hospital ...... Gen 
Lemmon, 1,508—Perkins 
_ Lemmon rn ‘aegae ey Gen 


—. 4,289— 
“Madison Community. Hosp. Gen 


Ownership 
or Control 


Church 
Church 


NPAssn 
NPAssn 
City 

NP Assn 
IA 
Church 
Corp 
Indiv 
NPAssn 
County 
City 
Army 


IA 


Church 
Chureh 
Vet 
NPAssn 
NPAssn 
NPAssp 


Beds 


10 
20 


3 E 
$e 2. & 
a 2 a5 2 
s Be g¢8 § 
© ZA «40 4 
4 22 46 8547 

45 64 
8 No data supplied 


3 25 20 «(574 


6 64 33 1,828 
16 355 )0«=—-:197 5,267 








22 309 
12 141 66 1,941 
4 52 20 1,198 
5 241 
10 = G24 
710 3=—_: 265 
2 130 
3 26 8 431 
2 7 192 
5 Nou data supplied 
22 36 
3 31 12 474 
Ayerage 
Census Admissions 
6,831 76,789 
783 2,628 
7,614 79,417 
3 a 
= = © £ 
8 $2 33.3 
2 82 58 2 
3 S52 ¢s 3 
AR ZA 40 <4 
6 34 ll 437 
25 301 70 2,672 
9 50 7 # $14 
2 47 3 BS 


12 116 16 867 


10 = 163 32 


2 25 3 720 
4 51 ll 417 
3 ° 

5 . Estab. 1937 
2 11 71 =1,261 
7 37 17. 464 
5 & 3 2 


6 Gh 98-1,198 
iui aoe 


8 1% 2% 1,031 
3 ee 
5 -- 3 4 180 
10 No data suppliea 














— 
og 
Hospitals and Sanatoriums SF 
Bx 
Milbank, 2,389—Grant 
St. Bernard Providence Hos- 
pital RKRsS Se pUnKEbecdherediad Gen 
Miller, 2,389—Hand 


Miller Hospital and Clinic. Gen 
Mitchell, 10,942—Davison 
Methodist State Hospital® Gen 


Joseph Hospital®........ Gen 
Mobridee 3,464— Walworth 

LOWE THOGIMERL .cccceccccccs Gen 

Mobridge Hospital ......... Gen 


New Underwood, 311—Pennington 
New Underwood Community 


RR ie Gen 
Pierre, 3,659—Hughes 
St. Mary’s Hospital®...... Gen 
Pine Ridge, 618—Shannon 
Pine Ridge Hospital ....... Gen 


Rapid City, 10,404—Pennington 
Black Hills Methodist Hos- 
pitalo 
St. John’s McNamara Hos- 
MEME. . sin cueadtdcusebeees ere 
Redfield, 2,664—Spink 
Baldwin Community. 
Rosebud, 120—'Todd 
Rosebud Agency 
Hospital 
Sanator, 10—Custer 
South Dakota State Sana- 
torium for Tuberculosis. TB 
Sioux Falls, 33,362—Minnehaha 
McKennan Hospital© 


Hosp. Gen 


Indian 


Gen 


Moe Hospital and Clinic... Gen 
Sioux Valley Hospital®.... Gen 
Volga, 604— Brookings 

Volga Hospittl ... cece Gen 
Watertown, 10,214—Codington 
Bartron Hospital® ........ Gen 
Luther Hospital® .......... Gen 
Webster, 1,805—Day j 
Peabody Hospital? ........ Gen 
Winner, 2,220—Tripp 

Wilson ELOSPIERl: :6..000020005 Gen 
Winner General Hospital... Gen 
Yankton, 6,072—Yankton 

Sacred Heart Hospitalo.... Gen 
Yankton State Hospital... Ment 


7) 

2s 

ia a 

#5 w, 

ae = 

oR) fea) 
Church 25 
Part 18 
Chureh 100 
Church 100 
Indiv 20 
NPAssn 23 
NPAssn 13 
Church 102 
IA 49 
Church 65 
Church 65 
City 12 
IA 58 
State 192 
Church 105 
Indiv 50 
NPAssn_ 116 
Corp 16 
Corp 65 
Chureh 60 
Indiv 50 
Indiv 10 
Part 14 
Chureh 130 
State 1,703 


Rated capacity 1,285 


Related Institutions 
Flandreau, 1,9834—Moody 


Flandreau Indian School 
Hospital casosesecssveccees Gen IA 35 
Garretson, 655— Minnehaha 
De Vall Hospital............ Gen Indiv 10 
Hot Springs, 2,908—Fall River 
State Soldiers’ Home Hosp. Inst State 35 
Pierre, 3,659—Hughes 
Pierre Indian Sehool Hosp. Gen IA 8 
Platte, 1,207—Charles Mix 
Platte Hospital ........... Gen Indiv 6 
Redfield, 2,664—Spink 
State School and Home for 
Feebleminded ..........00. MeDe_ State 687 
Rated capacity 687 
Sisseton, 1,840—Roberts 
Sisseton Indian Hospital.. Gen IA 35 
Wagner, 1,420—Charles Mix 
Duggan Hospital .......... Gen Indiv 12 
Yankton Indian Hospital.. Gen IA 24 
Summary for South Dakota: Number © ‘Teds 
Hospitals and sanatoriums.. 47 4,083 
Related institutions.......... 915 
TOG... cc08s ch vnesssaketnes 56 4,998 
Refused registration.......... 124 
TENNESSEE 
25 
ww es 
Se ES 
Hospitals and Sanatoriums SE g° 3g 
HH os Ed 
Athens, 5,385—MeMinn 
Epperson Clinic-Hospital.... Gen Indiv 23 
Foree Hospital ............ Gen Part 18 
Brownsville, 3,204—Haywood 
Haywood County Memorial 
OMAN ssi i céctasiais Gen NPAssn 35 
Chattanooga, 119,798—Hamilton 
Baroness Erlanger ee 
EGENOe - cosicnwkussonsons bier CyCo 225 
Children’s Hospital#® ...... MatCh CyCo 73 
Newell and Newell Sanit.o. Gen Part 65 
Pine Breeze Sanatorium*?... TB NPAssn- 235 
Clarksville, 9,242—Montgomery 
Clarksville Home Infirmary 
ODL): 5 s5i can egvecassheaanes Gen Indiv 25 
Clarksville HospitalO ......Gen NPAssn 40 
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wn 
g ° 5 
2 § Som 
S 62 sas 2 
a ge bs 
= oe 
& ZA <0 <« 
8 76 7 386 
5 60 9 325 
15 169 56 2,000 
13 176 58 2,392 
6 3 7 293 
11 32 ll. 763 
6 53 4 230 
18 181 52 1,912 
ll 136 42 1,252 
6 148 45 1,174 
13 200 42 1,527 
3 35 8 284 
8 120 40 1,056 
153 159 
20 264 74 2,563 
8 $9 20 712 
2 271 81 2,359 
4 32 10 330 
8 107 57 1,688 
10 No data su ipplied 
7 No data supplied 
2 29 3 182 
6 64 4 340 
20 «=: 201 77 1,962 
a -. 1,604 -379 
1 5 14 482 
2 13 2 63 
23 «©6296 
6 138 
4 18 4 108 
° on UR 96 
Estab. 1937 
3 41 7 3 
6 Estab. 1937 
Average 
Census Admissions 
3,065 41,669 
726 1,732 
3,791 43,401 
a 3 a 
2 3. Ss 3 
5 22 as @ 
w Es so S 
s s& 698 3 
AR 42m <¢0o 
2 53 6 487 
6 28 5 300 
4 50 17 ~—s «584 
26 962 190 7,141 
ll 245 52 1,340 
3 25 31 1,303 
A o- 88. 48 
1 5 355 
6 68 18 «86718 





Key to symbols and abbreviations is on page 986 
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our. A. M. A 


ARCH 26, 1938 


Number of 
Births 


ao 





n 

a 

. 2 
se 2 
s2 8 
se 
“0 4 
5 160 

4 778 
6 201 

13.854 
8 499 

3 256 

24-938 
35 1,248 
4 3815 


No data supplied 
76 


47 


10 701 


13 «679 


No data supplied 


180 


689 


33 1,507 
oo | O65 
6 321 
387 1,401 
127 |: 3% 
2 359 
1,445 414 
108 4,160 
154 7,166 
43 1,836 
5 461 
9 481 
10 38564 
S$ 19% 
68 1,415 
ll =. 239 
$43 14,511 


No data supplied 


61 
1,263 


230 


969 
423 
577 


301 


TENNESSEE—Continued 
as 2 
~ s8 2 
°8 Za & 
Hospitals and Sanatoriums > ES 2 3 
Po oe > =) 
Ao °o°6 roa] 
Cleveland, 9,136—Bradley 
Speck Hospital ........ «ess» Gen NPAssn 32 3 
Columbia, 7,882—Maury 
Kings Daughters HospitalOGen NPAssn 50 «65 
Dayton, 2,006—Rhea 
Broyles Private Hospital.. Gen Indiv 12 2 
Dyersburg, 8,733—Dyer 
Baird-Brewer Gen. Hosp.°. Gen Corp 50 «6 
Elizabethton, 8,093—Carter 
St. Elizabeth General Hosp.Gen Corp 25-5 
Erwin, 3,623—Unicoi 
Legion Memorial Hospital. Gen Corp 14 3 
Greeneville, 5,544—Greene ; 
Greeneville Sanatorium and 
en — a te en Corp 60 8 
Takoma Hospital and San- 
Rae ae en NPAssn 5 6 
Humboldt, 4,613—Gibson 
CURE: CURIS 6b. seckinices Gen Indiv 10 3 
Jackson, 22,172—Madison 
Fitts-White Clinie .......... Gen Part 40 6 
Memorial Hospital ......... Gen NPAssn 3 6 
Webb-Williamson Hospital 
| RTO yeeay eats en Corp 24 «6 
Jefferson City, 1,898—Jefferson 
Jefierson Hospital .......... en Indiv ae 
Johnson City, 25,080—W ashington 
Appalachian Hospitalo . Gen Corp 50 10 
Campbell’s Eye, Ear, Nose 
and Throat Hospital..... ENT Indiv 10 
Jones Eye, Ear, Nose and 
Throat Hospital ......... ENT Indiv aes 
Parker-Budd Clinic and 
ROSIN shout swcrecesasnss Gen Part | aa 
Kingsport, 11,914—Sullivan 
Holston Valley Community 
POUNIREE ena tactitiossss.s en NPAssn 53 8 
Knoxville, 105,802— Knox 
Beverly Hills Sanatorium.. TB CyCo 160 .. 
Dr. H. E. Christenberry 
Eye, Ear, Nose and Throat 
RUEINOED | nn csdiuaeaavine sts E} Indiv 1B). 5% 
Eastern State Hospital.... Ment State 1,582... 
Rated capacity 1,150 
Ft. Sanders Hospital©..... Gen NPAssn 150 16 
Knoxville General Hosp.*° Gen City 279 33 
St. Mary’s Memorial Hosp.° Gen Chureh 63 12 
Lawrenceburg, 3,102—Lawrence 
Lawrenceburg Sanitarium and 
RB Se ar Gen Corp ie 
Lebanon, 4,656— Wilson 
Martha Gaston Hospital... Gen Indiv 95 .2 
McFarland Hospital ........ Gen Indiv 20 «$ 
Loudon, 2,578—Loudon 
Harrison Memorial Hospital Gen Corp 1 1 
Madison College,—Davidson 
Madison Rural Sanitarium 
and Hospital® ............ en NPAssn 100 6 
Maryville, 4,958—Blount 
Carson’s Hospital ......... Gen Indiv 20 
Memphis, 253,148—Shelby 
Baptist Memorial Hosp.*°. Gen Chureh 380 20 
Collins Chapel Connectional 
Hospital (col.)° ......... 7en NPAssn 50 10 
Crippled Children’s Hospital 
SOMO ois wsciiceresvqrcccees Orth NPAssn 86. 
Gartly-Ramsay Hospital°o... Gen Corp 42 8 
Hospital for Crippled Adults Orth NPAssn 66... 
John Gaston Hospital*#°. Gen Citv 489 61 
Lynnhurst Sanitarium ..... N&M Indiv 20 .. 
Memphis Eye, Ear, Nose and 
Throat Hospital* ....... EN NPAssn O85, 
Methodist Hospital*© ..... Gen Chureh 155 30 
St. Joseph’s Hospital*°o.... Gen Church 250 45 
Turner-Gotten Sanatorium. N&M Part oe 
U. S. Marine Hospital...... Gen USPHS 130 .. 
Veterans Admin. Facility... Gen Vet 450 .. 
Wallace Sanitarium ........ N&M Part ; aoe 
Willis C. Campbell Cliniet. Orth Part ae 
Morristown, 7,305—Hamblen ; 
Morristown General Hosp.. Gen NPAssn 2 63 
Mountain Home,— Washington 
Veterans Admin. Facility... Gen Vet G7 ss 
Murfreesboro, 7.993—Rutherford 
Rutherford Hospital ...... Gen NPAssn 42 8 
Nashville, 153,866—Davidson 
Central State Hospital..... Ment State : hae 
Rated capacity 1,500 
City View Sanitarium...... N&M Indiv G5. es 
Davidson County Tubercu- 
losis Hospital# .......... TB County 300 .. 
Geo. W. Hubbard Hospital 
of Meharry Medical Col- 
lege (CO].)*O ..........00e. en NPAssn 152 20 
Hospital for the Criminal 
SU elrck isa chkeabent os nes Unit of Central State Hospital 
Millie F. Hale Hosp. (col.) Gen NPAssn 10 10 
Nashville Gen. Hosp.*#°..Gen City 281 24 
Protestant Hospitalo ..... Gen NPASsn 100 18 
St. Thomas Hospital*>....Gen Church 200 25 
Vanderbilt University Hos- 
Pital*#© ............506....Gen NPAssn 195 15 
Newport, 2,989-—-Cocke 
Dr. E. E. Northeutt Infir- 
MALY ........deceeeeeceeees Gen Indiv 12 32 











150 
2 1,400 
198 


458 
10 


15 1,756 | 


58 


Estab. i9st 
105 1,709 
351 3,695 
29 «= 469 
47 «974 
10 362 
489 3,215 
20 1,103 

1,756 634 
31 416 


235 © 325 


89 


75 
130 


161 


14,567 
43) 
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TENNESSEE—Continued 
25 ee 4 
=e ~ ° 
Se 85 zs £3 
r So = 22 sos 2 
Hospitals and Sanatoriums ya EU 3 3 ee oe g 
Be 68 & A we <5 & 
Oakville, 163—Shelby 
Oakville Memorial Sanat... TB CyCo 300 297 = 425 
Paris, 8,164—Henry 
McSwain OClinie ............ Gen Indiv 24 «4 21 9 456 
Nobles Memorial Hospital.Gen Part 3 3 28 6 449 
Pleasant Hill, 165—Cumberland 
“Uplands” Cumberland Moun- 
tain Sanatorium ......... G&TB NPAssn 20 4 No data supplied 
Pressmen’s Home, 160—Hawkins 
International Printing Press- 
men and Assistants’ Union 
Sanatorium .............6. TB NPAssn 40 .. : 
Pulaski, 3,367—Giles 
Pulaski Hospital .......... Gen Indiv 3 3 14 7 450 
Ridgetop, 196—Robertson 
Watauga Sanitarium ...... TB Corp @ 20 43 
Rockwood, 3,898—Roane ; 
Chamberlain Mem. Hosp.. Gen NPAssn 40 7 53 16 439753 
Rogersville, 1,590—Hawkins 
Lyons Hospital ............ Gen Indiv 14 3 18 5 1530 
Sewanee, 530—Franklin 
Emerald-Hodgson Memoria} 
Hospital .........+.. eoeeee GEN Church 25 10 37 9 494 
Springfield, 5,577—Robertso 
Robertson County Hospital Gen County 39 «8 40 134 = 338 
Sweetwater, 2,271—Monroe 
Sweetwater Hospital ...... Gen Part 28. 4 14 ll 8453 
Western State Hospital,_Hardeman 
Western State Hospital.... Ment State 1,932 .. -. 1,855 3896 
Rated capacity 1,900 
Woodbury, 502—Cannon 
Good Samaritan Hospital.. Gen Indiv 2 «6 16 ll «(411 
Related Institutions 
Chattanooga, 119,798—Hamilton 
William L. Bork Memorial 
Hospital ............ waters - Ment County 292 eo | 6262 - 12 
Copperhill, 1,050—Polk 
Tennessee Copper Company’s 
Hospital ............00 .... Gen Corp ee 7 1 74 
Donelson, 110—Davidson 
Tennessee Home and Train- 
ing School for Feeble- 
minded Persons ......... - MeDe State 518 625 49 
Rated capacity 500 
Etowah, 4,209—MeMinn 
Etowah Hospital .......... . Gen Indiv 9 3 29 3 19 
Fayetteville, 3,822—Lincoln 
Lincoln County Hospital.. Gen County 30 (2 24 14 +519 
Knoxville, 105,802—Knox 
Knox County Crippled Chil- 
dren’s Hospital .......... Orth NPAssn 4k Estab. 1937 
Tennessee School for Deaf. Inst State 2 *.. i 4 3832 
University of Tennessee Hos- 
POG kivducactbscdnss vescens Inst State 13 mr 4 363 
Memphis, 253,143—Shelby 
Shelby County Hospital.... Inst County 9805 620 340 
Nashville, 153,866—Davidson 
Davidson County Hosp...MentIso County 7574 5 732 587 
Davidson County Isolation 
RO otk sive Kaeo ks Cede Unit of Davidson County Hospital 
Junior League Home for 
Crippled Children ........ Orth NPAssn 36... ea 35 78 
Tennessee State Penitentiary 
ROMER hincscvecconscacece Inst State 82 ; 15 540 
Pickwick Dam,—Hardin 
Pickwick Dam Infirmary.... Gen Fed =. s 33 & 722 
Raleigh, 287—Shelby ; 
Cheerfield Farm Prevento- 
SOc cp vin as eabuskares Unit of Oakville Memorial Sanat., Oakville 
Shelbyville, 5,010—Bedford : 
Bedford County Hospital... Gen NPAssn 25 2 No data supplied 
Average 
Summary for Tennessee: Number Beds Census Admissions 
Hospitals and sanatoriums.. 81 12,285 10,114 130,792 
Related institutions.......... 16 2,703 2,312 4,876 
TOR badsnebucnseacccduees 97 14,988 12,426 135,668 
Refused registration.......... 10 204 
TEXAS 
[-¥-) nl | 
” £5 2 ° © § 
og 2a & 2 wn 
2 6&5 @ 6 &% 
Hospitals and Sanatoriums = > ie 3 § Et sa & 
HR O85 5 8 wm 46 & 
Abilene, 23,175—Taylor 
Abilene State Hospital..... Epil State 1,200 Le: 
Rated capacity 1,150 
Hendrick Memorial Hosp.oGen Church 8 12 352 56 4,471 
Alice, 4,239—Jim Wells 
Alice Hospital .............Gen Corp 2 «64 36 7 409 
Amarillo, 43,132—Potter 
Northwest Texas HospitaloGen County 75°10 216 59 2,040 
St. Anthony’s Hospital®....Gen | Church 98 12 318 60 2,687 
Atlanta, 1,685—Cass 
Ellington Memorial Hosp..Gen Part 1. 8 58 8 3896 
Austin, 53,120—Travis ‘ 
Austin State Hospital...... Ment State 2,343 .. «. 2,325 840 
Rated capacity 2,390 
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a3 “ a 
“oe s ° 8 
og 2a o & oo 2 
o= 56 & 32 s5 = 
Hospitals and Sanatoriums 5 50 8 2 5 $2 & 
He os & a8 2h <6 = 
Brackenridge Hospitalo .... Gen City 135 15 719 90 4,243 
St. David’s Hospital°®....... Gen Chureh 44 8 129 30 1,995 
Seton Infirmary° .......... Gen Chureh 98 14 344 73 3,280 
Bastrop, 1,895—Bastrop 
F. A. Orgain Memorial Hosp. Gen NPAssn 14 3 16 4 205 
Bay City, 4,070—Matagorda 
Dr. Loos’ Hospital......... Gen Indiv 16. 3 41 4 247 
Beaumont, 57,732—Jefferson 
Hotel Dieu Hospital°...... Gen Church 161 12 302 80 2,903 
Jefferson County Tubercu- 
losis Hospital ............ T County 85 a 84 126 
Jefferson County Tubercu- 
losis Hospital (col.)...... TB County ae A 22 32 
St. Therese Hospital........ Gen Chureh 75 10 306 43 1,944 
Beeville, 4,806—Bee 
Beeville Hospital .......... Gen Indiv 30 4 33 14 520 
Thomas Memorial HospitalGen Part 22 4 68 a ade 
Belton, 3,779—Bell 
Belton General Hospital... Gen Part 3 3 15 2 740 
Big Spring, 13,735—Howard 
Big Spring Hospital........ Gen Corp 33 6 149 15 1,489 
Bivings Hospital ........... Gen Indiv 19 6 63 7 431 
Bonham, 5,655—Fannin 
8S. B. Allen Memorial Hosp.° Gen NPAssn 32 4 E24 nm 
Borger, 6,532—Hutchinson 
North Plains Hospital..... Gen County 14 4 No data supplied 
Bowie, 3,131—Montague 
Bowie Clinic Hospital...... Gen Corp 1 8 17 7 38 
Brackettville, 1,822—Kinney 
Station Hospital ........... Gen Army 40 2 30 33 = 710 
Brady, 3,983—MeCulloch 
Brady Hospitalo ........... Gen Part 4 5 143 23 «1,095 
Brenham, 5,974—Washington 
St. Francis Hospital........ Gen Chureh 30 «5 30 9 426 
Sarah B. Milroy Memorial 
I re a eee en Corp 2 23 5 298 
Brownsville, 22,021—Cameron 
Merey Hospital ............. Gen Church 3” 8 97 17. 772 
Station Hospital ........... Gen Army 60 1 20 1 8 535 
Brownwood, 12,789—Brown 
Central Texas Hospital.... Gen Corp 3 3 15 12 657 
Medieal Arts Hospital...... Gen Corp 36 06«4 39 10 = 688 
Stump Hospital ............ Gen Indiv 12 4 68 2 37 
Bryan, 7,814—Brazos 
St. Joseph. Hospital........ Gen Chureh 30. «3 60 7 402 
Wilkerson Memorial Clinic. Gen Indiv m@ 98 7 550 
Cameron, 4,565—Milan 
Cameron Hospital ........ Gen Part 50 4 103 20 486758 
Canadian, 2,068—Hemphill 
Canadian Hospital ......... Gen Indiv 10 2 29 3s Wi 
Canyon, 2,821—Randall 
Neblett Hospital ........ ... Gen Indiv aoe 12 4 104 
Center, 2,510—Shelby 
Center Sanitarium ......... Gen Indiv 13 «41 an ae 
Warren Hospital ........... Gen Part 13.1 8 4 126 
Childress, 7,163—Childress 
Jeter-Townsend Hospital.... Gen Part 30 2 58 3 2 
Cisco, 6,027—Eastland 
Graham Sanitarium ........ Gen Indiv 2 2 48 7 2,778 
Cleburne, 11,539—Johnson 
Cleburne Sanitarium ...... Gen Indiv 12 4 30 3 25 
Coleman, 6,078—Coleman 
Overall Memorial Hospital Gen CyCo 40 2 77 7 387 
Colorado, 4,671—Mitchell 
C. L. Root Hospital....... Gen Indiv 6 2 31 6 451 
Conroe, 2,457—Montgomery 
Mary Swain Sanitarium.... Gen Indiv 18 4 25 3 300 
Corpus Christi, 27,741—Nueces 
Fred Roberts Memorial 
REED SS cnvdscchiccestce Gen NPAssn 55 10 99 27 «1,877 
Medical-Professional Hosp.. Gen Corp 30 4 29 18 1,469 
Spohn Hospital ............ Gen Church 50 12 295 88 2,262 
Corsicana, 15,202—Navarro 
Corsicana Hospital and 
DED, vcthinbivetedurnhaxme Gen Corp 20 3 21 5 187 
Navarro Clinie Hospital.... Gen Part 24 #4 70 7 606 
Physicians and Surgeons 
IE ages ccucmsabaceses Gen County 50. 6 71 11 592 
Crockett, 4,441—Houston 
Crockett Clinic and Jim 
Smith Memorial Hospital Gen Part 16 2 39 5 393 
Crystal City, 6,609—Zavala 
Crystal Hospital Corp 8: 3.2 , 
Quero, 4,672—De Witt 
Burns Hospital ............ Chureh 3%. $ 23 10 386400 
Lutheran Hospital Chureh 20 2 10 6 374 
Dallas, 260,475—Dallas 
Baylor University Hosp.*#°Gen Chureh 375 58 1,014 284 13,787 
Beverly Hills Sanitarium... N&M Corp 30... ee 26 «217 
Bradford Memorial Hospital 
pe ae pee Chil NPAssn 60 11 ae 31 3 868 
Carrell-Driver-Girard Clinic 
and Dallas Orthopedic Hos- 
ARE SS een ae Mikawess Orth Part OE. ée 8 250 
Dallas Medical and Surgical 
Clinie Hospital ....... +o. Gen Part ae on 17 ‘(1,112 
Medical Arts Hospital*..... Gen Indiv 8 .. a 60 3,819 
Methodist Hospital*° ...... Gen Church 100 25 619 65 3,784 
Nightingale Lying-in Hosp.... Unit of Baylor University Hospital 
Parkland Hospital*+o .....Gen CyCo 265 35 1,214 242 8,935 
Pinkston Clinie (col.)..... -.Gen Indiv 6 2 15 6 262 
Rushing Clinic and Sanit..Gen Indiv 3 8 14 17 (624 
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oa as ee © = 
Sg ES 2 32 $3 & 
Hospitals and Sanatoriums AP sO 3 8 && ses & 
ms he a a) ry 3S 
Ho ° 3 mM 2a do <4 
St. Paul’s Hospital*°...... Gen Church 270 30 971 205 8,947 
Texas Scottish Rite Hospi- 

tal for Crippled Childrent Orth Frat 60 53 847 
Timberlawn Sanitarium Ment Corp 38 25 222 
Woodlawn Hospital ........ TB CyCo 118 105 39-225 
Decatur, 2,037—Wise 
Rogers Hospital ........... Gen Indiv 18 5 126 10 38819 
Denison, 13,850—Grayson 
Denison City Hospital...... Gen NPAssn 25° 8 95 12 8481 
M. K. T. Railroad Employees 

BRIO, «5:5 sacs cine ewenee Indus NPAssn 60 26 4 8=6 986 
Denton, 9,587—Denton 
Denton Hospital and Clinie Gen Indiv 2 6 47 12 629 
Edinburg, 4,821—Hidalgo 
City-County Hospital ...... Gen CyCo 65 11 30 18 585 
Electra, 6,712—Wichita 
Electra Hospital ........... Gen Indiv 24 4 36 4 219 

El Paso, 102,421—E] Paso 
El Paso City-County Hosp.* Gen CyCo 19% 8 828 117 38,645 

El Paso Masonic Hospital Gen Frat 50 18 236 40 1,276 
Hendricks-Laws Sanatorium TB Part 70 a 27 67 
Hotel Dieu, Sisters’ Hosp. Gen Church 100 20 8 452 60 2,531 
Long Sanatorium ......... TB Indiv 50 ae 16 47 
Price Sanatorium .......... TB Indiv 20 ~ Sh 25 
Providence Hospital’ ........ Gen Indiv 40 26 1,345 
St. Joseph’s Sanatorium... TB Chureh 75 No data supplied 
Southern Baptist Sanat... TB Church 80 No data supplied 
Southwestern General Hosp. Gen Corp 150 12 94 61 1,170 
William Beaumont General 

TRAIN oc ccrccngscneeee yen Army 602. 7 54 358 4,010 
Floresville, 1,581—Wilson 
Oxford-Areher Hospital ... Gen Part x..2 14 4 $82 
Ft. Worth, 163,477—Tarrant 
All Saints Episcopal Hosp. Gen Chureh 72. 12: 133 15 728 
Baptist Hospital and Clinic Gen Church 20 «#5 40 15 826 
City and County Hospitalo Gen CyCo 9 15 (702 99 3,540 
W. I. Cook Memorial Hosp. Gen NPAssn 32 6 102 30 1,053 
Ft. Worth Children’s Hosp.® Chil NP Assn ee 28 = 310 
Methodist Hospitalo ....... Gen Chureh 100 27 787 83 3,104 
St. Joseph’s Hospital*o.... Gen Chureh 170 20 558 111 4,374 
Freeport, 3,162—Brazoria 
Freeport Hospital .......... Gen Indiv 16 «6 94 6 1,420 

Galveston, 52,988—Galveston 
Galveston State Psycho- 
pathic Hospital*# ........ Ment State 100 os 57 299 
Rated capacity 100 
Hospital for Crippled and 
Deformed Children ....... Ort City 80 .. Estab. 1937 
John Sealy Hospital*#°o.... Gen City 422 24 508 806 5,835 
St. Mary’s Infirmary*°..... Gen Church 205 20 408 125 3,992 
Station Hospital ........... Gen Army een a 17 ~=—- 806 
U. S. Marine Hospital....... Gen USPHS 206 171 2,235 
Georgetown, 3,5883— Williamson 

Martin Hospital ........... Gen Indiv 20 4 19 S Ms 
Gilmer, 1,963—Upshur 

Elmwood Sanitarium ...... Gen Indiv 15 8 a ae 

Oak Lawn Sanitarium ..... Gen Part 16 68 46 4 $31 

Ragland Clinie-Hospital..... Gen Part i * Ss 5 8 500 
Gladewater, 6,000—Gregg 

Gladewater Hospital ........ Gen Indiv <3 56 38 204 
Gonzales, 3,859—Gonzales 

Holmes Hospital ........... Gen Corp 20 1 15 6 50 
Gorman, 1,154—Eastland 

Blackwell Sanitarium ...... Gen Part a m F 
Graham, 4,981—Young 

Graham Hospital .......... Gen NPAssn s 2S 12 = 803 
Greenville, 12,407—Hunt 

Dr. E. P. Becton’s Hospital Surg Indiv a 8 9 $97 
Groesbeck, 2,059— Limestone 

Dr. Cox’s Hospital.......... Gen Indiv | 13 1 67 
Hallettsville, 1,406—Lavaca 

Renger Hospital ........... Gen Indiv 15 4 13 4 182 
Hamilton, 2,084—Hamilton 

Hamilton Sanitarium ...... Gen Corp 54 4 No data supplied 
Harlingen, 12,124—Cameron 

Medieal Arts Clinie......... Gen Indiv 8 8 .. Estab. 1937 

Valley Baptist Hospital.... Gen Chureh 35 10 as pS see 
Henderson, 2,932—Rusk 5 

Henderson Hospital ..... ..Gen NPAssn 43 9 91 18 872 
Hereford, 2,458—Deaf Smith 

Deaf Smith County Hosp.. Gen County 25 6 64 4 250 
Hillsboro, 7,823—Hill 

Boyd Sanitarium .......... Gen Indiv 23. 3 14 6 268 
Houston, 292,352—Harris 

Autry Memorial Hospital- 

BeBOel.. cvied cases Children’s Unit of Houston Tuberculosis Hospital 
Dr. Greenwood’s Sanitarium N&M Corp ‘ “ 32156 
Heights Clinic-Hospital..... Gen Corp 40 271 16 1,223 
Houston Eye, Ear, Nose 

and Throat Hospital..... ENT Corp ae yt 8 1,140 
Hermann Hospital*°® ..... Gen NPAssn 176.24 893 123° 4,496 
Houston Negro Hospital... Gen NPAssn 50 64 72 23 «77 
Houston Tuberculosis Hosp. TB CyCo a. -. 156 868 
Jefferson Davis Hospital*> Gen CyCo 220 17 1,219 192 8,336 
Memorial Hospital? ........ Gen Church 180 20 1,480 172 12,373 
Methodist Hospital® ....... Gen Chureh . 100 10 442 85 3,731 
Park View Hospital.......:Gen Corp 30 6 100 12 «818 
St.- Joseph’s Infirmary®....Gen Church 225 25 1,411 194 7,822 
Southern Pacific Hospital..Indus NPAssn 140 .. e 75 2,139 
Turner Urological Institute Urol Part 16 «.. ee 10 = 363 

Huntsville, 5,028—Walker , 
Huntsville Memorial Hosp.Gen NPAssn 23 3 36 4 466 


Key to symbols and abbreviations is on page 986 
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Jacksonville, 6,748—Cherokee 





or Control 


Ownershi 


Nan Travis Memorial Hosp.Gen NPAssn 
Jasper, 3,393—J asper 
Hardy-Hancock Hospital...Gen Part 
Kelly Field,—Bexar 
Station Hospital ...........Gen Army 
Kenedy, 2,610—Karnes 
Kenedy Clinic and HospitalGen Corp 
Kerrville, 4,546—Kerr 
Kerrville General Hospital... Gen Indiv 
Kerrville State Sanatorium TB State 
Mountain View Sanatorium TB Indiv 
rere Sanatorium .. TB Indiv 
Kingsville, 6,815—Kleberg 
Kleberg County Hospital.. Gen County 
Knox City, 906—Knox 
Knox County Hospital.....Gen County 
La Grange, 2,354— Fayette 
La Grange Hospital........ Gen Corp 
Lamesa, 3,528—Dawson 
Lamesa Sanitarium ........ Gen Indiv 
J. C. Loveless Hospital....Gen Indiv 
Lampasas, 2,709—Lampasas 
Rollins-Brook Hospital...... Gen Part 
Laredo, 32,618—Webb 
Mercy Hospital . Gen Church 
Station Hospital . Gen Army 
Legion, 100—Kerr 
Veterans Admin. Facility... G&TB Vet 
Liberty, 2,187— Liberty 
Mercy Hospital ............. Gen Church 
Livingston, 1,165—Polk 
Bergman Hospital .......... Gen Indiv 
Livingston Hospital ....... Gen Indiv 
Longview, 5,036—Gregg 
Hurst Eye, Ear, Nose and 
Throat Hospital ......... E} f Indiv 
Markham-McRee Memorial 
MUNUEE Sousg cscs pabees see en NPAssn 
Lubbock, 20,520—Lubbock 4 
Lubbock Sanitarium° ..... Gen Corp 
Plains Hospital and Clinic ao Part 
West Texas Hospital®...... Gen Corp 
Lufkin, 7,311—Angelina 
Angelina County Hospital. Gen County 
Madisonville, 1,294—Madison 
Heath Hospital .and Clinic. Gen. Indiv 
Marfa, 3,908—Presidio 
Station Hospital ........... Gen Army 
Marlin, 5.338—Falls 
Buie-Allen Hospital ........ Gen Indiv 
Torbett Sanatorium and 
Diagnostic Clinic ......... Gen Indiv 
Marshall, 16,203— Harrison 
Kahn Memorial Hospital.... Gen Indiv 
Texas and Pacific Railway 
Employees Hospital ...... Indus NPAssn 
McAllen, 9,074—Hidalgo 
McAHen Municipal Hosp.©. Gen City 
McKinney, 7,307—Collin 
McKinney City Hospitalo... Gen City 
Memphis, 4,257—Hall 
Memphis Hospital ......... Gen Indiv 
Mercedes, 6,608—Hidalgo 
Mercedes General Hospital. Gen NPAssn 
Midland, 5,A484—Midland 
Midland Clinic-Hespital ....Gen Indiv 
Mineral Wells, 5,986—Palo Pinto - 
Nazareth Hospital ......... en Church 
Nacogdoches, 5,687—Nacogdoches 
City Memorial Hospital....Gen City 
Navasota, 5,128—Grimes 
Brazos Valley Sanitarium..Gen Corp 
New Braunfels, 6,242—Comal 
Comal Sanitarium .........Gen Indiv 
New Braunfels Hospital.... Gen Indiv 
Newgulf,—Wharton 
Texas Gulf Sulphur Com- 
pany Hospital ...... ..-»»Gen NPAssn 
Odessa, 2,407—Ector 
Headlee Hospital ...........Gen Indiv 
Orange, 7,913—Orange 
Frances Ann Lutcher Hosp.Gen Indiv 
Paducah, 2,802—Cottle 
W. Q. Richards Memorial 
Hospital ...........00.- «+» Ge Indiv 
Palestine, 11. 445—Anderson 
Missouri Pacific Lines-Hosp. Indus NPAssn 
Palestine Sanitarium ...... Corp 
Pampa, 10,470—Gray 
Worley Memorial. HospitalGen Indiv 
Paris, 15,649—Lamar 
Lamar County Hospital....Gen County 
St. Joseph’s Infirmary.....Gen Church 
Sanitarium of Paris®......Gen Corp 
Pecos, 3,304—Reeves 
Camp and Camp HospjtalGen Part 
Phillips (Borger P.O.),—Hutechingon 
Pantex Hospital of the 
Phillips Petroleum Co....Gen Corp 
Plainview, 8,834—Hale ° 
Plainview Sanitarium and 
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~ wn 
ce See 
ze EE 
za 45 & 
102-29 1,762 
ee 25 1,068 
24 8 3828 
*: sa 1981 
+ eee, a 
“Ke @ 
42 2 «6643 
80 10 9444 
3 4617 «618 
No data supplied 
148 6 528 
108 0-13 838 
108 = 80_-:1,117 
3 12 354 
-- 401 1,787 
82 8 718 
No data supplied 
89 5 
iy 3 9825 
150 9 5% 
128 62 3,293 
.. Estab. 1937 
143 80 2,023 
127-2 1,075 
29 4 243 
me 10 «6412 
18 18 625 
51 =. 1,218 
44 «#10 ~=«(548 
es 66 2,680 
100 21 842 
44 2 «il 
15 5 27 
63 8 302 
2 658 
47 6 500 
Bs 15 5 
54 8 664 
3 2 104 
27 6 21 
53 68H 
9 10 60 
53 12 «478 
No data supplied 
‘<a 82. 924 
ay 
257 (0 1,888 
ee 
71 12 
51 «OSS y 
6 7 808 
52 3 
9 90 117 
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TEXAS—Continued 
a3 
oa as 
os na 
on oo 
Hospitals and Sanatoriums SE gO a 
ss 65 &B 
Pt. Arthur, 50,902—Jefferson 
St. Mary’s Hospital, Gates 
Memorial® ..............6- Gen Chureh 175 
Prairie View,—Waller 
Prairie View Hospital (col.)° Gen State 
Quanah, 4,464—Hardeman 
Memorial Hospital ........ Gen County 40 
Ranger, 6,208—Eastland 
City-County Hospital ...... Gen CyCo 80 
West Texas Clinie Hosp... Gen Corp 18 
Rio Grande City, 2,283—Starr 
Station Hospital eae end Gen Army 30 
Robstown, 4,183—Nueces 
Robstown Clinic-Hospital... Gen Corp 14 
Roscoe, 1,250—Nolan 
Young Hospital ........... Gen Indiv 23 
Rusk, 3,859—Cherokee 
Rusk State Hospital........ Ment State 2,131 
Rated capacity 2,000 
San Angelo, 25,308—Tom Green 
Clinie-Hospital .............. en Corp 45 
St. John’s Hospital........ Gen Chureh 25 
Shannon West Texas Memo- 
rial HospitalO ............ en NPAssn_ 100 
San Antonio, 231,542—Bexar 
Grace Lutheran Sanatorium TB Church 50 
Dr. Kenney’s Sanatorium... Gen Indiv 25 
Medical and Surgical Memo- 
tial Hospital*° . Gen NPAssn 100 
Dr. Moody’s Sanitarium. Corp 50 
Nix Hospital* .............. Corp 145 
Robert B. Green Memorial 
Hospital*®> ............005- n County 175 
San Antonio State Hosp.°. Ment State 2,644 
Rated capacity 2,636 
Santa Rosa Hospital*°o.... Gen Chureh 279 
Station Hospital* ......... Gen Army 668 
Woodmen of the World 
War Memorial Hospital.. TB Frat 180 
Sanatorium, 1,040—Tom Green . 
State Tuberculosis Sanat.. TB State 865 
San Marcos, 5,134—Hays 
Soldiers’ and Sailors’ Memo- 
rial Hospital ............ en CyCo 20 
santa Anna, 1,883—Coleman : : Z 
Sealy Hospital® ............ en Indiv 35 
ealy, 1,800—Austin 
Sealy Hospital ............. Gen Indiv 8 
Seguin, 5,225—Guadalupe 
Seguin Hospital ........... Gen Corp 22 
Seymour, 2,626—Baylor 
Baylor County Hospital.... Gen County 18 
hamrock, 3,780—Wheeler st 
Shamrock General Hospital Gen Indiv 25 
Sherman, 15,713—Grayson 
St. Vincent’s Sanitarium... Gen Chureh 50 
Wilson N. Jones HospitalOGen NPAssn 66 
Shiner, 1,872—Lavaca : 
Dr. Wagner’s Hospital..... Gen Indiv 18 
Slaton, 3,876—Lubbock 
Mercy Hospital ...........- Gen Church 40 
Snyder, 3,008—Seurry . 
Snyder General Hospital... Gen Corp 25 
Spur, 1,899—Dickens : 
Nichols Sanitarium ........ Gen Indiv 20 
‘tamford, 4,095—Jones 
Stamford Sanitarium? . Gen Corp 60 
Stephenville, 3,944—Erath n 
Stephenville Hospital ...... Gen Corp 35 
Sugar Land, 2,019—Ft. Bend 
Laura Eldridge Hospital... Gen NPAssn 24 
Sweetwater, 10,848—Nolan ; 
Sweetwater Hospital ...... Gen City 40 
Taylor, 7,463— Williamson 
Wedemeyer Hospital ....... Gen Corp 20 
Teague, 3,509—Freestone . 
Davidson Sanitarium ...... Gen Indiv 20 
Temple, 15,345—Bell 
Gulf, Colorado and Santa ~ 
Fe Hospital* ...........- Indus NPAssn 150 
Kings Daughters Clinie and 
Hospitaite: vi. cccsacieseevs Gen NPAssn_ 110 
Scott and White Hospital*® Gen Corp 169 
Woodson Eye, Ear, Nose 
and Throat Hospital..... ENT Part 11 
Terrell, 8,795—Kaufman 
Alexander-Holton Hospital Gen Part 25 
Terrell State Hospital...... Ment State 2,600 
Rated capacity 2,500 
Texarkana, 16,602—Bowie 
Texarkana Hospital ....... Gen NPAssn 40 
Timpson, 1,545—Shelby 
Timpson Hosp. and Clinic.. Gen Part 15 
Tyler, 17,113—Smith 
Bryant Clinie and Sanit... Gen Part 16 
Mother Frances Hospital.. Gen Church 64 
Vernon, 9,137—Wilbarger : 
Christ the King Hospital.. Gen Chureh 27 
Moore Brothers’ Hospital.. Gen Part 16 
Vernon Sanitarium ........ Gen Indiv 25 
Victoria, 7,421—Vietoria 
De Tar Memorial Hospital. Gen Indiv 25 
A .-Gen Corp 22 


Victoria Hospital 
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cal 
n ° 
Bs 
= 23 
LA 
@ 5: 
2 wm 
20 281 
3 6 
6 72 


Admissions 


3 No data supplied 
2 22 8 202 


18 9 284 

4 36 5 650 
7 38 és 515 
ee -- 2,024 306 
10 132 18 1,192 
5 47 15 714 
15 278 55 2,875 
ie 27 87 

4 27 13 366 
15 252 60 3,324 
35 38 269 

24 559 133 4,471 
20 688 155 4,942 
o- 2,682 659 

26 551 166 5,982 
16 489 7,288 
on ° 115 192 
oe ee 781 2,126 
2 20 4 344 
3 108 29 1,587 
2 21 4 301 
3 43 56 327 
3 94 7 472 
5 47 9 402 
6 86 32 1,113 
6 103 85 1,713 
2 15 6 305 
6 12 5 300 
4 48 7 §12 
4 8 4 105 
10 183 24 1,407 
3 42 16 = 870 
3 51 10 738 
6 85 16 1,147 
5 41 14 110 
3 64 10 365 
40 1,269 

8 73 63 2,811 
6 91 117 «(3,595 
4 351 

2 No data supplied 
is 2,504 508 
6 75 23 «1,022 
3 .» Estab. 1937 
3 87 14 «721 
18 6118 30 = 798 
3 15 a 262 
3 25 7 410 
6 94 7 464 
6 70 14 +690 
7 39 9 450 





TEXAS—Continued 
£3 
Se Es 
= 3) 
Hospitals and Sanatoriums BP ge aa 
BR O68 a 
Von Ormy, 350—Bexar 
Von Ormy Cottage Sanat.. TB Corp 35 
Waco, 52,848—MeLennan 
Central Texas Baptist Sanit. Gen Chureh 75 
Colgin Hospital and Clinie Gen Corp 40 
Men’s Hospital, Baylor Uni- 
ee See Gen Church 15 
Providence Hospital*© ..... Gen Chureh 130 
Veterans Admin. Facility.. Ment Vet 947 
Waxahachie, 8,042—Ellis 
Waxahachie Sanitarium . Gen NPAssn 30 
Weatherford, 4,912—Parker 
Medieal and Surgical Clinic Gen Part 10 
Wellington, 3, a a gigar 
Collingsworth Hospital . Gen Indiv 10 
Wellington Hospital ...... Gen Indiv 16 
Wharton, 2,691—Wharton 
Caney Valley Hospital...... Gen Corp 20 
Wheeler, 931— Wheeler 
Wheeler Hospital .......... Gen Part 12 
Wichita Falls, 43,690—Wichita 
Bethania Hospital ......... 7en Chureh $2 
Wichita Falls Clinic-Hosp.. Gen Part 75 
Wichita Falls State Hosp.. Ment State 2,232 
Rated capacity 2,275 
Wichita General Hospital® Gen CyCo 140 
Yoakum, 5,656—Lavaca 
Huth Memorial Hospital... Gen Chureh 25 
Yorktown, 1,882—De Witt 
Allen Hospital ............ Gen Indiv 12 
Related Institutions 
Arlington, 3,661—Tarrant 
Knights Templar Hospital. Inst Frat 25 
Austin, 53,120—Travis 
Austin State School........ MeDe State 1,395 
Rated capacity 1,395 
Oaks Sanitarium ........... N&M Corp 25 
Texas Confederate Home 
ED sic boise den ecacess nst State 100 
Texas Deaf, Dumb and 
Blind Institute ........... Inst State 30 
Bellville, 4,806—Austin 
Bellville Hospital ........... Gen Part 8 
College Station, 1,500—Brazos 
Agricultural and Mechanical 
College Hospital .......... Inst State 125 
Dallas, 260,475—Dallas 
Virginia K. Johnson Home : 
ofS ee SSS ee Mat Church 15 
Ennis, 7,069—Ellis 
Municipal Hospital ........ Gen City 20 
Forney, 1,216—Kaufman 
Forney Sanitarium ........ Gen NPAssn 25 
Ft. Worth, 163,477—Tarrant 
Elmwood Sanatorium ..... TB CyCo 65 
Howard Sanitarium ....... Conv Part 14 
Gatesville, 2,601—Coryell 
Milton Powell Memorial 
BEENES Sicdsdoneede ods uye en Part 11 
Greenville, 12,407—Hunt 
Dr. Joe Becton’s Hospital. Surg Indiv 17 
Hallettsville, 1,406—Lavaca 
Dufner Hospital ........... Gen Indiv 8 
Houston, 292,352—Harris 
Keightley Private Sanat... N&M Indiv 25 
Huntsville, 5,028—Walker 
Texas State Prison Hosp.Inst State 108 
Hutchins, 400—Dallas 
City-County Convalescent 
WORE |G ddisich se 24K 660i ony CyCo 250 
Luling, 5,970—Caldwell 
Luling Hospital ........... Gen Part 15 
Marlin, 5,338—Falls 
Crippled Children Hospital Orth NPAssn 36 
Marshall, 16,203—Harrison 
Sheppard Sanitarium (col.)Gen Indiv 33 
Midland, 5.484— Midland 
Mid-West Hospital-Clinic... Gen Indiv 12 
Mt. Vernon, 1,222—Franklin 
Cruteher Hospital ......... Gen NPAssn 10 
Nixon, 1,037—Gonzales 
Crest View Hospital........ Gen Indiv 8 
Odessa, 2,407—Extor 
Wood Hospital ............ Gen Indiv 10 
Pearsall, 2,536—Frio 
J. E. Beall’s Day Hospital Gen Indiv 10 
Pecos, 3,304—Reeves 
Pecos Sanitarium .......... Gen Indiv 9 
Perryton, 2,824—Ochiltree 
Perryton Hospital ......... Gen Indiv 8 
Poteet, 1,231—Atascosa 
Shotts Memorial Hospital.. Gen Indiv 12 
San Antonio, 231,542—Bexar 
Dr. Farmer’s Sanatorium.. TB Indiv 20 
Medical Arts Hospital ..... Gen Corp 33 
Physicians and Surgeons 
MERINO i Shiids <a’ ve cadtes en Corp 60 
Salvation Army Women’s 
PUNE cS cbkds cavensenscaees at Ohureh 39 
Station Hospital ............ Gen Army 16 
Shamrock, 3,780—Wheeler 
Shamrock Clinie Hospital. Gen Part 14 


Key to symbols and abbreviations is on page 986° 
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So wo wo wo 


to 


Number of 


Births 


12 
40 


1039 


Rn 
r= 
© 3 
os 2 
ew S 
sa 6 
re = 
qo <4 
18 20 
39 2,149 
5 313 
Estab. 1937 
80 4,755 
617 907 
14 629 
6 317 
3 240 
4 335 
7 478 
5 367 
15 1,010 
45 2,514 
2.215 556 
55 62,434 
10 8350 
852 
17 140 
1,293 245 
14 60 
f 242 
4 295 
19 2,957 
1 12 
8 276 
17 
53 65 
10 74 
2 202 
4 183 
4 86 
20 &8 
218 131 


No data supplied 
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No data supplied 


58 


a 


14 


4 336 
1 80 
8 116 
5 367 
3 137 
3 209 
4 212 
3 209 
ei 15 
23 1,867 
27 1,263 
5 54 
5 620 
Estab. 1937 
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ata supplied 
ata supplied 


10 115 


Admissions 
32 25,2 2° 32 


14,285 








339,517 


Average 
Census 
Admissions 


ee oe a 
© o he 
io 2) o on 
ion) or oe 
fo] co ft 


r= 
oS 

3 
@ 


17 


810 


3,645 


4 No data supplied 


147 6,085 


20 8=369 


2 No data supplied 


33-892 
10 = =249 
1,013 325 
14 (487 
11 560 
6 211 
291 8,001 
106 3,883 
22 86 
137 3,518 
163 3,248 
20 69 
101 822 
7 430 
362 93 
13 B15 
10 301 
2 160 

4 167 


Census Admissions 


TEXAS—Continued 

=£¢ 2 © 

“~.. _—+ » 4 ne 
+ oe & dg 
Related Institutions J Eo 3 & &f 
a _ eo Ss -—— 
Ba O° RM Ze 

Southton, 89—Bexar 

Bexar County Tuberculosis 

OS 5. as Ko aaeeeeasaces ee TB County 70 Nod 
Tulia, 2,202—Swisher 
Swisher County Hospital... Gen County 10 4 Nod 
Wichita Falls, 43,690—Wichita 
Dr. White’s Sanitarium..... N&M Corp 18 

. ‘ Average 
Suamary for Toune: Number _ Beds Census 
Hospitals and sanatoriums.. 262 29,998 23,199 
Related institutions.......... 38 2,614 1,859 
IE Sf cksna'noe oben eee 300 32,612 25,058 

Refused registration.......... 26 663 

UTAH 
te aw 
oe “= = 
. os 28 2 @ 

Hospitals and Sanatoriums a “bea 7 @ 

HR Oo eg 
Bingham Canyon, 3,248—Salt Lake 

Bingham Canyon Hospital Gen Indiv 35 36 
Brigham, 5,093—Box Elder 
Cooley Memorial Hospital. Gen Indiv 18 12 190 
Cedar City, 3,615—Iron 
Iron County Hospital...... Gen County 50 14 208 
Ft. Douglas, 1,071—Salt Lake 
Station Hospital .......... Gen Army 50 
Ft. Duchesne, 104—Uintah 
Uintah and Ouray Agency 

Indian Hospital .......... Gen IA »: 2 51 
Heber, 2,447—Wasatch 
Heber Hospital ............ Gen Indiv ee 32 
Lehi, 2,826—Utah 
ie reer Gen City 1 «6 88 
Logan, 9,979—Cache 
Cache Valley General Hosp. Gen NPAssn 50 17 ~~ 261 
William Budge Memorial 

DOGO  ovacaviccensennes Gen NPAssn 63 14 296 
Moab, 853—Grand 
Grand County Public Hos- 

| ERROR Pye Seer ere Ts Gen County 16 
Ogden, 40,272—Weber 
Thomas D. Dee Memorial 

BEORONERINO occas i ccesnes Gen Church 204 36 1,252 

Park City, 4,281—Summit 

Park City Miner’s Hospital Gen NP Assn 50 10 45 
Payson, 3,045—Utah 

Payson General Hospital.. Gen Indiv 12 
Price, 4,084—Carbon 

Price City Hospital......... Gen City 53 12 68 
Provo, 14,766—Utah 

Aird TOWRA oasis csecesss Gen Part 16 

Utah State Hospital ....... Ment State 1,020 

Rated capacity 1,066 

Richfield, 3,067—Sevier 

Sevier Valley Hospital..... Gen Part 27 8 109 
St. George, 2,434—Washington 

Washington County Hosp. Gen Corp 32 5 10 
Sali.a, 1,383—Sevier 

Sclina Hospital ............ Ge Corp 2 8 37 
Sa’: Lake City,140,267—Salt Lake 

Dr. W. H. Groves Latter- 

Day Saints Hospital*°o... Gen Chureh 370 60 1,604 
Holy Cross Hospital*°..... Gen Chureh 200 42 889 
Primary Children’s Hosp... Chil Chureh Os ss 5 
St. Mark’s Hospital*°...... Gen Chureh 155 13 9333 
Salt Lake General Hosp.*° Gen County 229 23 373 
Shriners Hospital for Crip- 

pled Children ............ Orth Frat 20 
Veterans Admin. Facility... Gen Vet 104 

Tremonton, 1,009—Box Elder 
Valley Hospital ............ en NP Assn 20 8 93 
Related Instituticns 
American Fork, 3,047—Utah 
Utah State Training School MeDe State 372 
Rated capacity 352 
Murray, 5,172—Salt Lake 
Cottonwood Stake Mater- 
nity? Hoapltal |. 6is..cccess Mat Church 23 20 469 
Provo, 14,766—Utah 
Crane Maternity Hospital. Mat Indiv 16 16 8 301 
Spanish Fork, 3,727—Utah 
Hughes Memorial HospitalGen Indiv 8 3 9 
Vernal, 1,744—Uintah 
Clark Hogpital .26....ccces. Gen Indiv 14 6 52 
" Average 
Summary for Utah: ete: tlhe 
Hospitals and sanatoriunis.. » 27 2,936 2,295 
Related institutions.......... 5 437 392 
WORD: ovis evades cies is 32 3,373 2,687 
Refused registration.......... 0 





37,462 


1,2 


38,698 


“Key to symbols and abbreviations is on page 986 











VERMONT 
25 
oa 2s 
i 
Hospitals and Sanatoriums SP s° 
Be OS 
Barre, 11,307—Washington 
Barre City Hospital°....... Gen Corp 
Washington County Sanat. T'B State 
Bellows Falls, 3,930—Windham 
Rockingham General Hosp.° Gen NPAssn 
Bennington, 7,390—Bennington 
Henry W. Putnam Memo- 
Tint Weapltal s........c06s en NPAssn 
Brattleboro, 8,709—Windham 
Brattleboro Memorial Hos- 

UROEY Ss neu patwhesusssas0ke Gen NPAssn 

Brattleboro Retreat ....... Ment NPAssn 
Burlington, 24,789—Chittenden 
Bishop DeGoesbriand Hos- 

MUM cove sccaccensthaeok Gen Church 
Green Mountain Sanat....IntMed Indiv 
Lakeview Sanatorium ...... N&M Corp 
Mary Fletcher Hospital*°©.. Gen NPAssn 

Ft. Ethan Allen, 106—Chittenden 
Station Hospital inn gaberebes Fen Army 
Hardwick, 1,667—Caledonia 
Hardwick Hospital. .......2: Gen NPAssn 
Middlebury, 2,003—Addison 
Porter Memorial Hospital.. Gen NPAssn 
Mortpelier, 7,837—Washington 
Heaton Hospital .......... 7en NPAssn 
Morrisville, 1,822—Lamoill!e 
Copley Hospital ........... Gen NPAssn 
Newport, 5,094—Orleans 
Orleans County Memorial 
| Ree Pa Saas en Corp 
Pittsford, 673—Rutland 
Vermont Sanatorium ...... TB State 
Proctor, 2,515—Rutland 
Proctor Hospital .......... Gen NPAssn 
Randolph, 1,957—Orange 
Gifford Memorial Hospital® Gen NPAssn 
Rutland, 17,315—Rutland 
Rutland Hospitalo ........ Gen NPAssn 
St. Albans, 8,020—Franklin 
St. Albans Hospital©....... Gen NPAssn 
Sherwood Sanitarium ...... Gen Indiv 
St. Johnsbury, 7,920—Caledonia 
Brightlook Hospitalo ...... Gen NPAssn 
St. Johnsbury Hospital..... Gen Church 
Springfield, 4,943—Windsor 
Springfield Hospital ........ Gen NPAssn 
Waterbury, 1,776—Washington 
Vermont State Hospital for 
1 Ee eC ee ore Ment State 1 
Rated capacity 
Winooski, 5,308—Chittenden 
Fanny Allen Hospital®..... Gen Church 
Related Institutions 
Bennington, 7,390—Bennington 
Vermont’ Soldiers’ Home 
MOOUDOERL: siscssceceves cv escs Inst State 
Brandon, 2,891—Rutland 
Brandon State School...... MeDe_ State 
Rated capacity 
Pittsford, 637—Rutland 
Caverly Preventorium ..... TB NPAssn 
Windsor, 8,689— Windsor 
Vermont State Prison Hosp.Inst State 
Windsor Hospital ......... Gen Corp 
Summary for Vermont: iia: Sika 
Hospitals and sanatoriums.. 27 3,321 
Related institutions.......... 5 430 
TOROS. « 6cr cscs cewsesencsts 32 8,751 
Refused registration.......... 28 
VIRGINIA 
23 
Se #8 
Hospitals and Sanatoriums SF go 
Ba 8 
Abingdon, 2,877—Washington is 
Johnston Memorial Hosp.0Gen NPAssn 
Alexandria, 24,149—Arlington 
Alexandria Hospital .......Gen NPAssn 
Bedford, 3,713—Bedford 
Hartwell Hospital .......... Gen Indiv 
John Russell Hospital...... Gen Corp 
Bristol, 8,840—W ashington 
King’s ountain Memorial 
Hospital ........ seseeeeeese Gen NPAssn 
Brook Hill, 50—Henrico 
Pine Camp Hospital....... TB City 
Burkeville, 755—Nottoway 
Piedmont Sanat. (col.).... TB State 
Catawba Sanatorium, 100—Roanoke 
Catawba Sanatorium ...... State 
Charlottesville, 15,245—Albemarle 
Blue Ridge Sanatorium..... TB State 


129 


47 
10 


18 


270 
150 


270 
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~ a 
i= 
2 ie ae 
& 22 38 & 
g EE fF E 
Awa «6 < 
15 216 42 1,408 
un ‘ 40 60 
7 144 34 2,050 
20 185 48 1,183 
5 33 31 = 961 
ws Sy 7120 405 
12 276 90 3,235 
4 a 6 169 
se vA 9 45 
15 440 116 7,308 
118 901 
6 20 5 166 
10 50 15681 
8 196 54 1,397 
5 87 16 611 
6 61 16 500 
° 70~=—s 112 
7 42 4 442 
10 83 25 775 
16 351 86 3,00! 
9 143 41 1,570 
< 10 5 74 
10 102 36 1,101 
5 30 13 343 
6 121 19 3668 
e- 1,050 $39 
10 159 65 1,382 
= ~~ 1 39 
an 285 24 
ee oe 71 155 
Ze re 6 101 
4 48 4 27 
Average 
Census Admissions 
2,756 30,873 
367 506 
3,123 31,469 
a 
2 © g 
oS & o = 
e LY » wn z 
3 #6 88 = 
n = i eg g 
3 Ss ps TU 
& Za qo < 
5 35 88 1,274 
16 439 405 80 3,576 
2 11 12 364 
2 16 10 «©8325 
3 196 28 1,242 
‘is . 199 25 
ef ee 139 266 
“s - 322 48 
.. 266 400 
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Martha Jefferson Hospital 

and Sanitarium .......... Gen NPAssn 50 10 177 29 1,318 
University of Virginia Hos- 

DERRINES = his see's sss sss oc Gen __ State 338 40 610 266 8,173 

Christiansburg, 1,970—Montgomery 

New Altamont Hospital... Gen NPAssn 3 5& 69 16 46934 
Clifton Forge, 6,839—Alleghany 

Chesapeake and Ohio Rail- 

way Hospitalt .......... Gen NPAssn 130 8 65 92 3,113 

Clintwood, 729—Dickenson 

Dickenson County HospitalGen Indiv 20 3 48 8 1,920 
Coeburn, 784—Wise 

Coeburn Hospital .......... Gen — Part 50 «(2 17 16 0 455 
Covington, 6,538—Alleghany 

Covington General Hosp...Gen Indiv 15 4 32 11. 339 
Dante, 2,600—Russell 

Clinehfield Hospital ........ Gen Corp 3 2 15 «(675 
Danville, 22,247—Pittsylvania 

Hilltop Sanatorium ........ NPAssn 60 .. a 50 836.120 
Memorial Hospital ........ Gen NPAssn 115 12 = 347 77 «(3,901 
Farmville, 3,133—Prince Edward 

Southside Community Hosp. Gen NPAssn 50 10 70 82 1,530 
Ft. Belvoir,—Fairfax 

Station Hospital .......... Gen Army 40 1 ‘ 138 =6620 
Ft. Myer, 1,050—Arlington 

Station Hospital .......... Gen Army 72 51 2,146 
Fortress Monroe, 1,265—Elizabeth City 

Station Hospital seni pee owe en Army 90 6 75 68 1,614 
Franklin, 2,930—Southampton 

Raiford Hospital .......... en Indiv 90 5 54 19 556 
Fredericksburg, 6,819—Spotsylvania 

Mary Washington Hospital Gen NPAssn 75 10 220 50 2,202 
Galax, 2,544—Grayson 

Galax Hospital and Clinic.Gen Corp % $3 34 20 563 
Hampton, 6,382—Elizabeth City 

Mixie Hospitalo ............ Gen NPAssn 70 10 143 25 1,287 
Harrisonburg, 7,232—Rockingham 

Rockingham Mem. Hosp.o°.Gen NPAssn 125 10 221 112 4,587 
Hopewell, 11,327—Prince George 

John Randolph Hospital... Gen Corp 18 5 48 7 367 
Hot Springs, 1,500—Bath 

Community House ......... en NPAssn 13 4 9 5 161 
Kecoughtan,—Elizabeth City 

Veterans Admin. Facility..Gen Vet 516 445 1,433 
Langley Field,—Elizabeth City 

Station Hospital ........... Gen Army 50 82 1,183 
Leesburg, 1,640—Loudoun 

Loudoun County Hospital. Gen County 2 6 76 15 662 
Lexington, 3,752—Rockbridge 

Stonewall Jackson Memo- 

rial Hoapital o. dcs..0 ese en NPAssn 42 8 45 25 1,384 

Luray, 1,459—Page 

Page Memorial Hospital... Gen NPAssn “a3 20 3 193 
Lynchburg, 40,661—Campbell r 

Guggenheimer Memorial 

pT SS ean are Unit of Marshall Lodge Memorial Hosp. 
Lynchburg General Hosp.° Gen City 102 10 243 83 2,616 
Marshall Lodge Memorial 

MINED ose vkkctscsacecsns Gen Frat 135 15 212 73 2,677 
Virginia Baptist HospitalO Gen Church 102 16 5 45 1,620 

Marion, 4,156—Smyth 
Southwestern State Hosp.. Ment State 1,220 1,196 461 
Rated capacity 1,347 
Nassawadox, 1,000—Northampton 
Northampton-Accomac Me- 
morial Hospital ......... Gen County 50 5 76 25 1,001 
Newport News, 34,417—Warwick 
Elizabeth Buxton Hospital® Gen Indiv 99 10 167 51 2,760 
Riverside Hospitalo ........ en NPAssn 100 14 354 54 2,381 
Whittaker Memorial Hospi- 
CUE COE)  ociekbendk keevsces cc en NPAssn 44 6 13 13 483 
Norfolk, 129,710—Norfolk 
Charles R. Grandy Sanat... TB City 100 88 101 
Henry A. Wise Hospital for 

Contagious Diseases ..... Iso City 30 No data supplied 
Hospital of St. Vincent de 

PRE ciccak anes sabuuens Gen Chureh 228 22 215 122 4,145 
Leigh Memorial Hospital... Gen NPAssn 50 12 130 27 1,261 
Norfolk Community Hospi- 

CR BP ine sk) deve ie cchees en NPAssn 2% 5 50 17~—s*§21 
Norfolk General Hosp.**#°.. Gen NPAssn 200 30 663 190 7,170 
U. S. Marine Hospital*....Gen USPHS 360 .. -- 269 3,220 

Norton, 3,077—Wise 

Norton Hospital .......... Gen Indiv 9 2 6 10 = 606 
Pennington Gap, 1,553—Lee 

Lee General Hospital...... Gen Corp so: 2 21 21 =861 
Petersburg, 28,564—Dinwiddie 

Central State Hosp. (col.).. Ment State 3,495 8,450 909 

Rated capacity 3,465 

Medical Center Hospital.... Unit of Central State ee 

Petersburg Hospital°o vasve ae NPAssn If 2 44 1,732 
Portsmouth, 45,704—Norfolk 

Kings Daughters Hospital Gen NPAssn 90 10 204 64 1,938 
Norfolk Naval Hospital*..Gen Navy 432 11 57 870 3,241 
Parrish Memorial Hospital®o Gen Corp 40 10 133 24 1,331 
Pulaski, 7,168—Pulaski 

Pulaski Hospital ...........Gen Corp 3% 65 86 27 1,012 
Radford, 6,227—Montgomery 

St. Albans Sanatorium..... N&M Indiv 40 .. ai 36 = 334 
Richlands, 1,355—Tazewell 

Mattie Williams Hospital..Gen Indiv 60 #1 46 45 1,760 


Richmond, 182,929—Henrico 


Crippled Children’s Hosp..Unit of Medical College of Va. Hosp. Division 
‘Key to symbols and abbreviations is on page 986 
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Dooley Hospital ........... Unit of Medical College of Va. Hosp. Division 
Grace Hospital ............. Gen Corp 85 10 2389 €2 3,384 
Johnston-Willis Hospital*° Gen Corp 125 16 422 82 3,941 
Medical College of = 
Hospital Division*+° . Gen NPAssn 423 18 535 393 9,979 
Memorial Hospital ........ ‘Unit of Medical College < Va. Hosp. Division 
Retreat for the Sick........ Gen NPAssn 90 273 51 1,973 
Richmond Community Hos- 
rea Gen NPAssn 238 6 = 7 363 
St. Elizabeth’s Hospitalo.. Gen pan 50 39 1,308 
St. Luke’s Hospital........ Gen 74 18 54 2,005 
St. Philip Hosp. (col.)°....Unit ot Medical College of Va. Hosp. Division 
Sheltering Arms Hospital. Gen NPAssn 68 119 65 1,445 
Stuart Circle Hospital*o.. Gen Corp 90 8 232 63 2,862 
Tucker Sanatorium ........ N&M Corp @-. és 29 86450 
Westbrook Sanatorium .N&M Corp 150 100 = 412 
Roanoke, 69,206—Roanoke 
Burrell Memorial Hospital 
GUND. Gack Neckndsedasceedete en NPAssn 38 3 No data supplied 
Gill Memorial Eye, Ear and 
Throat Hospital# ........ ENT NPAssn =, Y 6 700 
Jefferson Hospital*© ....... Gen NPAssn 110 12 = 134 72 2,063 
Lewis-Gale Hospital® ...... Gen NPAssn 64 6 74 57 2,329 
Roanoke Hospital® ........ Gen NP Assn 98 12 229 49 1,958 
Shenandoah Hospital ...... Gen Corp 5 8 112 25 1,442 
Veterans Admin. Facility... Ment Vet 635 .. 557 484 
Salem, 4,833—Roanoke 
Mount Regis Sanatorium.. TB Indiv 20 18 51 
Saltville, 2,964—Smyth 
Mathieson Hospital ....... Gen Corp 13 68 8 7 349 
South Boston, 4,841—Halifax 
South Boston Hospital.... Gen Indiv 36 «4 52 21 843 
Staunton, 11,990—Augusta 
Kings Daughters Hospital.. Gen NPAssn 65 10 104 42 1,330 
Stuart, 588—Patrick 
Stuart Hospital ............ Gen Indiv , OR 15 8 256 
Suffolk, 10,271—Nansemond 
Lakeview Hospital ........ Gen Corp 55 C6 54 25 s 
Virginia General Hospital.. Gen NPAssn 25 10 29 23 365 
University,—Albemarle 
University of Virginia Hos- 
WEE < sav catuscrcenennaaé See Charlottesville 
Warrenton, 1,450— Fauquier 
Fauquier County Hospital Gen NPAssn 2 65 98 10 3673 
Waynesboro, 6,226—Augusta 
Waynesboro General Hosp. Gen NPAssn , ee Estab. 1937 
Williamsburg, 3,778—James City 
ae Fen Indiv a... 4 19 6 320 
Eastern State Hospital.... Ment State 1,680 .. 1,630 475 
Rated capacity 1,600 
Winchester, 10,855— Frederick 
Winchester Memorial Hosp. Gen NPAssn 100 19 221 67 2,643 
Related Institutions 
Beaumont,—Powhatan 
Virginia Industrial School 
SR ee Sr Inst State 18 ” 5 446 
Clover, 251—Halifax 
Little Retreat Hospital.... Gen Indiv 6 2 33 1 86 
Colony, 100—Amherst 
State Colony for Epilepties 
and Feebleminded ........ MeDe State 1,250 1,184 261 
Rated capacity 1,250 
Danville, 22,247—Pittsylvania 
Providence Hospital (col.) Gen Corp 39. «66 17 8 439 
Falls Church, 2,019—Fairfax 
Gundry Home and Training 
School for Feebleminded.. MeDe Indiv 85 80 10 
Lawrenceville, 1,629—Brunswick 
Loulie Taylor Letcher Me- 
morial Hospital (col.).... Inst Church 17 1 50 
Martinsville, 7,705—Henry : 
St. Mary Hospital (col.)... Gen Indiv 14 2 5 3 130 
Shackelford Hospital ....... Gen Indiv 50. O68 38 24 «990 
Norfolk, 129,710—Norfolk 
McCoy-Stokes Hospital...... ENT Part 13 ris 3 312 
Richmond, 182,929—Henrico 
te Bea eee InstGen City 500 28 113 476 1,262 
Convalescent Home Hosp.. Cony Indiv 45 2 No data supplied 
Lee Camp Soldiers’ Home 
pS EOE ree prea Ins State 30 10 8 
Penitentiary Hospital ...... Inst State 44 24 «660 
State Farm, 60—Goochland 
State Farm Hospital....... Inst State ae as 62 992 
Staunton, 11,990—Augusta 
Western State Hospital.... Ment State 2,365 -- 2,288 1,201 
Rated capacity 2,488 
Stonega, 251—Wise 
Stonega Hospital .......... Indus NPAssn ; ee os 7 107 
Sweet Briar, 200—Ambherst 
Sweet Briar College Infir- 
PE = tenka ad tarcacvies ocunee Inst NPAssn : éa 2 2% 
» Average 
Summary for Virginia: Number Beds Census Admissions 
Hospitals and sanatoriums.. 90 14,998 12,483 139,707 
Related institutions......... “ 17 4,762 4,115 7,292 
NI ss oa dics <n aso c¥abees 107 19,760 16,598 146,999 
Refused registration.......... 1 8 
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Aberdeen, 21,723—Grays Harbor 
Aberdeen General Hospital. Gen 
St. Joseph’s Hospital®...... Gen 

American Lake, 800—Pierce 


Veterans Admin. Facility... Ment 


Anacortes, 6,564—Skagit 


Anacortes Hospital ........ Gen 
Auburn, 3,906—King 

Suburban Hospital ........ Gen 
Bellingham, 30,823—Whatcom 

St. Frances Hospital........ Gen 
St. Joseph’s Hospitalo..... Gen 


St. Luke’s General Hosp.°.. Gen 
Bremerton, 10,170—Kitsap 


U. S. Naval Hospital....... Gen 
Centralia, 8,058— Lewis 

St. Luke’s Hospital and 

weet OMe .. oc<ucvcaccveee 7en 

Chehalis, 4,907—Lewis 

St. Helen’s Hospital........ Gen 
Chewelah, 1,315—Stevens 

St. Joseph’s Hospital...... Gen 
Colfax, 2,782—Whitman 

St. Ignatius Hospital®..... Gen 
Colville, 1,803—Stevens 

Mt. Carmel Hospital....... Gen 


Dayton, 2,528—Columbia 
John Brining Memorial Hosp. Gen 
Ellensburg, 4,621—Kittitas 
Ellensburg General Hospital Gen 
Elma, 1,545—Grays Harbor 


Conway Hospital .......... Gen 
Oakhurst Sanatorium ...... TB 
Everett, 30,567—Snohomish 

General Hospitalo ......... Gen 
Providence Hospital ...... Gen 
Forks, 600—Clallam 

Olympic Hospital .......... Gen 
Ft. Lewis,— Pierce 

Station Hospital ........... Gen 


Ft. Steilacoom, 2,080— Pierce 


Western State Hospitalt©.. Ment 
Rated capacity 5 
Ft. Worden (Port Townsend P.O.), inane 


Station Hospital .......... Gen 
Hoquiam, 12,766—Grays Harbor 

Hoquiam General Hospital Gen 
Kirkland, 1,714—King 

Kirkland Hospital ......... Gen 
Lakeview, 300—Pierce 

Mountain View Sanatorium TB 
Leavenworth, 1,415—Chelan 

Cascade Sanitarium ........ Gen 
Longview, 10,652—Cowlitz 

Cowlitz General Hospital... Gen 

Longview Memorial Hosp.. Gen 
Mason City,—Okanogan 

Washington Hospital ..... Gen 
Medical Lake, 1,671—Spokane 


Eastern State Hospital.... Ment 
Rated capacity 1,800 


Mt. Vernon, 3,690—Skagit 

Mt. Vernon General Hosp.. Gen 
Nespelem, 125—Okanogan 

Colville Hospital .......... Gen 
Newport, 1,080—Pend Oreille 

Newport Community Hosp. Gen 
Olympia, 11,733—Thurston 

St. Peter’s Hospital®....... Gen 
Oroville, 800—Okanogan 

Oroville General Hospital... Gen 
Pasco, 3,496—Franklin 

Our Lady of Lourdes Hos- 

OGAID vind cuaseuses sé Pasar te Gen 

Pt. Angeles, 10,188—Clallam 

Davidson and Hay Hospital Gen 

Pt. Angeles General Hosp.° Gen 
Pt. Gamble,—Kitsap 

McCormick General Hosp... Gen 
Pt. Townsend, 3,979—Jefferson 

St. John’s Hospital......... Gen 
Puyallup, 7,094—Pierce 


Puget Sound Sanatorium... N&M 


Renton, 4,062—King 
Renton Hospital ........... Gen 
Richmond Highlands, 600—King 
Firland Sanatorium and Iso- 


lation Hospital© ......... TbIso 
Seattle, 365,583—King 

Ballard Accident and Gen-- 
eral Hospital ...........3 Gen 
Children’s Orthopedic Hos- 
WEONECD. isvctsorkaceescsanet Orth 
Columbus Hospital*©o ..... Gen 
Firlawn Sanatorium ....... N&M 
King County Hospital, Unit 

No. 1 (Harborview)*°..... Gen 
King County Tuberculosis 


Seer . TB 
Laurel Beach Sanatorium.. TB 
Maynard Hospital wey 


Meadows Sanatorium ...... N&M 


Ownership 
or Contro 


Corp 
Church 


Vet 
Corp 
Corp 


Indiv 
Church 


NPAssn 


Navy 


Part 
Church 
Church 
Church 
Part 
Indiv 
Corp 


Indiv 
County 


NPAssn 


Church 
Part 
Army 


State 


Army 
Corp 
Indiv 
County 
NPAssn 


NP Assn 
Corp 


NPAssn 


State 


Indiv 
IA 
NPAssn 
Church 


Indiv 


Church 


Part 
NPAssn 


Indiv 
Church 
Corp 
Indiv 


City 


NPAssn 
NPAssn 
Chureh 
Corp 


County 


County 
Part 
NPAssn 
Corp 





Bassinets 


a 


ed 
woe [>] a 


or 


i) 
or 


REGISTERED 


Number of 
Births 


rt 
~e 
© 


165 
No data s 
71 
105 


142 


49 


255 


No data supplied 


192 


No data supplied 


167 


76 
147 


24 
86 


102 


147 
304 
801 


a 


Key to symbols and abbreviations is on page 986 
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ero 
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Providence Hospital*® ....Gen Chureh 385 45 865 235 7,694 
Riverton Sanatorium ...... TB NPAssn ... es 50 88 
St. Luke’s Hospital........ Gen Corp 46 15 171 20 1,087 
Seattle General Hospital*® Gen NPAssn 100 20 324 74 3,893 
Station Hospital ........... Gen Army sere os 8 204 
Swedish Hospital*© ........ Gen NPAssn 195 65 952 163 5,371 
U. S. Marine Hospital*..... Gen USPHS 400 .. 6 331 3,059 
Virginia Mason Hospital*° Gen NPAssn 143 30 442 102 4,027 
Sedro Woolley, 2,719—Skagit 
Memorial Hospital ......... Gen NPAssn 80 10 123 15 558 
Northern State Hospital and 
State Narcotic Farm Col- 
OO idybancaccnshed chtesks Ment State 1,778 -. 1,669 400 
Rated capacity 1,500 
Shelton, 3,091—Mason 
Shelton General Hospital..Gen NPAssn 45 15 149 28 1,028 
Snohomish, 2,688—Snohomish 
Aldercrest Sanatorium .....TB . County ee a 48 42 
Snohomish General Hosp... Gen Indiv 14 4 63 7 30 
South Bend, 1,798—Pacifie 
South Bend General Hosp. Gen Part 3 «5 40 12 =280 
Spokane, 115,514—Spokane 
Deaconess Hospital*© ..... Gen Church 227 30 626 127 4,988 
Edgecliff Sanatorium® ..... TB County 148 .. pe 117.—ss«a19 
Sacred Heart Hospital*o.. Gen Chureh 294 40 1,048 264 9,068 
St. Luke’s Hospital*°©...... Gen NPAssn 175 18 287 = 118 3,388 
Shriners Hospital for Crip- 
pled Children ............ Orth Frat 2 .. ny 20 «115 
Station Hospital ........... Gen Army 9 2 9 43 893 
Stanwood, 715—Snohomish 
Stanwood General Hospital Gen Indiv 14 «3 30 6 50 
Tacoma, 106,817—Pierce : 
Northern Pacific Beneficial 
Association Hospital ....Gen NPAssn 1ll 9 45 63 2,471 
Pierce County Hospital*... Gen County 198 22 3836 170 3,287 
St. Joseph’s Hospital*>....Gen Chureh 300 50 561 84 3,960 
Tacoma General Hospital*° Gen NPAssn 185 35 896 117 4,335 
Tacoma Hospital .......... G&TB IA 230 .. 1 2S 868 
Toppenish, 2,774—Yakima 
Yakima Sanatorium ...... TB IA Oe as re 32 80 
Vancouver, 15,766—Clark 
Clark County Hospital.... Gen County 87 8 61 81 600 
Clark General Hospital.... Gen NPAssn 40 12 198 30 =: 961 
St. Joseph’s Hospital°..... Gen Chureh 125 14 127 45 1,723 
Station Hospital ........... Gen Army 109 .. as 45 1,314 
Walla Walla, 15,976—Walla Walla 
St. Mary’s Hospitalo....... Gen Church 75 25 21 63 2,329 
Veterans Admin. Facility.. G&TB Vet 400 .. -- 836 1,464 
Walla Walla Sanitarium and 
PRIDE osc dicccacgabeaves Gen Church 50 69)=118 24 726 
Wenatchee, 11,627—Chelan 
Central Washington Dea- 
coness Hospitalo” ......... Gen Church 50 14 278 40 1,440 
St. Anthony’s Hospital>...Gen Church 60 15 238 38 1,458 
Yakima, 22,101—Yakima 
St. Elizabeth’s Hospitalo.. Gen Church 156 30 738 150 4,643 
Yakima County Hospital.. Gen County 40 13 19 28 = 889 
Related Institutions 
Chehalis, 4,907— Lewis 
State Training Schools for 
MO cide ca akiee eU cena Inst State 46 .. oe 6 862 
Cle as: 2,508—Kittitas 
Roslyn Cle Elum Beneficial 
Company Hospital ......Gen NPAssn 21 #1 5 14 «499 
Ione, 594—Pend Oreille 
Ione Hospital .............. Gen Indiv 9 4 33 5 308 
Medical Lake, 1,671—Spokane 
State Custodial School..... MeDe State 1,570 .. -. 1,545 116 
Rated capacity, 1,300 
Monroe, 1,570—Snohomish 
Monroe General Hospital.. Gen Indiv 13 «4 20 4 165 
Snohomish County Hospital 
i OS oes s vcwates InstGen County 82 «5 3 2 138 
Mt. Vernon, 3,690—Skagit 
Rowley General Hospital...Gen Indiv 40 10 113 18 650 
Seattle, 365,583—King 
Florence Crittenton Home. Mat NPAssn 25 15 $2 te 38 
Freedlander’s Sanitarium .. Conv Indiv eer a 8 8 
Junior League Convalescent 
MONG vv iéucnuatnes ss pscaan Conv NPAssn 2 .. e 15 74 
King County Hospital, Unit 
No.2(Georgetown Branch).InstChr County 275 .. - Sl 7% 
University of Washington 
Health Service Infirmary. Inst State 75 we 56 oe Ae 
Spangle, 218—Spokane . 
Spokane County Hospital. Inst County 135 .. . 110 416 
Spokane, 115,514—Spokane 
Florence Crittenton Home.. Mat NPAssn 2 6 14 76 
Rivercrest Hospital ........Iso City 100 .. Nod data supplied 
Salvation Army Women’s 
Hospital and Home..... .Mat Church 40 30 96 30 = 134 
Sprague, 639—Lincoln 
Sprague Hospital ..........Gen Indiv 100 56 15 2 Gl 
Steilacoom, 722—Pierce 
United States Penitentiary 
NO ois ciscanwanevete Fed Ob ea te 
Sumas, 647—Whatcom 
Sumas General Hospital... Gen Indiv 12 2 5 1 %& 
Tacoma, 106,817—Pi 
Washington Minor 1 HospitalGen NPAssn 14... «.. 10 1,353 
White Shield Home ........Mat NPAssn 2 10 6 8 
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Tulalip, 100—Snohomish 
Tulalip Hospital ............ Gen IA 9 4 39 9 210 
Walla Walla, 15,976-—Walla Walla 
Blue Mountain Sanatorium TB County 32 25 45 
Yakima, 22,101—Yakima 
Cottage Hospital .......... Gen Indiv 15 12 390 5 406 
Summary for Washin : Average 
4 oe Number’ Beds Census Admissions 
Hospitals and sanatoriums.. 92 15,293 12,230 143,650 
Related institutions.......... 24 2,608 2,190 9,024 
PEN ratte is We teeta 116 17,901 14,420 152,674 
Refused registration.......... 21 480 
WEST VIRGINIA 
as “ a 
SZ. &s & 32 38 @ 
Hospitals and Sanatoriums ©&¢£ ao o & EP $8 & 
£3 &5 $ S SH FS 
° Se A Zh “0 « 
Peckley, 9,357—Raleigh 
Beckley Hospital .......... Gen Part 155 20 80 126 8,962 
Pinecrest Sanitarium ...... TB State 148... - 146 199 
Raleigh General Hospital.o. Gen Corp 60 4 46 41 1,479 
Bluefield, 19,339—Mercer 
Bluefield Sanitarium ....... Gen Corp 100 6 140 84 4,118 
Brown’s Hospital (eci.).... Gen Indiv 40 3 11 16 rue 
Providence Hospital (col.). Gen Indiv 3 3 2 10 494 
St. Luke’s Hospital©....... Gen Corp 75 «8 SO 50 1,697 
uekhannon, 4,374—Upshur 
St. Joseph’s Hospital....... Gen Chureh 80 6 51 22 ~=«69 
harleston, 60,408—Kanawha 
Charleston General Hosp.**#° Gen NPAssn 200 20 270 163 6,765 
Kanawha Valley Hospital® Gen Corp 132 12 a 104 ag 
McMillan Hospitalt© ...... Gen Corp 909 10 131 49 2,459 
Mountain State Hospitalo. Gen Corp 7:3. we 53 4,005 
St. Francis Hospitalo...... Gen Church 90 14 232 61 2,661 
Salvation Army Hospital... Gen Church 2 4 81 15 ~=—«561 
Staats Hospital ............ Gen Corp 46 3 55 38 1,879 
Charles Town, 2,434—Jefferson 
Charles Town General Hosp.Gen° NPAssn 26 «6 45 10 8397 
‘ larksburg, 28,866—Harrison 
St. Mary’s Hospital¢®....... Gen Church 150 12 149 74 3,162 
Union Protestant Hosp.°.. Gen NPAssn 52 10 159 35 1,634 
l ikins, 7,345—Randolph 
Davis Memorial Hospital©. Gen NPAssn 120 10 53 66 2,393 
Elkins City Hospital°o...... Gen Indiv 65 «6 35 25 993 
J airmont, 23,159—Marion 
Cook Hospital ............ en NPAssn 106 10 188 74 2,781 
Fairmont Emergency Hos- 
DUGREPS eh ca pnpdndaedvedetenes Gen State 60 5 28 47 3,218 
Clen Dale, 1,493—Marshall 
Reynolds Memorial Hosp.°. Gen Church 80 10 126 26 486892 
l/inton, 6,654—Summers 
Hinton Hospital® .......... Gen Corp 1; 29 86 1,120 
liolden, 4,000—Logan 
Holden Hospital ........... Gen NPAssn 8 #1 4 12 645 
Hopemont, 800—Preston 
Conley Hospital............... Unit of ek eam ne 
Hopemont Sanitarium? .... TB State ei 410 289 
liuntington, 75,572—Cabell 
Chesapeake and Ohio Rail- 
way Hospital* ........... en NPAssn_ 110 58 96 2,746 
Huntington City Hospital.Gen City 30 4 No data supplied 
Huntington Memorial Hos- 
DIGUIY sb di ce ewdcccdaccserss en NPAssn 115 6 69 44 1,795 
en Orthopedic Hos- 
CRE Feri ws hep kaeivice se Orth NPAssn 50 $5 825 
ui peandiiliads Eye, Ear and 
Throat Hospital ......... Indiv 5 A 8 417 
St. Mary’s Hospital*°©...... Gen Chureh 110 24 545 112 3,845 
Veterans Admin. Facility... Gen Vet 210 -. 188 1,821 
Kenova, 3,680—Wayne 
Rife-Ferguson Hospital......Gen Part 1 2 10 4 125 
Keyser, 6,248—Mineral 
Potomae Valley Hospital>. Gen Corp 5 8 81 81 1,169 
Lakin, 50—Mason 
Lakin State Hosp. (col.).. Ment State 410 .. - 359 127 
Rated capacity 450 
Logan, 4,396—Lo 
Logan Gehenat’ £ Hospital®.. Gen Corp 100 8 51 57 2,495 
Mercy Hospital ............. Gen Part 75 10 44 54 1,963 
Marlinton, 1,586—Pocahontas 
Pocahontas Memorial Hosp. Gen County 40 3 No data supplied 
Martinsburg, 14,857—Berkeley ' 
City HospitalO ............ Gen NPAssn 100 6 88 50 1,036 
Kings Daughters Hospital© Gen NPAssn 65 8 107 34 1,202 
Matewan, 932—Mingo 
Matewan Clinie Hospital...Gen Indiv <3 52 12 4,375 
McKendree, 80--Fayette 
McKendree Emergency Hos- 
DIGSIO. Ses c tase owcdeehes pene . Gen State 60 3 19 45 609 
Montgomery, 2,906— Fayette 
Laird Memorial Hospital... Gen Corp 135 12 72 54 38,470 
Morgantown, 16,186—Monongalia 
City Hospital® ............ Gen _ Indiv 57. 7 96 32 1,205 
Eastmont Tuberculosis San- 
SCORN on sa eehc ee ten sous TB NPAssn 0... pe 24 35 
Monongalia Gounty Hosp. Gen County 75 106 48 1,566 





WEST VIRGINIA—Continued 


os 
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Ed 
Mullens, 2,356—Wyoming 
Wylie Hospital ............. Gen 
New Martinsville, 2,814— Wetzel 
Wetzel County Hospital.... Gen 


Oak Hill, 2,076—Fayette 
Oak Hill Hospital.......... Gen 
Parkersburg, 29,623—Wood 
Camden-Clark Memorial 
Hospital?e 
St. Joseph’s Hospital*°.... 
Philippi, 1,767—Barbour 
Myers Clinie Hospital...... Gen 
Princeton, 6,955—Mercer 
Mercer Memorial Hospital.. 
Princeton Hospital 
Richwood, 5,720—Nicholas 
McClung Hospital 
Sacred Heart Hospital..... Gen 
Ronceverte, 2,254—Greenbrier 
Greenbrier Valley Hospital© Gen 
South Charleston, 5,904—Kanawha 


Dunn Hospital ............. Gen 
Welch, 5,376—McDowell 

Grace (| ear Gen 

Stevens Clinic Hospital.... Gen 


Welch Emergency Hospital® Gen 
Weston, 8,646—Lewis 

General Hospital 

Weston City Hospital..... Gen 
Wheeling, 61,659—Ohio 

Ohio Valley General Hosp.*° Gen 

Wheeling Hospital*°o Gen 
Williamson, 9,410—Mingo 

Williamson Mem. Hospital Gen 


Related Institutions 
Berkeley Springs, 1,039—Morgan 
“The Pines’ West Virginia 
Foundation for Crippled 
Children 
Charleston, 60,408—Kanawha 


Ownership 
or Control 


Indiv 
NPAssn 
Part 
City 
Chureh 
Part 


Part 
Corp 


Corp 
Chureh 


Corp 
Indiv 
Corp 
Corp 
State 


Indiv 
Corp 


NPAssn 
Chureh 


Corp 


Hill Crest Sanatorium..... TbChil NPAssn 


Huntington, 75,572—Cabell 
Huntington State Hospital Ment 


State 


Rated capacity 


Milton, 1,305—Cabell 


Morris Memorial Hospital 
for Crippled Children.... Conv 
Moundsville, 14,411—Marshall 
Grand View Sanatorium... TB 


West Virginia Penitentiary 
Hospital 
St. Marys, 2,182—Pleasants 
West Virginia Training 
School Me 


NPAssn 
County 
State 


State 


Rated eapacity 


Spencer, 2,493—Roane 
De Pue Hospital............ Gen 
Spencer State Hospital..... Ment 


Indiv 
State 


Rated eapacity 


Weston, 8,646—Lewis 


Weston State Hospital..... Ment 


State 1, 


40 
958 
708 

45 

30 

74 

83 

80 

20 
897 
497 
616 


Rated capacity 1,278 


Wheeling, 61,659—Ohio 





Florence Crittenton Home.. Mat NP Assn 
Ohio County Tuberculosis 
BAMAtOPMM 6 oo ccccisecccuve TB County 
Summary for West Virginia: Wien tile 
Hospitals and sanatoriums.. 67 6,092 
Related institutions.......... 2 4,010 
rth pede veuseekaike 79 10,102 
Refused registration.......... 92 
WISCONSIN 
2s 
oe 
sg ES 
Hospitals and Sanatoriums 23> sO 
a a 
Sh O68 
Algoma, 2,202—Kewaunee 
Algoma Hospital .......... Gen NPAssn 
Amery, 1,354—Polk 
Amery Hospital ........... Gen Indiv 
Antigo, 8,610—Langlade 
Langlade County Memorial 
J Bee ere eee en Church 
Appleton, 25,267—Outagamie 
St. Elizabeth Hospital*..... Gen Chureh 
Arcadia, 1,499—Trempealeau 
St. Joseph’s Hospital...... Gen Church 
Ashland, 10,622—Ashland 
Ashland General HospitalOGen NPAssn 
St. Joseph’s Hospital°®...... Gen Church 
Baldwin, 808—St. Croix ; 
Baldwin Community Hosp.Gen NPAssn 
Baraboo, 5,545—Sauk 
St. Mary’s Ringling Hosp.. Gen Church 


Key to symbols and abbreviations is on page 986 


46 
38 


40 





: 





a 
on E 
oS S. = 
2 2f G2 
so 3s pS ca 
ma Ae <0 < 
2 20 14 
5 39 20 790 
5 23 98 2,135 
18 183 58 1,755 
10 8=225 79 2,636 
3 21 23 1,049 
Rie a 20 Pa 
2 No data supplied 
6 24 12 419 
6 No data supplied 
4 16 $2 1,438 
2 21 3 173 
6 84 81 3,445 
6 76 79 4,142 
2 30 43 5,203 
3 27 20 ~=—s« 691 
7 27 12 546 
22 568 203 5,942 
30 510 139 3,635 
5 68 51 2,405 
20 38 
33 26 
891 482 
24 36 
No data supplied 
84 4 
2 33 10 451 
ie r 885 245 
1,574 624 
2 a 1 20 
38 77 
Average 
Census Admissions 
4,066 127,073 
3,639 2,705 
7,705 129,778 
— 2 
> - o = 
gs s2 - a @ 
a ¢é5 uh 3 
ao ss 63 oc 
a 2a «40 4 
4 31 4 166 
5 28 6 229 
10 150 41 1,594 
30 86629 107 3,879 
8 oe 
8 102 40 1,149 
15 208 78 2,372 
6 38 8 193 
10 =—:158 4 = = 901 
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Beaver Dam, 9,867—Dodge 
Lutheran Deaconess Hosp.. Gen Church 43 12 184 
Beloit, 23,611—Roek 
Beloit Municipal Hospital.. Gen City 80 28 410 
Berlin, 4,106—Green Lake 
Berlin Memorial Hospital... Gen NPAssn 15-5 54 
Biack River Falls, 1,950—Jackson 
Krohn Clinic and Hospital Gen Part 2.1 . 
soscobel, 1,762—Grant 
Brookside-Parker Hospital... Gen Part ae 19 
Burlington, 4,114—Racine 
Memorial Hospital ........ Gen NPAssn 23:10 181 
Chippewa Falls, 9,539—Chippewa 
St. Joseph’s Hospital...... Gen Church 145 14 220 
Columbus, 2,514—Columbia 
St. Mary’s Hospital...... . Gen Church 40 6 108 
Cumberland, 1,582—Barron 
Cumberland Hospital ...... Gen Part 28 «6 63 
Darlington, 1,764—Lafayette 
Drs. Quinn and McConnell! 
oT AP ere cy er ren Part 10 $3 
Dodgeville, 1,937—Iowa 
Dodgeville General Hospital Gen NPAssn 2-5 97 
St. Joseph’s Hospital...... Gen Chureh 50 15 106 
Eau Claire, 26,287—Eau Claire 
Luther Hospital® ........... Gen NPAssn 135 20 436 
Mt. Washington Sanatorium TB County 58 
Sacred Heart Hospital..... Gen Church 150 25 352 
Edgerton, 2,906—Rock 
Edgerton Memorial Hospital Gen NPAssn mS 
Elkhorn, 2,340—Walworth 
Walworth County Hospital Gen County 41 ll 237 
Fond du Lae, 26,449—Fond du Lac 
St. Agnes Hospital*°©...... Gen Chureh 2230 32 589 
Ft. Atkinson, 5,793—Jefferson 
Ft. Atkinson General Hosp. Gen Indiv 15 «5 75 
Frederic, 680—Polk 
Frederic Hospital .......... Gen Indiv 12 4 46 
Grantsburg, 777—Burnett 
Community Hospital ...... Gen Corp 20 4 60 
Green Bay, 37,415—Brown 
Bellin Memorial Hospital®. Gen Chureh 79 11 238 
St. Mary’s Hospital°®....... Gen Chureh 100 22 393 
St. Vineent’s Hospital...... Gen Church 217 23 581 
Hartford, 3,754—Washington 
St. Joseph’s Hospital...... Gen Church 50 68 94 
Hawthorne, 75—Douglas 
Middle River Sanatorium.. TB County 138 
Hayward, 1,207—Sawyer 
Hayward Indian Hospital. Gen IA 45 5 106 
Hillsboro, 972—Vernon 
Hansberry Hospital ........ Gen Indiv 23 5 
Iola, 763—Waupaca 
eer Gen Corp 18 5 24 
Janesville, 21,628—Rock 
Mercy HospitalO ........... Gen Church 120 30 8 388 
Pinehurst Sanatorium ..... TB County 68 es 
Jefferson, 2,638—Jefferson 
Forest. Lawn Sanatorium.. TB County 54 
Kaukauna, 7,581—Outgamie 
Riverview Sanatorium ..... TB County 65 
Kenosha, 50,262—Kenosha 
Kenosha Hospital .......... Gen NPAssn 150 30 393 
St. Catharine’s Hospital 
and Sanitarium .......... Gen Church 43 12 362 
Willowbrook Sanatorium ... TB County 38. vv 
Keshena, 500—Shawano 
St. Joseph’s Indian Hosp.. Gen Church 6 6 106 
La Crosse, 39,614—La Crosse 
Grandview Hospital ....... Gen NPAssn 106 10 86 
La Crosse Hospital ........ Gen NPAssn 40 12 151 
La Crosse Lutheran Hosp.* Gen Church 13 9 152 
St. Francis Hospital*°©..... Gen Chureh 285 40 636 
Ladysmith, 3,493—Rusk 
St. Mary’s Hospital........ Gen Church 35 8 129 
Lancaster, 2,482—Grant 
Godfrey Hospital .......... Gen Indiv 2-8 15 
Laona, 1,500—Forest 
oe. reer Gen Indiv 15 5 43 
Madison, 57,899—Dane 
Lake View Sanatorium..... TB County 140 .. an 
Madison General Hospital*. Gen NPAssn 160 25 489 
Methodist Hospital*o ...... Gen Church 110 10 = 8386105 
Morningside Sanatorium... TB NPAssn ees es 
MormanGan | 6c dasesvenceves N&M Corp , oe a 
St. Mary’s Hospital*°...... Gen Chureh 175 30 817 
State of Wisconsin General 
Hospital®@o .......0ccccens yen State 650 22 204 


Wisconsin Orthopedic Hos- 
pital for Children......... 
Wisconsin Psychiatric Insti- 
tute 
Manitowoc, 22,963— Manitowoc 
Holy Family Hospital°... 
Marinette, 13,734—Marinette 


. Gen 


Marinette and Menominee 
Hospital .....vcesscceves de GEN 
Marshfield, 8,773—Wood 
St. Joseph’s Hospital*°©..... Gen 


Mauston, 2,107—Juneau 
Mauston Hospital ......... 


Gen 


Church 


NPAssn 


Church ~ 


Corp 





120 20 308 
50 10 246 
162 18 331 
36 «6 83 


38 


10 


67 
62 


Admissions 


171 
704 
2,149 
633 
397 


782 
1,264 
3,179 

59 
3,124 


977 


No data supplied 


280 


303 


119 
4,869 
2,277 

43 


168 
5,016 


643 11,689 


72 


30 
104 
22 


Unit of State of Wisconsin General Hospital 
Unit of State of Wisconsin General Hospital 


2,173 


1,355 
3,398 
790 


Key to symbols and abbreviations is on page 986 
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Medford, 1,918—Taylor 
Medford Clinic ............. Gen Corp 37. 6 
Mendota, 400—Dane 
Mendota State Hospital.... Ment State 890 .. 
Rated capacity 790 
Veterans Admin. Facility.. Ment _ Vet 236 
Menomonie, 5,595—Dunn 
Menomonie City Hospital.. Gen City 2% 7 
Merrill, 8,458—Lincoln 
Holy Cross Hospital....... Gen Chureh 50 11 
Lincoln County Hospital.. Gen County 34. 4 
Milwaukee, 578,249—Milwaukee 
Columbia Hospital*+o -Gen NPAssn 125 25 
Evangelical Deaconess Hos- 
CORPS OST MR = Fy en Church 135 28 
Johnston Emergency Hosp. Emerg City 2 4 
Milwaukee Children’s Hos- 
ORGRIN. decccaaae des weauekn Chil NPAssn 200 


Milwaukee County General 
Hospital, Dispensary-Emer- 





our. A. M. A. 
RCH 26, 1938 


Number of 
Births 


~I 
= 


Average 
Census 


on 


9 
887 


Estab. 


18 


25 


80 





& Admissions 
o 


1,289 
1937 
633 


1,109 
251 


3,375 


4,507 
3,832 


3,461 


gency Unit ...... Unit of Milwaukee County General Hosp., Wauwatosa 
Milwaukee Hospital, “The 
Passavant”’*© ........ eee Gen Church 223 40 889 186 7,158 
Misericordia Hospital*° .... Gen Church 110 40 793 95 4,044 
Mt. Sinai Hospital*°©....... Gen NPAssn 142 28 814 144 6,419 
Sacred Heart Sanitarium°®. Gen Church 300 .. Ee 181 2,256 
St. Anthony Hospital...... Gen Chureh 40 12 383 33 1,868 
St. Joseph’s Hospital**o.. Gen Church 825 75 1,178 195 7,238 
St. Luke’s Hospital*....... Gen Chureh 100 25 = =667 67 3,308 
3 es | ere eee N&M Church er bag 73 = 487 
St. Mary’s Hospital*+°o.... Gen Church 187 30 592 119 4,882 
Shorewood Hospital-Sanit.. N&M Corp ae 34 = 319 
South View Hospital....... Iso City 250 112 1,592 
Stark Hospital................ Unit of Milwaukee Children’ s Hospital 
Veterans Admin. Facility... G&TB Vet 1,178 Or 885 4,954 
West Side Hospital......... Gen NPAssn 24 «CS 30 6 288 
Monroe, 5,015—Green 
Evangelical Deaconess Hos- 
Ie Seach ta woes wee o'ge. ws dae Gen Church 40 12 227 85 1,177 
Mt. Horeb, 1,425—Dane 
Buckner Hospital .......... Gen Indiv 14 6 82 § $72 
Neenah, 9,151—Winnebago 
Theda Clark Memorial Hos- 
WIRE candace ever idan seoaee Gen NPAssn 55:27 S17 86 1,752 
New London, 4,661—Waupaca 
Community Hospital ....... Gen Church %® 8s 127 24 86796 
Memorial Hospital ......... Gen Indiv 13 «6 19 5 124 
Oconomowoc, 4,190—W aukesha 
Rogers Memorial Sanit.... N&M NPAssn ee os 47 114 
Summit Hospital .......... Gen Corp 3 8 52 238 8490 
Oconto Falls, 1,921—Oconto 
Oconto Falls Hospital..... Gen NPAssn Be 43 7 320 
Onalaska, 1,408—La Crosse 
Oak Forest Sanatorium.... TB County 65. 65 52 
Osceola, 607—Polk 
Ladd Memorial Hospital.... Gen Indiv 8 2 23 3 148 
Oshkosh, 40,108—Winnebago 
Mercy Hospital*© .......... Gen Chureh 130 20 389 81 3,144 
Park Falls, 3,036—Price 
Park Falls Hospital........ Gen Indiv 2 4 48 14 «672 
Pewaukee, 1,067—Waukesha 
Oak Sanatorium ....... bones ED County 42 .. se 40 61 
Platteville, 4,047—Grant 
Andrew. Hospital .......... Gen Indiv 20 4 18 6 208 
Wilson Cunningham Hosp.Gen Corp 2 5 25 8 219 
Plymouth, 3,882—Sheboygan 
Plymouth Hospital ........ Gen Church 2 8s 110 16 «O57 
Rocky Knoll Sanatorium.. TB County 90 .. a. 92 51 
Portage, 6,308—Columbia . 
St. Savior’s General Hosp..Gen Church 68 13 175 29 1,127 
Prairie du Chien, 3,943—Crawford : 
Beaumont Hospital ....... en Indiv 200 6 37 7 365 
Prairie du Chien Sanitarium- 
PRONE is vtec sonwstodanns Gen Corp 60 8 73 29 1,260 
Prescott, 755—Pierce 
St. Croixdale Sanatorium..G-N&M Indiv 50 «4 10 41 142 
Pureair (Bayfield P.O.),—Bayfield 
Pureair Sanatorium ........ TB County 70 va 69 74 
Racine, 67,542—Racine 
St. Luke’s Hospital®........ Gen Church 120 88 463 50 1,907 
St. Mary’s Hospital*...... Gen Church 165 33 629 83 4,705 
Sunny Rest Sanatorium.... TB County 58 .. ; 68 56 
Reedsburg, 2,967—Sauk 
Reedsburg Municipal Hosp..Gen City 31 8 88 14 «600 
Rhinelander, 8,019—Oneida 
St. Mary’s Hospital...... ..Gen Church 7 10 154 81 1,377 
Rice Lake, 5,177—Barron 
Lakeside Methodist HospitalGen Church 50 15 161 33 1,760 
St. Joseph’s Hospital....:.. Gen Church 40 6 61 24 «(988 
Richland Center, 3,632—Richland 
Richland Hospital ...... ....Gen NPAssn 68 7 107 87 1,727 
Ripon, 3,984—Fond du Lac 
Ripon Municipal Hospital...Gen City 18 7 50 12 62 
St. Croix Falls, 952—Polk ~ : ; 
St. Croix Fails Hospital...Gen Indiv 20 «5 37 10 «= 418 
Shawano, 4,188—Shawano 
Shawano Municipal Hosp..Gen CyCo 40 8 158 $2 1,150 
Sheboygan, 39,251—Sheboygan 
St. Nicholas Hospital.......Gen Church 130 20 472 80 2774 
Sheboygan Memorial Hosp. Gen NPAssn 86 25 358 59 1,821 











>. 
ion 
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Shullsburg, 1,041—Lafayette i 
Dr. Ennis’ Hospital......... Gen Indiv 8 3 15 10 2 
South Milwaukee, 10,706—Milwaukee 
South Milwaukee Hospital..Gen Indiv 1. ¢ 58 6 $313 
Sparta, 4,949—Monroe 
St. Mary’s Hospital......... Gen Church 50 11 218 52 1,612 
Stanley, 1,988—Chippewa - 
Victory Hospital ............ Gen NPAssn 1 7 60 2 671 
Statesan, 121—Waukesha 
Wisconsin State Sanat.+.... TB State 238 «x MEQ 
Stevens Point, 13,623—Portage i 
River Pines Sanatorium..... T NPAssn 60 .. “a 58 53 
St. Michael’s Hospital...... Gen Chureh 75-15 196 51 1,738 
Stoughton, 4,497—Dane 
Stoughton Community Hos- 
Spee TERY ae Gen NPAssn 2 9 1% 14-572 
Sturgeon Bay, 4,988—Door 
Egeland Hospital ........... Gen Indiv 25 71 13 503 
Leasum Hospital ........... Gen Indiv 15 No data supplied 
Superior, 36,113—Douglas 
Good Samaritan Hospital.. Gen Chureh 3 § 9 224 
St. Francis Hospital......... Gen Church 50 10 38164 32 867 
St. Mary’s Hospital*©...... Gen Church 115 15 235 76 2,030 
Tomah, 3,354—Monroe 
Tomah Indian Hospital.... Gen IA 42 5 38 32 «498 
Tomahawk, 2,919— Lincoln 
Sacred Heart Hospital...... Gen Church 54 6 42 20 «607 
Two Rivers, 10,083—Manitowoe 
Two Rivers Municipal Hosp. Gen City 37 10 149 26 1,022 
Washburn, 2,2838—Bayfield 
Washburn Hospital ......... Gen NPAssn 14 «5 25 7 ——- 
Watertown, 10,613—Jefferson 
St. Mary’s Hospital......... Gen Church 75 17 199 40 1,156 
Waukesha, 17,716—Waukesha é 
TRS BOR. civchsectsccsceryss IntMed Corp = ms 30 86925 
Waukesha Municipal Hosp. Gen City 85 24 386 51 2,046 
Waukesha Springs Sanit.... N&M Corp =e os wi 7 
Waupun, 5,768—Fond du Lae 
Central State Hospital for 
FE Cri cnuee devs <<ceenae Ment State 329 315 68 
Rated capacity 204 
Wausau, 23,758—Marathon 
Mount View Sanatorium.... TB County is A 64 98 
St. Mary’s Hospital°®........ Gen Church 130 20 333 72 2,462 
Wausau Memorial Hospital. Gen NPAssn 9 20 309 59 2,166 
Wauwatosa, 21,194— Milwaukee 
Blue Mound Preventorium.. Unit of Muirdale Sanatorium 
Milwaukee Asylum for ‘ 
Chronic Insane ........... Ment County 1,575 1,517 153 
Milwaukee County General 
Hospital*#© ...........45. en County 1,050 75 918 525 16,832 
Milwaukee County Hospital 
for Mental Diseases*..... Ment County 1,032 1,034 474 
Milwaukee Sanitarium*..... N&M Corp 130 127 219 
Muirdale Sanatorium® ...... TB County 500 445 690 
West Bend, 4,760—Washington 
St. Joseph’s Hospital........ Gen Church Ss 80 16 = 64 
West DePere, 4,300—Brown 
Hickory Grove Sanatorium. TB County 106 87 90 
Whitehall, 915—Trempealeau 
Whitehall Community Hosp. Gen NPAssn 30 «4 67 -18 749 
Whitelaw, 269—Manitowoc 
Maple Crest Sanatorium.... TB County 5 .. on 47 67 
Winnebago, 150—Winnebago 
Sunny View Sanatorium.... TB County 96 we 99 103 
Winnebago State Hospital.. Ment State 904 ‘ 788 881 
Rated capacity 740 
Wisconsin Rapids, 8,726—Wood 
Riverview Hospital ......... Gen NPAssn 40 15 247 29 1,069 
Related Institutions 
Adams, 1,231—Adams 
Adams-Friendship Hosp.....Gen Corp 10 2 10 7 135 
Appleton, 25,267—Outagamie 
Outagamie County Asylum 
for Chronic Insane....... Ment County 190 ca ae 21 
Barron, 1,863—Barron 
Barron City Hospital....... Gen Part 1 8 13 8 229 
Chippewa Falls, 9,539—Chippewa 
Chippewa County Chronic 
Insane Asylum ........... Ment County 291 269 53 
Northern Wisconsin Colony 
and Training School..... MeDe State 1,515 4 11 1,560. 213 
Rated capacity 1,204 
Dodgeville, 1,937—Iowa 
Iowa County Insane Asylum Ment County 150 .. 143 27 
Eau Claire, 26,287—Eau Claire 
Eau Claire County Insane 
Asylum ......... dah vai «ese» Ment County 233 .. oni ee 27 
Elkhorn, 2,340—Walworth 
Walworth County Asylum 
for the Insane ............ Ment County 228 .. ee «= 19 
Fond du Lae, 26,449—Fond du Lac 
Fond du Lae County Insane 
ROTM iis cccdcabess -».»- Ment County 272 .. a oe 20 
Green Bay, 37,415—Brown 
Brown County Insane Asy- 
TUM ...csceeeeeeseeceeeeeee. Ment County 265 .. No data supplied 
Wisconsin State Reforma- 
tory Hospital .......... ... Inst State | ae a 5. 284 


Key to symbols and abbreviations is on page 986 





Related Institutions 


Type of 
Service 


Itasca, 315—Douglas 
Douglas County Asylum, 
Home and Sanatorium... Ment 
Janesville, 21,628—Rock 
Roek County Hospital...... Ment 
Jefferson, 2,639—Jefferson 
Jefferson County Asylum 
for Chronic Insane........ Ment 
Juneau, 1,154—Dodge 
Dodge County Insane Asy- 
lum and Poor House..... Ment 
Kewaunee, 2,409—Kewaunee 
Dana and Dockry Hosp..... Gen 
Lake Tomahawk, 60—Oneida 
Lake Tomahawk State 
Camp 
Lancaster, 2,432—Grant 
Grant County Asylum...... Ment 
Madison, 57,899—Dane 
East Washington 
Hospital 
Manitowoc, 22,963—Manitowoce 
Manitowoc County Insane 
Asylum 
Marshfield, 8,778—Wood 
Wood County Asylum for 
Chronic Insane ............ Ment 
Menomonie, 5,595—Dunn 
Dunn County Asylum...... Ment 
Milwaukee, 578,249— Milwaukee 
Layton Home 
Monroe, 5,015—Green 
Green County Asylum....... Ment 
Neillsville, 2,118—Clark 
Neillsville Hospital 
New Richmond, 2,112—St. Croix 
St. Croix County Asylum 
for Chronie Insane........ Ment 
Oconto, 5,030—Oconto 
Oconto County and City 
te acca co's, b'e Gen 
Oshkosh, 40,108— Winnebago 
Alexian Brothers Hospital.. N&M 
Owen, I,102—Clark 


Avenue 


Clark County Hospital...... Ment 
Peshtigo, 1,579—Marinette 
Marinette County Insane 
; |” a aE? Ment 


Racine, 67,542—Racine 
Lincoln Mem. Hospital for 
Communicable Diseases 
Racine County Asylum..... Ment 
Racine County Hospital.... Gen 
Reedsburg, 2,967—Sauk 
Sauk County Asylum....... Ment 
Richland Center, 3,632—Richland 
Richland County Asylum for 
EEE COS OR ae Ment 
Shawano, 4,188—Shawano 
Shawano County Insane 
EE Cus .cktekinGnosawancs Ment 
Sheboygan, 39,251—Sheboygan 
Sheboygan County Asylum 
for Chronic Insane........ Ment 
Sparta, 4,949—Monroe 
Monroe County Insane Asy- 


DN 20. oadichv uss deancnew ss Ment 
Union Grove, 755—Racine 
Southern Wisconsin Colony 
and Training School...... MeDe 


Verona, 455—Dane 


Dane County Asylum for. 


Chronic Insane ............ Ment 
Viroqua, 2,702—Vernon 
Vernon County Asylum..... Ment 


Viroqua Hospitai 
Watertown, 10,613—Jefferson 

Bethesda Lutheran Home 

for Feebleminded and Epi- 


WE idintins cbc cannes ndGce eDe 
Waukesha, 17,176—Waukesha 
Waukesha County Asylum 
for Chronie Insane........ Ment 
Wisconsin Industrial School 
BU SETS dis Suvdeks decen we Inst 


Waupaca, 3,131—Waupaca 
Waupaca Hosp. and Clinic.. Gen 
Waupun, 5,768—Fond du Lae 
Clarke and Swartz Hosp... Gen 
Wisconsin State Prison Hos- 
pital 
Wausau, 23,758—Marathon 
Marathon County Asylum 
for Chronic Insane........ Ment 
Marathon County Home and 


... TbIso 
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eo 2 ss 
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66 a A ZA 
County 298 . 
County 330 .. od 
County 198 .. ae 
County 200 
Part 10 2 9 
State 42 4 
County 250 .. 
City 60 1 
County 222 oe 
County 220 
County 172 
Church 33 
County 220 
Indiv 14 4 
County 174 
NPAssn 35° 6 53 
Church 85 
County 335 .. ‘ 
County 227 .. 
City 48 .3 
County as 
County 46 
County 333 = 
County 152 .. 
County 194 .. ; 
County 215 
County 145 
State 759 
Rated capacity 458 
County 294 
County 135 on 
Indiv 19 8 81 
Chureh $65 *. ee 
County 230 
State 18 ‘ 
Part 14 2 14 
Part 8 4 48 
State 21 
County 189 .. ‘ 
ERO <6 6 wikb nv ocdeeesie nst County 65 4. a 
Wauwatosa, 21,194— Milwaukee : 
Milwaukee County Home 
for Dependent Children... Inst County 60 .. 
St. Camillus Hospital....... Ine Chureh gate 
Salvation Army Martha i 
Washington Women’s 
Home and Hospital.......Mat Church 59 35 86123 


Average 
Census 






Admissions 


- No data supplied 


308 81 
191 28 
197 26 
1 72 
36 54 
235 10 
11 181 
199 27 
214 22 
160 14 
33 9 
190 29 
Reopened 
155 25 
22 923 
70 =—-:138 
314 47 
210 45 
24 393 
279 65 
45 8&3 
178 20 
134 14 
182 20 
214 19 
786 97 
282 33 
124 15 
10 38769 
214 75 
6 10 
5 267 
5 160 
Zw 
189 22 
55 406: 168 
64 1,287 
560 144 
67 «146 
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WISCONSIN—Continued 
¥-) >) 4 
as . See 
cs 688 8 32 32 = 
Related Institutions BE 8S 8 § Se &e & 
cy he Z os Po TST 
Ea Oc a A wm 40 < 
West Bend, 4,760—Washington 
Washington County Asylum 
for Chronic Insane....... Ment County 154 149 16 
West Salem, 1,011—La Crosse 
La Crosse County Asylum 
CoP TOON oo cs cance a nckonees Ment County 275 a 18 
Weyauwega, 1,067—Waupaca 
Waupaca County Insane 
DOT ns vbckctviceisnones Ment County 19 185 18 
Whitehall, 915—Trempealeau 
Trempealeau County Asylum 
for Chronic Insane........ Ment County = 145 , 133 12 
Winnebago, 1,120—Winnebago 
Winnebago County Asylum Ment County 262 is 248 32 
Wyocena, 490—Columbia 
Columbia County Asylum.. Ment County 320 179 13 
. Average 
Summary for Wissensia: Number’ _ Beds Census Admissions 
Hospitals and sanatoriums.. 159 19,180 14,510 242,824 
Related institutions.......... 59 11,318 10,482 7,195 
EI. wid «chins Saactncs bate ee 218 30,498 24,992 250,019 
Refused registration.......... 3 787 . 
WYOMING 
as “ a 
ae o 2 ae 
og 5} = Sm SO we aA 
= = = #6 ye 3 
Hospitals and Sanatoriums 5=> BO = @ &S Sg és 
Po an gz S a >o Tb 
mR O° ge RR AA qo < 
Basin, 903—Big Horn 
Wyoming Tuberculosis San- 
atorium ...... eT RRS | TB State 33 28 60 
Burns, 216—Laramie 
Burns Private Hospital..... Gen Indiv 10 5 8 4 100 
Casper, 16,619—Natrona 
Memorial Hospital of Na- 
_ trona County® ........... Gen County 85 15 248 53 2,007 
Cheyenne, 17,361—Laramie 
Memorial Hospital of Lara- 
Ne AIG, 36 kcncesonsen exe Gen County 133 15 236 63 2,158 
Veterans Admin. Facility... Gen Vet 208... a 101 = 838 
Douglas, 1,917—Converse 
Douglas Hospital ........... Gen Indiv 19 4 30 8 334 
Evanston, 3,075—Uinta 
Wyoming State Hospital... Ment State 550 549 121 
Rated capacity 635 
Ft. Warren, 22—Laramie 
Station Hospital ............ Gen Army 280 5 57 196 5,031 
Ft. Washakie, 62—Fremont 
Shoshone Indian Hospital.. Gen IA 40 6 60 29 728 
Gillette, 1,340—Campbell 
McHenry Hospital .......... Gen Indiv az. ¢ 82 7 364 
Jackson, 533—Teton 
St. John’s Hospital......... Gen Church 25 4 27 8 469 
Kemmerer, 1,884—Lincoln 
Lineoln County Miner’s Hos- 
Oe ae kel, Eee en NPAssn 25 5 43 9 453 
Lander, 1,826—Fremont 
Bishop Randall Hospital.... Gen Church 20 6 55 14 «566 
Lovell, 1,857—Big Horn 
Lovell Hospital ............ Gen Indiv 20 6 99 10 358 
Powell, 1,156—Park 
Whitlock Hospital ......... Gen Corp 20 5 30 7 32 
Rock Springs, 8,440—Sweetwater 
Wyoming General Hospital Gen State 100 14 346 60 3,693 
Sheridan, 8,536—Sheridan 
Sheridan County Memorial 
PRG? can kiekxvanseess Gen County 70 12 227 51 1,700 
Veterans Admin. Facility...Ment Vet 598 .. . - 
Wheatland, 1,997—Platte 
Wheatland General Hospital Gen NPAssn G7 72 23 «= 930 
Related Institutions 
Basin, 9083—Big Horn 
Basin Hospital ............. Gen Indiv 23:2 14 8 135 
Gebo, 894—Hot Springs 
Gebo Hospital .............. Gen NPAssn 8 2 36 4 148 
Greybull, 1,806—Big Horn 
St. Luke’s Hospital......... Gen Indiv s.-3 20 3 163 
Hanna, 1,500—Carbon 
Hanna Hospital ............ Gen NPAssn ll 38 38 8 268 
Lander, 1,826—Fremont 
Wyoming State Training 
re Re ee ee State 364 .. 338 29 
Rated capacity 269 
Thermopolis, 2,129—Hot Springs 
General Hospital ........... Gen Indiv 17 36 9 226 
Yellowstone Park, 200—Yellowstone National Park 
Mammoth Hospital ........ Gen Indiv 2 20 48=298 
° Average 
Summary for Wyoming: Number Beds Census Admissions 
Hospitals and sanatoriums.. 19 2,244 1,808 20,553 
Related institutions.......... 7 437 384 1,288 
du bin cacckes pecsaece 26 2,681 2,192 21,841 
Refused registration.......... 4 111 





Key to symbols and abbreviations is on page 986 











our. A. M. A. 
HOSPITALS pode 26, 1938 
ALASKA 
23 3 a 
Se 23 e. 2 8 
Hospitals, Sanatoriums and SS £&8 gS 43 #2 3 
Related Institutions a 1) 3 % Ee Sg & 
§5 a mM am <0 < 
Anchorage, 2,277 
Alaska Railroad Base Hosp.Gen Fed 30 «5 39 18 1,352 
Cordova, 980 
Cordova General Hospital..Gen Indiv 12 8 12 7 212 
Fairbanks, 2,101 
St. Joseph’s Hospital....... Gen Church 40 6 - ee eee 
Ft. Yukon, 304 
Hudson Stuck Mem. Hosp.. Gen Chureh 40 2 “ se bike 
Haines, 344 
Station Hospital ..... TS Army 6 1 7 4 190 
Juneau, 4,043 
St. Ann’s Hospital.......... Gen Church 64 9 104 15 = 937 
U. S. Hospital ie Natives. G&TB IA 58 7 55 47 = 368 
Kanakanak, 177 
Kanakanak Native Hosp... Gen IA 14 2 15 16 =. 201 
Kennecott, 217 
Kennecott Copper Corpora- 
tion Hospital ............ Indus Corp a: = is 3 146 
Ketchikan, 3,796 
Ketchikan General Hosp.... Gen Church 45 8 — ve - 
Kotzebue, 291 
Kotzebue Hospital ......... Gen IA 16 2 PR ee eee 
Mountain Village, 76 
U. S. Hospital for Natives. Gen IA =.2 ‘ie des 
Nome, 1,213 
Maynard-Columbus Hosp... Gen Church 20 2 20 8 202 
Petersburg, 1,252 
Petersburg General Hosp... Gen City 9 8 23 6 214 
Point Barrow (Barrow P.O.), 82 
Presbyterian Hospital of 
Point Barrow ............- Gen Church 12 68 i ° 
Seward, 835 
Seward General Hospital.... Gen Church 21 3 27 13 3873 
Sitka, 1,056 
Pioneers’ Home Hospital... Inst Ter 50 1 88 159 
Tanana, 185 
Tanana Hospital ............ Gen IA 20 3 12 20 144 
Wrangell, 948 
Bishop Rowe General Hosp. Gen Chureh 14 2 12 38 141 
CANAL ZONE 
aS * Zz 
Se EE as Soe 
Hospitals, Sanatoriums and 22 Es oa a2 so 2 
Related Institutions SE $d  &t 4 & 
Ba (oe) 3 Mm 2Zw4mAm dO 
Ancon, 1,140 
Gorgas Hospital* .......... Gen Fed 836 386 570 468 12,801 
Balboa, 2,902 
Palo Seco Leper Colony.... Lepro Fed 110 4 104 8 
Station Hospital ........... Gen Army 35 é 26 1,219 
Corozal, 1,790 
Corozal Hospital .......... - Ment Fed 340... ‘ 283 «=—s(«:168 
Station Hospital ........... en Army 50 30 1,588 
Cristobal, 599 
Colon Hospital ....... pie ais Gen Fed 114 15 380 90 4,784 
Ft. Davis, 293 
Station Hospital ........... Army 50 .. ee 89 2,248 
Ft. Randolph (Coco Solo P.O.), ne 
Station Hospital ........... Army il = 10 1,228 
Ft. Sherman, 785 
Station Hospital ........... Gen Army OT 2°ss Ee 30 1,400 
France Field, 764 
Station Hospital ........... Gen Army 4. és oe 
GUAM 
a5 3 a 
Se OE gs ge 8 
Hospitals, Sanatoriums and 2 ee) & 52 5 § 
Related Institutions ap eg = 2 Ek bs & 
fe O86 & ma wm Oo < 
Agana 
Susana Hospital for Natives Unit of U. S. Naval Hospital 
U. S. Naval Hospital...... Gen Navy 90 25 ee Po anwar | 
HAWAII 
as ~ 2 
on tes 
Hospitals, Sanatoriums and SS §8 g 33 g2 Z 
Related Institutions ap ed 3 2 8 $6 & 
ee. 6s A ma wm <0 < 
Aiea, 3,021—Honolulu 
Honolulu Plantation Hosp.Gen NPAssn 42 4 $1 18 686 
Eleele, 312—Kauai 
McBryde Sugar Company 
BROMISL  on si cccscdcdssvnses NPAssn 30 5 26 «(848 
Haina,—Hawaii 
Honokaa Sugar Company 
Hospital .......... sseeeeees Gen NPAssn 23 4 23 15 «(885 
Hakalau, Haw , 
Hakalalu Piontation Hosp.Gen NPAssn 2 38 = 15 8 348 
Hilo, 19,458—Hawaii 
Hilo Memorial Hospital.....Gen County 187 18 233 104 2,406 
Puumaile Home for — 
culosis ...... -TB Oounty 14 .. . =-:1286 189 
Ss 137,582—Honolulu 
ee Hospital ........ . Gen aaa 10 5 8 77 2,848 
i Receiving Station.... Lepro T 200 .. bt oo wee 











er tt tel 


AU TIS eivee 


Co 
= 


19 
68 


AAMAS S IVS 


AAU MISS 1UiS 


& 


768 $86 & & 
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HAWAII—Continued 
23 
WH 2 és 
Hospitals, Sanatoriums and ° 3 eS 
Related Institutions aa gO a 
ce 66 & 
Kapiolani Maternity’ and 

Gynecological Hospital...GynMat NPAssn 50 
Kauikeolani Children’s Hos- 

WUCOE: bk ixdende nists vcanes Chil NPAssn 75 
Leahi Home ..............-- TB NPAssn 440 
Queen’s Hospital*#o ....... Gen NPAssn 300 
St. Francis Hospitalo....... Gen Church 65 
Shriners Hospital for Crip- 

pled Children® -........... Orth Frat 28 
Tripler General Hospital... Gen Army 350 

Hoolehua,—Maui 
Robert W. Shingle, Jr., Me- 
morial Hospital .......... en Chureh 17 
Kahuku, 1,505—Honolulu 
Kahuku Plantation Com- 
pany’s Hospital .......... en NPAssn 29 
Kalaupapa,—Kalawao 
Leprosy Hospital .......... Lepro Ter 52 
Kaneohe (Heeia P.O.), iid Honolulu 
Territorial Hospital ........ Ment Ter 867 
Kealakekua, 350—Hawaii 
Kona County Hospital..... Gen County 28 
Kealia, 100—Kauai 
Kealia Hospital ............ en NPAssn 24 
Samuel Mahelona Memorial 
TROMIEEE Sain es diic 000s Savines TB County 100 
Kilauea, 1,232—Kauai 
Kilauea Hospital ........... Gen Corp 25 
Nohala, 1,844—Hawaii 
Kohala County Hospital... Gen County 38 
Koloa Sugar Company’s 
p ES Seer. Gen NPAssn 22 
Kula (Waiakoa P.O.), 25—Maui 
Kula Sanatorium ........... G&TB TerCo 210 
Lahaina, 2,730—Maui 
Pioneer Mili Company’s 
po” Bhs en a eee rs Gen NP Assn 57 
Lanai City,—Maui ; 
Lanai Hospital ............ Gen NP Assn 25 
Lihue, 2,399—Kauai 
Lihue Hospital ............. Gen Corp 55 
Makaweli, 974—Kauai 
Hawaiian Sugar Company’s é 
HOG ik 5 ck co avicewtesaes Gen NPAssn 44 
Olaa, 597—Hawaii 
Olaa Hospital .............. Gen’ NPAssn 43 
Ookala, 526—Hawaii 
Hospital of Kaiwiki Sugar 
Oe Bae Pe eee en NPAssn 10 
Paauhau, 536—Hawaii 
Paauhau Plantation Com- 
pany Ltd. Hospital....... Gen NPAssn 15 
Paauilo, 1,233—Hawaii 
Paauilo Hospital .......... Gen NPAssn 14 
Pahala, 290—Hawaii 
Hawaiian Agricultural Com- 
pany Hospital ............ Gen Corp 38 
Paia, 4,171—Maui 
Maui Agricultural Com- 

pany’s Paia Hospital..... Gen Corp 103 
earl City, 1,071—Honolulu 
wy aimano ‘Home for Feeble- 

minded Persons .......... MeDe Ter 368 

Pearl Harbor, 200—Honolulu 

U. 8. Naval Hospital........ Gen Navy 178 
Pepeekeo, 520—Hawaii 

Pepeekeo Central Hospital.. Gen NPAssn 35 
Puunene, 4,080—Maui 

Puunene Hospital .......... en NPAssn_ 100 
Schofield Barracks (Honolulu P. o ), 4,250—Honolulu 

Station Hospital ........... Gen Army 350 
Waialua, 4,511—Honolulu 

Waialua Agricultural Com- 

pany, Ltd. Hospital...... Gen NPAssn 38 

Wailuku, 6,998—Maui 

Malulani Hospital .......... Gen County 88 
Waimanalo, 1,008—Honolulu 

Waimanalo Hospital ....... Gen NPAssn_ 16 
Waimea, 2,091—Kauai 2 

Waimea Hospital .......... Gen NPAssn 85 
Waipahu, 5,874—Honolulu 

Oahu Sugar Company, Ltd. x 

Hospital .scccccrccssecesce Gen NPAssn 62 


PHILIPPINE ISLANDS 


Hospitals, Sanatoriums and r-) 
Related Institutions é 
S 


Bacolod, 19,350—Occidental Negros 
Occidental Negros Provincial 
Hospital 
Provinelal Maternity and 
Children’s Hospital 
Baguio, 5,464—Benguet 


Baguio Hospital .......... Gen 

Station Hospital ........... Gen 
Barili, 33,481—Cebu 

Hospieio de San Jose....... Ine 


Batangas, 41,182—Batangas 
Batangas Provincial Hosp.. Gen 

Bayombong, 5,585—Nueva Vizcaya 
Bayombong Hospital ...... Gen 


Ownership 
or Control 


Gov't 


Secres MatCh Gov’t 


Gov't 
Army 


Gov't 
Gov't 
Gov’t 


Beds 


77 
62 


80 
50 


25 
30 
27 


REGISTERED 
n 
2 © g 
& & &. 3 
8 52 #43 
a &e 88 & 
ss = ro TF 
A wa «40 < 
36 =. 808 30 1,545 
rr os 60 2,227 
es 5 403 317 
20 695 195 8,097 
10 164 51 2,266 
ne ae 26 73 
7 97 193 3,067 
6 70 14 +501 
6 97 19 631 
2 6 41 25) 
2 822 294 
3 35 15 274 
4 42 13 = 358 
75 
4 
6 89 21 884 
3 31 12 448 
4 54 149 _~=«661 
9 132 46 2,074 
4 63 13-683 
6 44 32 49-988 
4 70 30 3=—- 956 
10 3=«115 360s 913 
5 29 5 251 
2 
3 16 5 
6 98 21_—=‘8il 
10 
4 329 55 
142 2,292 
5 118 20 «6840 
24 86293 67 2,793 
12 61 258 4,153 
10. =—127 29 «(946 
10 =:181 70 2,501 
6 88 33 955 
8 147 50 1,213 
om n 
gs. a. ¢ 
& 22 $2 3 
2 ‘53 & a S 
2 5 §8 3 
a Za dO < 
4 
18 450 42 2,464 
8 18 88 2,857 
ee ee hh Bi 
3 16 28 1,007 
1 8 14 (531 


Key to symbols and abbreviations is on page 986 





PHILIPPINE ISLANDS—Continued 


HOSPITALS 
Hospitals, Sanatoriums and ° © 
Related Institutions QP 
Ae 
Binalbagan, 8,892—Occidental Negros 
Rizal Memorial Hospital... Gen 
Bontoe, 609—Mountain 
Bontoe Hospital ............ Gen 
Butuan, 9,790—Agusan 
Butuan Public Hospital.... Gen 
Cabanatuan, 15,282—Nueva Ecija 
Nueva Ecija Provincial Hos- 
SORES Oe a reese Gen 
Cagayan, 28,164—Misamis Oriental 
Cagayan Mission Hosp..... Gen 
Misamis Oriental Provincial 
SUI ad k vaueh vo cece ecko en 


Calamba, 18,062—Laguna 
Calamba Sugar Estate Hos- 
DE acd < ch cas necctciccen Gen 
Calivo, 13,895—Capiz 


Capiz Provincial Hospital.. Gen 
Capiz, 21,996—Capiz 

Emmanuel Hospitalo ...... Gen 
Cavite, 22,163—Cavite 

U. 8. Naval Hospital........ Gen 
Cebu, 65,300—Cebu 

Cebu General Clinic......... Gen 

Cebu Maternity House...... Mat 

Chong Hoa Chinese Hosp.. Gen 

St. Joseph’s Hospital....... Gen 

Southern Islands Hosp.°... Gen 
Cervantes, 2,513—Ilocos Sur 

Cervantes Hospital ........ Gen 
Corregidor,—Cavite 

Station Hospital ........... Gen 
Cotabato, 410—Cotabato 

Cotabato Public Hospital.. Gen 


Culion,—Palawan 
Culion Leper Colony Hos- 
pitals 
Emergency Hospital No. 1. 
Cuyo, 14,766— Palawan 
Cuyo Public Hospital....... Gen 
Dagupan, 22,612—Pangasinan 
Pangasinan Provincial Hos- 


MRA. Vise Abt vis cede erleeee ue Gen 

Dansalan, 5,988—Lanao 

Lanao Public Hospital...... Gen 
Dapitan, 12,865—Zamboanga 

Rizal Memoria! Hospital.... Gen 
Davao, 13,046—Davao 

Davao Mission Hospital.... Gen 

Davao Public Hospital...... Gen 

Mintal Hospital ............ yen 
Del Carmen,—Pampanga 

Del Carmen Hospital....... Gen 


Dipolog, 15,982—Zamboanga 
Dipolog Emergency Hosp.. Gen 

Dumaguete, 16,227—Oriental Negros 
Dumaguete Mission Hosp... Gen 

Fabrica, 5,164—Occidental Negros 


SOO -FRGMEOE oo ice candes en 
Ft. Stotsenburg,—Pampanga 

Station Hospital ........... en 
Ft. William McKinley,—Rizal 

Station Hospitai ........... en 


lloilo, 49,114—Tloilo 
lloilo Maternity and Chil- 
dren’s Hospital 
lloilo Mission Hospitalo.... Gen 
Iloilo Polyclinic and Hosp. Gen 
St. Paul’s Mission Hospital. Gen 
Isabela, 2,281—Zamboanga 


Basilan Lumber Hospital... Indus 
Jolo, 5,796—Sulu 
Sulu Public Hospital........ Gen 


Kabasalan,—Zamboanga 
Pathfinder Estate Hospital. Gen 
Kiangan, 276—Ifugao 


Kiangan Hospital .......... Gen 
Kolambugan, 1,260—Lanao 
Kolambugan Hospital ..... Gen 


Laoag, 38,469—Ilocos Norte 
Sallie Long Read Memorial 


TRIE ov seas annie vices en 
San Antonio — ewes. Gen 
Legaspi, 52,756—Alba 
Albay Provincial "Wousttel.. Gen 
Milwaukee Hospital, ........ Gen 


Los Banos, 6,335—Laguna 
University of the Philippines 
Los Banos Infirmary..... Gen 
Lubuagan, 226—Kalinga 
Lubuagan Hospital 
Lucena, 11,939—Tayabas 
Tayabas Provincial Hosp.. Gen 
Makati, 12,470—Rizal 
Hosp. Espanol de Santiago Gen 
Malaybalay, 9,868—Bukidnon 


Bukidnon Public, Hospital.. Gen 
Malolos, 26,444—Bulacan 
Bulacan Provincial Hosp... Gen 


Mandaluyong,—Rizal 

Insular Psychopathie Hosp. Ment 
Mandaue, 21,464—Cebu 

Eversley Childs Treatment 


ROTI os Kain. seamavenvodee Lepro 


Ownership 
or Control 


orp 
Gov't 
Gov't 


Gov't 
Chureh 
Gov't 


Corp 
CityGov’t 
Church 
Navy 


NPAssn 
Corp 
Gov't 
Gov't 
Army 
Gov't 


WaGee dawadans ts eons GenLepro Gov’t 
. Unit of Culion Leper Colony Hospitals 


Gov't 


Gov't 
Gov't 
Gov't 
guar 
Corp 
NPAssn 
Gov't 
Chureh 
Corp 
Army 
Army 


pu mites oKG MatCh Indiv 


Church 
Indiv 
Church 
Corp 
Gov't 
NPAssn 
Gov't 
NPAssn 
Church 
Indiv 
Gov’t 
Church 
Gov't 
Gov't 
Gov't 
NPAssn 
Gov't 
Gov't 
Gov't 


Gov't 


110 


40 


618 


20 


co ww Bassinets 


10 
10 


16 


3 


— 
[a our 


eb wo 


ar 


Number of 
Births 


17 


155 


71 
93 
18 


87 


74 





g 


Average 
Census 


101 


a 


11 


wo 


68 


878 


Admissions 


1,168 


923 


1,336 
740 


1,251 
649 
sid 

3,949 

1,006 

2,024 


2,814 


1,309 
1,387 
2,108 
1,218 


231 
1,974 
739 


652 


446 


2,287 
1,070 


1,115 
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ee 
Hospitals, Sanatoriums and ° © BS 
Related Institutions o> 19) 
PD Ee 
Hoa O6 
Manila, 285,306—Rizal 
Bilibid Hospital ............ Gen Gov't 
Chinese Hospital .......... Gen NPAssn 
Hosp. de San Juan de Dios® Gen Church 
Manila Sanit. and Hosp°... Gen Church 
Mary Chiles Hospital....... Gen Church 
Mary Johnston Hospitalo.. Gen Chureh 
Maternity and Children’s 
RENEE os peecn red vavicnd as MatCh Gov't 
Philippine General Hosp.*°. Gen 70v't 
St. Joseph’s Hospital...... Gen Corp 
St. Luke’s Hospital®....... Gen Chureh 
St. Paul’s Hospitalo........ Gen Chureh 
St. Theresita’s Hospital.... Gen Indiv 
Sampaloc Maternity Hosp. Gen Indiv 
San Lazaro Hospital........ TblIso Gov't 
Sternberg General Hosp.... Gen Army 
Margosatubig,--Zamboanga 
Margosatubig Emergency 
Be eee See Gen Gov't 
Mati, 6,440—Davao 
Mati Emergency Hospital... Gen Gov't 
Naga, 9,396—Camarines Sur 
TOGA. DOUDUEEL | 6 tscncoe 000% Gen Gov't 
Olongapo,—Zambales * j 
Camilla Simpson Hospital.. Gen NPAssn 
Paracale, 6,373—Camarines Norte 
General Hospital ........... Gen Corp 
Pasay, 18,823—Rizal 
Harrison Hospital ......... Gen Indiv 
Merey Hoapital 2.06.0... Gen Indiv 
Puerto Princesa, 5,827—Palawan 
Puerto Princesa Hospital.. Gen Gov't 
Sagada, 167—Mountain 
St. Theodore’s Hospital.... Gen Church 
San Carlos, 41,820—Occidental Negros 
San Carlos Milling Company 
EAd, TEOMA . 2 oSe0sdccoue Gen NPAssn 
San Fernando, 19,885—La Union 
Bethany Hospital .......... Gen Chureh 


San Fernando, 21,092—Pampanga 
Pampanga Provincial Hosp. Gen 
San Jose,—Antique 
Antique Provincial Hosp... Gen 
San Juan del Monte, 6,618—Rizal 
Manila Heights Hospital... Gen 
San Miguel, 18,147—Bulacan 


Eladia Memorial Hospital.. Gen 
San Pablo, 31,214—Laguna 

San Pablo Hospital......... Gen 
San Roque,—Cavite 

San Ramon Hospital....... Gen 
Santa Barbara, 30,913—Lloilo 

Western Visayas Treatment 

OMRON «vibe ¥en Hise cka snes Lepro 


Santa Cruz, 14,151—Laguna 

Laguna Provincial Hosp... Gen 
Santol,—Rizal 

Santol Tuberculosis Sanat.. TB 
Silay, 23,065—Oecidental Negros 

Silay Maternity and Chil- 

dren’s Hospital -....:.....3. 

Sorsogon, 17,049—Sorsogon 

Sorsogon Provincial Hosp.. Gen 
Tacloban, 15,478—Leyte 

Bethany Hospital Gen 

Leyte Provincial Hospital.. Gen 
Tagbilaran, 12,590—Bohol 

Boho! Provincial Hospital.. Gen 

Presbyterian Mission Hosp. Gen 
Tanauan, 19,074—Leyte 

Matefnity Hospital 
Tarlac, 23,886—Tarlac 

Tarlac Provincial Hospital.. Gen 
Vigan, 17,764—llocos Sur 

Ilocos Sur Provincial Hosp. Gen 


eee eenee 


Philippine . Christian Insti- 
tute Hospital ............. Gen 

Zamboanga, 30,798—Zamboanga 
Brent Hospital ............ Gen 
San Ramon Prison Hosp... Inst 
Station Hospital ........... Gen 


Zamboanga General Hosp.° Gen 


PUERTO RICO 


D 
be 
7 
S 
2 
o 


Hospitals, Sanatoriums and 
Related Institutions 


Type of 
Service 


Aguadilla, 10,952—Aguadilla 
Hospital Municipal ......... Ge 

Anasco, 3,064—Aguadilla 
Municipal Hosp. of Anasco. Gen 

Bayamon, 12,986—San Juan 
Hospital Municipal de Ba- 


i=] 


VOMON  cvcsvcsssacvcgvacecse en 
Cabo Rojo, 4,605—Mayaguez 
Hospital Municipal ......... en 
Cayey, 5,9583—Guayama 
Clinica’ Dr; - Villeneuve....... Gen 


Gov't 
Gov't 
Indiv 
City 
City 


Indiv 


Gov't 
Gov't 
NPAssn 


City 
Gov't 


Church 
Gov't 


Gov't 
Church 


NPAssn 
Gov't 
Gov't 
Church 
Chureh 
Gov't 


Army 
Gov't 


2 
= 
i) 
Oo 
— 
) 
City 
City 


City 
City 
Indiv - 


28 
v0 


50 


21 
14 


34 
40 


43 
44 


35 


Bassinets 


cr 


10 


cont cipe _ oO 


oo & 


n 

3 

3 
n 
= 2 
ma A 
2 4 
16 3 
30 
24 
10-10 
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Number of 


Births 


14 


cr 
eo 


16 


30 


iS] 


0 


100 


Number of 
Births 


13 


21 


. 


* 


Average 
Census 
Admissions 
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oH As: b 4 
Hospitals, Sanatoriums and © 3 £a I 
Related Institutions ab a5 s.% 
ia “ 2 
Contant Aguirre, —Guayama ee 58 See 
Aguirre Hospital ........... e 
Fajardo, 7,322--Humacao _— peices 
Luis Manuel Hospital,...... Gen City 32 4 
Guayama, 10,953—Guayama 
Hospital de Tuberculosos.. TB Gov't 100 . 
Gurabo, 3,468—Humacao 
Municipal Hospital ........ Gen CyCo 14 
Humacao, 7,937—Humacao 
Clinica Oriente ............. Gen Part 84.2 
Ryder Memorial Hospital... Gen Church 50 68 
Jayuya, 6,361—Ponce 
Fegueras Memorial Hosp... Gen CyCo 20 6 
Juana Diaz, 2,466—Ponce 
Hospital Municipal ........ Gen City 838 5 
Juncos, 5,297—Humacao 
Hospital Municipal ........ Gen City Sy 
Lares, 3,049—Aguadilla 
Clinica San Jose............ Gen Indiv 8 2 
Las Piedras, 1,335—Humacao 
Las Piedras Municipal Hosp.Gen City 6. 
Loiza, 1,606-—Humacao 
Loiza Municipal Hospital.. Gea City 21 
Manati, 7,449—Arecibo 
Hosp. Municipal Manati.... Gen City 50 «5 
Maunabo, 1,117—Guayama 
San Carlos Municipal Hosp. Gen City 16: :2 
Mayaguez, 37,060—Mayaguez 
Clinica Betances ............ Gen Indiv 70 6 
Mayaguez and Western Poly- 
SESE Reena. Gen Indiv 100 6 
Mayaguez Sanatorium ..... Gen Part 30. 
Sanatorio Antituberculosis.. TB Gov't 200 
Naguabo, 4,087—Humacao 

Municipal Hospital ........ Gen City 58 
Ponce, 53,430—Ponce 

Antituberculosis Hospital and 

na, RE ey Ee ees Gov't 312 
Clinica Quirurgica del Dr. 

Me vndsauans aceies eacenant Gen Indiv 130 8 
Hospital de Ninos ......... Gen Church 20 «3 
Hospital Municipal Valentin 

EON Prek ix nsarsk<haee ona en City 179 6 
St. Luke’s Memorial Hosp.. Gen Church 65 12 
Santo Asilo de Damas Hosp. Gen Church 320 33 

Rio Piedras, 13,408—San Juan 
Clinica Dr. M. Julia....... N&M Indiv 16. 
Insular Leper Colony...... Lepro Gov’t 80 
Insular Tuberculosis Sanat. TB Gov't 804 
Psychiatrie Hospital of 

FU TI i vc visveavccssuc Ment Gov’t 1,000 .. 
Sanatorio de la Sociedad Es- 

panola de Auxilio Mutuo y 

Beneficencia de Puerto Rico Gen Frat 150 25 

Salinas, 2,252-—Guayama 
Hospital de Salinas........ Gen City 40 6 
San Juan, 114,715—San Juan 
Capital City Hospitals..... Gen City 360 60 
Clinica Diaz Garcia......... Gen Corp 75 «66 
Contagious Disease Hosp... Iso City 60 .. 
Hospital de la  Peniten- 

MR fc vadeckersteeckavae InstGen Gov’t 38 20 
Hospital San Jose.......... Gen NPAssn 80 10 
Instituto Medico. Quirurgico Gen NPAssn 35) «6 
Presbyterian Hospital*...... Gen Chureh 116 2 
Puerto Rico Sanatorium.... Mat Indiv 16 16 
Station Hospital ........... Gen Army 66 2 
University Hospital of the 

School of Tropical Medi- 

GUNG caucnciweosviresiensects en Gov't 60 .. 

Santurce,—San Juan 
Hospital Mimiya ........... Gen Indiv 100 15 
Santa Rosa Clinic..........Gen | NPAssn 15. 2 
Utuado, 4,758—Arecibo 
Clinica San Miguel.......... Gen Indiv 70 3 
Vega Baja, 4,784—Arecibo 
Dr. J. M. Armaiz’s Hospital Gen Indiv 2 62 
Vega Baja Municipal Hosp. Gen CyCo 25 6 
Yabucoa, 3,841—Humacao : 
Yabucoa City Hospital..... Gen City 24 2 
Yauco. 8,607—Mayaguez 
Clinica ‘El Amparo”........Gen Indiv eee 
\Yuucu Hospitai ............ Gen City su. 
VIRGIN ISLANDS 
23 = 
oa Pee ~ 
oy 2 & 
Hospitals, Sanatoriums and <= So » & 
Related Institutions BF . a 
Es O° 3 8) 
Christiansted, 3,767—St. Croix Island 
Christiansted Municipal 

Wpewltal ices eas ks csdcadatus Gen City 60 8 
Richmond Hospital ........ Ment City 50. 
St. Croix Hospital for Lep- 

Se ee apo Serre _Lepro City 92 
Frederiksted, 2,698—St. Croix Island 

frederiksted Munic.pal Hosp. Gen City 42 11 
St. Thomas, 7,036—St. Thomas Island 

Municipal Hospital ........ Gen City -.100 12 
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HOSPITAL SERVICE—1937 


The admirable cooperation of hospital superinten- 
dents, medical directors and many others has made 
possible this annual census of hospitals. Official 
reports have been received from 97.6 per cent of the 
hospitals, which represent 99.4 per cent of the total 
capacity of all registered hospitals. The 954 hospitals 
approved for internships and residencies made a 100 
per cent response to the request for information. 

For twenty-nine successive years the hospital facili- 
ties of the United States have been enhanced each year 
by a net increase of between 20,000 and 30,000. beds. 
This year the increase was 27,827. This does not 
include rebuilding, replacements, repairs or expansion 
of scientific or administrative quarters. It is a net 
permanent addition to the capacity for accommodating 
additional patients. 

The unprecedented number of 9,221,517 patients 
passed through the portals of the hospitals at a rate of 
one patient every 3.4 seconds night and day throughout 
the entire year. Including those already hospitalized 
January first—approximately 908,516—approximately 
10,130,033 patients received hospital care during the 
year. For all these facilities and all these patients an 
adequate number of qualified staff physicians, con- 
sultants, residents, interns, pathologists, radiologists 
and other specialists were available besides nurses, 
dietitians, technicians and other personnel, to render 
appropriate care to the sick and injured. 

In contrast with the past, when only a few institu- 
tions were “teaching hospitals,” some educational func- 
tion is now assumed by practically every hospital of 
any size in the United States. The hospitals approved 
for the formal training of interns and resident physi- 
clans represent nearly 60 per cent of the capacity of 
the entire hospital field, state mental institutions and 
all others included. The experience gained. by physi- 
cians through staff conferences, clinics and demonstra- 
tions, postgraduate and “refresher” courses and 
informal teaching, and the training of nurses, tech- 
nicians and other personnel makes the amount of 
education in hospitals tremendous and incalculable. 
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Still another type of growth gives encouragement : 
the constant expansion of hospital service in new terri- 
tories, with better personnel, organization and equip- 
ment in the smaller outlying hospitals. For example, 
along with advancing standards, the number of hos- 
pitals has increased in such states as Florida, Louisiana, 
Mississippi, Montana, Nebraska, New Hampshire, New 
Jersey, New Mexico, North Carolina, Oklahoma, 
Oregon, South Carolina, Texas, Washington and West 
Virginia, while a reduction is recorded in Illinois, New 
York, Ohio, Virginia and Wisconsin. Verified reports 
indicate that 100 institutions of various sizes, well 
distributed, have recently been opened, registration of 
which is pending. In addition to these, the Council 
has knowledge of at least seventy hospitals that are 
under construction and an additional 179 that have 
been planned and partly or entirely financed. 

In preparing the list of registered hospitals for the 
American Medical Directory and the Hospital Number 
of THE JOURNAL, care has been exercised to, give 
endorsement only to institutions that are worthy of 
confidence, in order that the public, the profession and 
the hospitals may be protected. 

Further cooperation and mutual understanding 
between all groups working in the hospital field will 
be necessary for the maintenance of the high quality 
of service that is desired for all time for the sick and 
injured. 





EDUCATIONAL ACTIVITIES IN HOSPITALS 


The report of the Council on Medical Education and 
Hospitals published in this issue of THe JouRNAL again 
reveals the vast hospital facilities available in the United 
States for the care of the sick and injured. Their 
magnitude is revealed in the impressive totals of 6,128 
registered hospitals treating on an average 944,436 
patients daily and more than ten million patients a 
year exclusive of those aided. in the outpatient clinics. 

To the medical profession the term “welfare of 
patients” has a meaning that goes far beyond the 
immediate care of the sick. It encompasses the aims 
of preventive medicine and public health, the problems 
of social and mental hygiene, health education, clinical 
and laboratory research, innovations in therapy and, 
above all, the preservation and continuity of medical 
practice through the education of young physicians. 

Hospital practice and medical education. go hand in 
hand. Each depends on the other and the two 
derive mutual benefits from intimate association. This 
relationship has long been recognized, for as early as 
1904 the fifth year of medicine, or the hospital intern- 
ship, became incorporated in the standards of the 
Council. In 1914 the first list of hospitals approved 
for intern training was published and in 1927 a pro- 
vision was made for the separate classification of 
residencies in specialties. Originally there were 508 
general hospitals on the approved list offering 2,667 
internships, and ninety-five special hospitals accepting 
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428. Subsequent developments have extended the 
teaching service to 732 internship hospitals and 465 
in the residency classification. These can accommodate 
7,223 interns and 3,328 resident physicians. 

The approval of hospitals for internships and resi- 
dencies is a recognition of educational achievement and 
a means to acquaint prospective interns and residents 
with the available opportunities for advanced training. 
Regular visits of inspection are made to all approved 
hospitals by members of the Council’s staff to insure 
that the published lists of the Association represent 
educational services complying fully with the require- 
ments of the Council. 

As a result of the certifying activities of the Specialty 
Boards established in twelve divisions of medicine and 
surgery, there is a beginning realinement of graduate 
medical educatton with a clearer definition of its 
component parts. The internship continues as an 
essential preparation for general practice but already 
the emphasis is shifting from highly technical pro- 
cedures to fundamental training in diagnosis and 
therapy. There is increased instruction in general 
medicine, obstetrics, pediatrics, minor surgery, the care 
of wounds and the treatment of accidents and emer- 
gencies and less effort to teach major surgical technic. 
Interns are primarily concerned with the diagnostic 
aspect of the surgical service, preoperative and post- 
operative care, surgical pathology and the study of end 
results. Technical training in major surgery is falling 
more and more within the province of resident phy- 
sicians preparing themselves for a surgical career. 

The residencies: which represent postgraduate train- 
ing in the preparation for special practice are rapidly 
increasing their scope to include the instruction in 
basic sciences required by the Specialty Boards. They 
are characterized too by a greater assumption of 
responsibility on the part of the residents and better 
opportunities for technical training. In university hos- 
pitals and others having affiliation with medical schools 
the residencies often assume the plan of fellowships 
which involve research and studies leading to advanced 
degrees. 

Certain aspects of the intern service are constantly 
changing and necessitate corresponding revisions in 
the Essentials on which approval is based. Similarly, 
recent developments in the specialties make new 
demands for fuller information concerning residencies. 
With the cooperation of the certifying boards it is 
hoped that specific standards can be developed for 
the educational service of the individual specialties. 

Currently the salary question looms large in the 
minds of interns in certain sections of the country. 
In general, however, there is every indication that the 
selection of an internship is still on the basis of edu- 
cational returns and not in anticipation of financial 
remuneration. The fact that the vast majority of 
interns—84.4 per cent—receive no salary or less than 
$25 a month is further proof of the educational sig- 
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nificance of the internship. The practice of offering 
an allowance for incidental expenses is not objection- 
able. On the other hand the educational ideal of the 
internship, which should be paramount, will be difficult 
to preserve if salaries are increased to such an extent 
that. hospitals begin to believe that they have fully 
discharged their obligations to interns on a cash basis. 





SERUM-POTENTIATED TUBERCULOSIS 
VACCINE 


The history of vaccine therapy in tuberculosis has 
been characterized by repeated claims of success in 
laboratory animals followed by demonstrated clinical 
failure. Nevertheless the search goes on, the most 
recent being heat-killed suspension of tubercle bacilli 
energized with horse serum. According to Opie and 
Freund,’ this energized vaccine is as effective as the 
Calmette-Guérin viable vaccine (BCG) when used as a 
prophylactic agent in tuberculosis. 

About four years ago a new direction was given to 
vaccine research by the discovery of the “Burky phe- 
nomenon,” * the possibility of rendering certain rela- 
tively nonantigenic substances highly antigenic by 
combining them with “synergins” or “potentiators.” 
Burky found that staphylococcus toxin, for example, 
will energize pollen proteins or homologous lens pro- 
teins in such a way as to render them highly antigenic 
for rabbits. This observation has been confirmed by 
Swift and Schultz * of the Rockefeller Institute, who 
have found that substances other than staphylococcus 
toxin, such as normal horse serum, also function as 
antigenic synergins. 

Following this lead, Opie and Freund of the Depait- 
ment of Pathology, Cornell University Medical College, 
studied the possibility of energizing heat-killed tubercle 
bacilli by combining them with synergic agents. Among 
the possible energizers tested by the New York pathol- 
ogists are alum, staphylococcus filtrate, typhoid vac- 
cine, heat-inactivated horse serum and heated sheep 
serum. All tests were made on rabbits and the resulting 
antituberculous immunity titrated by intravenous injec- 
tion with a strain of bovine tubercle bacilli that pro- 
duces predominantly pulmonary lesions in_ rabbits. 
Estimations of the immunity were based on the average 
length of life of the vaccinated and control groups of 
rabbits and on the degree of pulmonary involvement 
either at the time of death or at the termination of a 
specified period (usually two years). 

The Cornell investigators found that heat killed 
tubercle bacilli reinforced with certain synergins, 
“notably heated horse serum,” give rise to an immunity 
approximately the same as that afforded by the viable 
attenuated Calmette-Guérin vaccine. Acquired immu- 
nity in tuberculosis is relative, being overcome by 





1. Opie, E. L., and Freund, Jules: J. Exper. Med. 663761 (Dec) 


1937. 
2. Burky, E. L.: J. Allergy 5: 466 (July) 1934. 


3. Swift, H. F., and Schultz, M. P.: J. Exper. Med. 63: 703 (May) 


1936. 
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increasing the number of micro-organisms in the test 
dose. It is also temporary, tending to diminish or 
disappear after from one to two years. Within these 
recognized limits it seemed probable from these animal 
experiments that immunization of susceptible persons 
by means of the Opie-Freund synergized heat-killed 
vaccine might be clinically effective. A number of 
persons repeatedly exposed to tuberculosis were there- 
fore vaccinated with the heat-killed tubercle bacilli plus 
inactivated horse serum. The results were sufficiently 
encouraging to warrant a continuation of the trials. 

The possibility of replacing antigenic horse serum 
with less objectionable nonantigenic potentiating agents 
is under investigation in numerous laboratories. Madi- 
son * of Stanford University School of Medicine, for 
example, has found that crystalline vitamin C will 
potentiate certain vaccines. The search goes on; such 
investigations may eventually lead to a method whereby 
our already low rates for tuberculosis may be reduced 
still further. 





Current Comment 





REAL AND IDEAL MEDICAL GROUPS 

“Medical groups” is a favorite phrase with which 
‘urrent medical propagandists would conjure. “Medi- 
al cooperators,”’ sickness insurance advocates and 
many others propose to provide all service through 
“medical groups.” Organized medical groups have a 
place in the delivery of medical service and have made 
significant contributions to the progress of medicine, 
but such groups can never become a substitute for 
private practitioners. Many studies of illness and its 
treatment have agreed that not more than from 10 to 
20 per cent of illnesses are benefited by being put 
through the exhaustive investigation and specialistic 
treatment characteristic of group practice. Moreover, 
not much more than 10 per cent of the 300 or more 
groups now in existence consist of any such well 
balanced body of specialists as these advocates of group 
practice visualize. Only a little over 16 per cent of the 
physicians in the United States claim to be specialists, 
and these are divided among seventeen specialties, 
seven of which are represented by less than 700 
physicians. Many of these specialists are on hospital 
staffs or may be members of existing groups. Mani- 
festly these are too few to form enough groups for a 
national medical service. Over 67 per cent of present 
groups are in towns of less than 50,000 population and 
only four of 239 are in cities with more than 1,000,000 
population. There is nothing magical about group 
practice that transforms poor physicians into good 
ones, makes medical service more available or lessens 
the cost. The value of the group depends on those 
who compose it. Group practice has not been combined 
with sickness insurance in any country; indeed, groups 
are forbidden by law in Germany, and even partner- 
ships are frowned on in Great Britain. 


4. Madison, R. R., and Manwaring; W. H.: Proc. Soc. Exper. Biol. 
& Med. 37: 402, 1937. 

1. Group Practice, Bureau of Medical Economics, Chicago, American 
Medical Association, 1933, p. 14. 








COMMENT 


FEDERAL FUNDS FOR HEALTH 
EDUCATION 

In the report to the president of Harvard University 
for 1936-1937 appears a section devoted to the School of 
Public Health, signed by Cecil K. Drinker, dean. 
Among the concluding paragraphs is a statement relative 
to the provision of funds from the Social Security Act 
for that school. This statement is offered for its bear- 
ing on agitation concurrently in effect relating to federal 
subsidies for medical education: 


As a result of the operation of the Social Security Act, the 
School of Public Health has received from the federal gov- 
ernment during the past two years $16,855 in 1936-37, and 
$12,600 in 1937-38. This money has been spent entirely for 
the training of students. Other institutions connected with 
public health have secured federal funds for much more general 
purposes, such as building construction, reasonably permanent 
personnel, etc. In other words, on account of the present 
compelling vogue of preventive medicine, the possibility con- 
fronts us of securing federal support for ordinary operations 
in the School of Public Health. The reception of a certain 
number of students on fellowships administered through the 
Social Security Act appears to me entirely appropriate, but, 
on the other hand, any vestige of dependence upon such funds 
for our necessary personnel, equipment, or budgets for research, 
in my opinion means inevitable lowering of standards in the 
school. Dependence on federal funds is, however, no more 
dangerous than dependence upon short-time financing through 
private organizations. Both lead away from the best possi- 
bilities for productive scholarship. 


——_—_ 


LATE RESULTS OF EPIDEMIC 
ENCEPHALITIS 

According to Holt,’ a diagnosis of epidemic enceph- 
alitis was made in the Boston Psychopathic Hospital 
303 times up to the end of 1934. Only seven patients 
had the first symptoms prior to 1917 and twenty-five 
after the end of 1926. The remaining 271 had the 
first symptoms in the epidemic years from 1917 to 1926 
and were the ones selected for the follow-up study. 
Thirty-one patients were interviewed at their homes 
by trained social service workers, sixty-one were 
examined by Holt, ninety-four patients had died, the 
condition of eight patients was reported by their 
private physicians, and forty-six patients could not be 
interviewed. From these studies it was concluded 
that, of seventy-eight patients first seen in the acute 
stage at the Boston Psychopathic Hospital, 11.5 per 
cent are alive and without known sequelae after from 
ten to sixteen years. Furthermore, the prognosis for 
lasting recovery appears not to be altered materially 
by the prominence of mental symptoms during the acute 
attack. It was also noted that, of ninety patients with 
sequelae observed from ten to seventeen years after 
the acute attack, 7.7 per cent are apparently recovered. 
Of seventy-two patients with sequelae observed more 
recently, but after a longer lapse of time since the 
acute attack, the rate of recovery was 1.4 per cent. 


Children with behavior disorders constitute the only. 


group with sequelae of epidemic encephalitis in whom 
improvement may reasonably be expected. 





1. Holt, W. L., Jr: Epidemic Encephalitis, Arch. Neurol. & Psychiat. 
38: 1135 (Dec.) 1937, 
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MEDICAL 


Medical News 


(PHYSICIANS WILL CONFER A FAVOR BY SENDING FOR 
THIS DEPARTMENT ITEMS OF NEWS OF MORE OR LESS 
GENERAL INTEREST: SUCH AS RELATE TO SOCIETY ACTIV- 
ITIES, NEW HOSPITALS, EDUCATION AND PUBLIC HEALTH.) 


CALIFORNIA 


Changes in Health Officers.—Dr. Felix R. Rossi Jr. has 
been appointed health-officer of Fairfield to succeed Dr. Carl- 
ton C. Purviance. Dr. Robert E. Austin has succeeded 
Dr. Raymond Spear as health officer of Coronado. Dr. James 
W. Crever Jr., Susanville, has been appointed health officer of 
Lassen County to succeed Dr. Clarence I. Burnett. The city 
of Banning has transferred the administration of its public 
health affairs to the Riverside County Health Department, in 
charge of Dr. Wendell A. Jones, Riverside. The city of Shaf- 
ter in Kern County was incorporated recently with Dr. Marcus 
W. Pascoe as health officer. 


Tenth Annual Seminar in Pharmacology.—The Univer- 
sity of California’ Medical School, San Francisco, opened its 
tenth annual seminar in pharmacology, February 7, with a lec- 
ture by Chauncey D. Leake, Ph.D., on “Time-Action Curves.” 
Dr. Leake dealt with ‘“Concentration-Action Curves” Feb- 
ruary 14. Others in the series include: 


James Morrison, February 21, Pharmacology of Clinical Absorbents. 

Joseph Schick, February 28, Chemotherapy with Organic Antimonials. 

Dr. Mayo H. Soley, March 7, Anxiety and Effort Syndrome. 

Gordon A, Alles, Ph.D., March 14, Pharmacology in Inorganic Alkaline 
Earth Derivatives. 

Joseph Swim, March 21, Chemistry and Pharmacology of Cannabis; 
March 28, Cannabis Addiction. 


Max S. M: arshall, Ph.D., April 4, The Antiseptic ‘‘Spectra.” 
Charles Gurchot, Ph.D. April 11, Co-Enzymes; April 18, Nicotinic 
Acid. 
COLORADO 


Clinical Session.—The Mesa County Medical Society will 
present a “Western Slope Clinical Meeting” in Grand Junction 


April 3. The speakers will include: 
Dr. Clarence B. Ingraham, Denver, Anesthesia and Analgesia in 
Obstetrics. 
~ Louis E. Viko, Salt Lake City, Differential Diagnosis of Heart 
esions. 
Dr. John G. Ryan, Denver, Diagnosis and Treatment of Peptic Ulcer. 


Mr. Harvey Sethman, Denver, The Inside of the Amendment Fight. 

Society News.— The Medical Society of the City and 
County of Denver was addressed March 1 by Drs. Edward 
G. Billings on “Carotid Sinus Syncope’; Dean W. Hodges, 
“Plastic Transplantation of Nipple,” and Roy L. Cleere, 
“Explanation of New Method Blood Wassermann Reports.” 
Dr. Benjamin E. Konwaler discussed “Sudden Death from 
Natural Causes” before the. Pueblo County Medical Society 
February 15; Drs. John G. Wolf, Jesse W. White and Ray 
R. Taylor presented a symposium on eclampsia before the 
society February 1. All are from Pueblo——Dr. Wilton A. 
Day, Delta, discussed “Cardiac Neuroses” before the Delta 
County } i 
Medical Society was addressed in Sterling February 10 by 
Drs. Gerald M. Frumess and Robert S. Liggett, both of Denver, 
on “Syphilitic Lesions of the Mouth” and “Cardiovascular 
Syphilis” respectively. 








GEORGIA 


Personal.—Dr. Charles E. Wills has been appointed direc- 
tor of the Washington General Hospital, Washington. —— 
Dr. Leo Smith, Waycross, has been appointed a member of 
the state board of medical examiners——Dr. Gettis T. Shef- 
field, formerly of Washington, D. C., has been assigned as 
clinical director for the Veterans’ Administration Facility, 
Augusta, effective March 1, succeeding Dr. Richard T. O’Neil, 
who has been transferred to Gulfport, Miss. 


District Meeting.— The Fifth District Medical Society 
will meet at the Academy of Medicine, Atlanta, March 31. 
Dr. Carl C. Aven, Atlanta, president of the Fulton County 
Medical Society, will deliver the address of welcome. Other 
speakers will be: 

Dr. Dean H. Echols, New Orleans, Surgical Treatment of Hypertension. 

Dr. George A. Traylor, Augusta, Exploitation. 

Dr; Charles R: Rein, New York, Recent Advances in the Serology of 
Syphilis with Special Reference to the Application of the Kline Finger 
Blood Test in Routine Practice. : 

Dr. Burr N. Carter, Cincinnati, Surgical Treatment of Chronic Empyema. 
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NEWS 


ILLINOIS 


Vaccination of Teachers.— Public and parochial school 
authorities throughout the state will be asked to require the 
vaccination of teachers as a condition of employment and to 
urge on parents the vaccination of all children on entering 
school for the first time, in accordance with a new policy 
announced February 16 by the state department of health. A 
three months program is now under way to encourage the medi- 
cal examination of children who expect to enter school for the 
first time next fall with emphasis being placed on vaccination 
against smallpox and inoculation against diphtheria. School 
authorities will be asked to consider the advisability of insert- 
ing a vaccination clause in the new contracts with teachers. 
The plan is designed to prevent periodic outbreaks of smallpox 
in Illinois. 

Chicago 

Military Medicodental Training Course.—The Illinois 
Military Area, Organized Reserves, U. S. Army, will hold a 
military medicodental training course for medical department 
reserve officers in Chicago March 27-April 9. This is the 
first to be held in Chicago. The morning hours will be 
devoted to clinics, lectures and classes in professional work 
for medical and dental reserve officers with the medical and 
dental schools of Chicago cooperating. There will be a 
general course in medicine and surgery and special courses 
on the eye, ear, nose and throat, urology and operative sur- 
gery. All the courses are offered without cost except the 
course in operative surgery, for which a small: fee will be 
charged to cover the cost of the material used. The afternoons 
and evenings will be devoted to a program of military instruc- 
tion under the direction of Col. Roy C. Heflebower; subjects 
will include tactics and technic of the combat arms, field sani- 
tation, military hospital administration, military organization, 
medical service of the infantry division, the army corps and the 
field army. The military instructors will be regular army 
officers from the headquarters of the sixth corps area, the 
Illinois military area and Fort Sheridan. Speakers will include 
Major General Hugh A. Drum, commanding the second army 
and the sixth corps area, and Major General Charles R. 
Reynolds, surgeon general of the army. 


New Tumor Institute.—The Chicago Tumor Institute, 21 
West Elm Street, was opened March 21. The institute is 
chartered in Illinois, not for profit, to conduct research on 
the causes, diagnosis and treatment of cancer, to instruct and 
assist physicians, surgeons, clinics and hospitals in the diag- 
nosis and treatment of cancer and to train cancer specialists. 
About 200 physicians from all parts of the United States, 
Canada, South America, Mexico and the Hawaiian Islands 
have applied for courses of instruction in the institute. The 
building, four stories high, was formerly used by a private 
school and has been remodeled to suit the facilities of the 
institute. The first two floors are in active use and the third 
is given over to research laboratories; the fourth floor is not 
being used at present. There is a three story administration 
building connected with the clinic. Equipment includes two 
x-ray machines of medium voltage and two of the supervoltage 
type. There will be available 11 Gm. of radium, 10 Gm. of 
which will be used in the form of a radium bomb. Indigent 
persons suitable for radiation will be accepted at the clinic 
without charge. The trustees include Dr. Ludvig Hektoen, 
Arthur H. Compton, Ph.D., Mr. Roy C. Osgood, Mr. Modie 
J. Spiegel, Mrs. Francis Neilson, Mrs. Arthur Meeker, 
Mr. Alfred Busiel, Dr. Max Cutler. The women’s board 
includes Mrs. Meeker, who is chairman, Mrs. James Ward 
Thorne, the vice chairman, Mrs. Harold Beacom, Mrs. Bruce 
Borland, Mrs. John Crerar, Mrs. Joseph M. Cudahy, Mrs. 
Gerhard Foreman, Mrs. Charles B. Goodspeed, Mrs. Neilson, 
Mrs. James R. Offield and Mrs. Kersey Coates Reed. The 
institute will be directed by a scientific committee consist- 
ing of Dr. Cutler, director, Dr. Henri Coutard of the Curie 
Institute, Paris, France, Sir George Lenthal Cheatle, emeritus 
professor of King’s College Hospital, London, England, 
Dr. Compton and Dr. Hektoen. 


- INDIANA 


Professional Groups Form Council.— The five health 
groups of Indiana have organized a council known as 1 
Inter-Allied Health Groups, according to the state m 
journal. The council consists- of five representatives from 
each of the following: Indiana State Medical Associate 
Indiana State Dental Association, Indiana Pharmaceutical 
Association, Indiana State Nurses Association and the Indiana 
Hospital Association. In addition there is one representative 
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from Purdue University and one from the state board of 
health. Indiana University is represented by several members 
on the council. 


KENTUCKY 


State Psychiatric Director Appointed.—Dr. Joseph G. 
Wilson, senior surgeon in the U. S. Public Health Service 
recently stationed in New York, has been appointed psychiatric 
director for the state department of public welfare to reorgan- 
ize the medical staffs of the state’s penal and charitable insti- 
tutions. Dr. Wilson is due for retirement July 1 from the 
service, but because of accumulated leave was able to take 
office in Kentucky March 1. Dr. Wilson recently has been 
associated with the National Committee for Mental Hygiene 
in making surveys of mental institutions in various parts of 
the United States. 


LOUISIANA 


Longer Life Week.—Syphilis was the theme of the annual 
“Longer Life Week” in New Orleans sponsored by the Orleans 
Parish Medical Society March 20-26. Radio talks and 
addresses before civic, professional and community clubs were 
delivered by members of the society. Dr. Thomas Benton 
Sellers, assistant professor of gynecology, Tulane University 
Graduate School of Medicine, New Orleans, was chairman of 
the program. 

Ernest S. Lewis Memorial Night.—The Orleans Parish 
Medical Society and the New Orleans Gynecological and 
Obstetrical Society observed Ernest S. Lewis Memorial Night 
at a joint meeting March 14. The occasion was in memory 
of Dr. Charles Jefferson Miller, whose biography was pre- 
sented by Dr. Edward L. King. Dr. Walter W. Chipman, 
emeritus professor of obstetrics and gynecology, McGill Uni- 
versity Faculty of Medicine, Montreal, was the guest speaker ; 
his subject was “John Hunter, the First Scientific Surgeon.” 


MICHIGAN 


The Beaumont Lectures.—Dr. Herbert M. Evans, pro- 
fessor of anatomy, Morris Herzstein professor of biology and 
director of the institute of experimental biology, University 
of California Medical School, San Francisco, will deliver the 
Beaumont Foundation Lectures, under the auspices of the 
Wayne County Medical Society, Detroit, March 28-29; his 
general subject will be “Physiology of the Pituitary Gland.” 


Graduate Conference for Physicians.—The Wayne 
County Medical Society, Wayne University College of Medi- 
cine and the Detroit Department of Health are cooperating in 
a graduate conference for physicians at the Herman Kiefer 
Hospital Auditorium. The following program is announced: 


April 6: Drs. John H. Stokes, Philadelphia, The Practicing Physician 
and Syphilis Control; Percy S. Pelouze, Philadelphia, Treatment and 
Present Therapeutic Problems in the Control of Gonorrhea. 

April 13: Drs. Jesse G. M. Bullowa, New York, Pneumonia Control; 
Warren T. Vaughan, Richmond, Va., Serum Sickness. 

April 20: Drs. Leroy D. Fothergill, Boston, Evaluation of Present 
Immunization Methods; Edwin H. Place, Boston, New Concepts and 
Developments of Treatment of Communicable Disease. 

April 27: Drs. William S. Sadler, Chicago, Mental Problems of the 
Adolescent; Winfred Overholser, Washington, D. C., Recognition and 
Treatment of the Early Case of Mental Illness. 


MINNESOTA 


Personal.— Dr. Walter P. Gardner, Hastings, has been 
made superintendent of the Anoka State Hospital ——Dr. James 
Eddy Arnold, Miles City, Mont., has been appointed village 
health officer and school physician for Mountain Iron. 

Dr. Edgar Allen to Give Citizens Aid Lecture.—Edgar 
Allen, Ph.D., professor and chairman of the department of 
anatomy, Yale University School of Medicine, New Haven, 
Conn., will deliver the 1938 Citizens Aid Society Lecture at 
the University of Minnesota Medical School, Minneapolis, 
April 12. His subject will be “Ovarian Hormones in Relation 
to Female Genital Cancer.” 


NEW JERSEY 


Society News.—Dr. Harrison S. Martland, Newark, 
addressed the Passaic County Medical Society, Paterson, 
March 10, on “Interesting Cases from the Medical Examiner’s 


’ Office.” Dr. Paul M. Wood, New York, addressed the society 


February 10 on “Anesthesiology, Its Scope and Prospects.” 
——Dr.. Alfred Gordon, Philadelphia, addressed the Gloucester 
County Medical Society March 17 on “Heredity and Environ- 
ment.”———-At the annual meeting of the Cape May County 
Medical Society at Ocean City April 6, speakers will include 
Drs. Leroy: A. Wilkes, executive officer of the Medical Society 
of New Jersey, Trenton, on “State Society Plans for Maternal 
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Welfare and Child Health”; Julius Levy, Newark, and Arthur 
W. Bingham, East Orange, maternal and child welfare-—— 
Dr. Thomas R. Brown, Baltimore, addressed the Atlantic 
County Medical Society March 11 on “Gastro-Enterology in 
General Practice.” —— Dr. Lewis C. Scheffey, Philadelphia, 
addressed the Camden County Medical Society, Camden, 
March 1, on “Problems Encountered in the Diagnosis and 
Treatment of Carcinoma of the Uterus.” 


NEW YORK 


Personal.—Dr. Earle G. Brown, former state health officer 
of Kansas and recently director of health and welfare in 
Arlington County, Va., has been appointed commissioner of 
a newly established health unit in Nassau County. 


Dr. Whipple Receives Mickle Award.—Dr. George H. 
Whipple, dean of the University of Rochester School of Medi- 
cine and Dentistry, Rochester, has received the Charles Mickle 
Fellowship of the University of Toronto, in recognition of his 
work on pigment metabolism and regeneration of hemoglobin. 
This fellowship is the annual income from an endowment fund 
of $25,000 and is awarded to the scientist who, in the opinion 
of the council of the university, has done most during the 
preceding ten years to advance sound knowledge of a practical 
kind in medical art or science. 


New York City 


Salmon Memorial Lectures.—Dr. David Kennedy Hen- 
derson, physician superintendent of the Royal Edinburgh Hos- 
pital for Mental Disorders, Edinburgh, Scotland, will deliver 
the sixth series of Thomas William Salmon Memorial Lec- 
tures at the New York Academy of Medicine, April 18, 19 
and 20. Dr. Henderson is also professor of psychiatry in the 
University of Edinburgh and the author of numerous publica- 
tions on psychiatric subjects. The topic of his lectures will 
be “Psychopathic States Considered from the View of (1) 
Their Place in Psychiatry; (2) Their Characteristics as Evi- 
denced by Aggression, Inadequacy and Creativeness; (3) Their 
Understanding and Synthesis.” 


New City Board of Health—Under the new city charter 
which went into effect January 1, changes haye been made in 
the city board of health. The board consists as before of five 
members, one being the commissioner of health, who is desig- 
nated chairman (formerly called “president”). The commis- 
sioner’s term of office is not specified and this appointment is 
therefore liable to change with the city administration. The 
new charter prescribes the terms of the other members as 
eight years, providing at first for appointments of two, four, 
six and eight years, so that one member will be appointed 
every two years. The new plan also requires that four mem- 
bers of the board be physicians with certain qualifications. 
The mayor has appointed the following board: Drs. John L. 
Rice, chairman; Haven Emerson, John E. Jennings and Carl 
Boettiger and Mr. David: M. Heyman. 


Cameron Prize Awarded to Dr. Landsteiner. — The 
Cameron Prize of the University of Edinburgh, Scotland, has 
been awarded for 1938 to Dr. Karl Landsteiner, member of 
the Rockefeller Institute for Medical Research, Science reports. 
Dr. Landsteiner is honored for his research on isohemagglu- 
tinins and blood groups and for the influence of his work on 
the practice of therapeutic blood transfusion. The Cameron 
Prize award is made annually by the university on the recom- 
mendation of the faculty of medicine to.a person who in the 
five years immediately preceding has made any highly impor- 
tant and valuable addition to practical therapeutics. In recent 
years it has been awarded to Drs. George F. and Gladys R. H. 
Dick, Chicago (1933); George R. Minot and William P. 
Murphy, Boston (1930), and Harvey Cushing, New Haven, 
Conn. (1924). It amounts to about £200. 


NORTH CAROLINA 


Dr. Royster Honored.—Dr. Hubert A. Royster, Raleigh, 
for many years prominent in medical affairs in North Caro- 
lina, was honored at a testimonial dinner given by the Wake 
County Medical Society, former students and associates in the 
medical profession at the Carolina Hotel, Raleigh, March. 10. 
Among physicians who paid tribute to Dr. Royster were Drs. 
William de B. MacNider, dean, University of North Carolina 
School of Medicine, Chapel Hill; Wingate M. Johnson, 
Winston-Salem, president of the Medical Society of North 
Carolina; Thomas W. M. Long, Roanoke Rapids, secretary 
of the state medical society, and Donnell B. Cobb, Goldsboro. 
Dr. Charles P. Eldridge, Raleigh, presented a silver serving 
tray to Dr. Royster, the gift of the county society. Dr. Roys- 
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ter, a native of Raleigh, is 66 years old. He graduated from 
the University of Pennsylvania School of Medicine in 1894. 
From 1902 to 1910 he was dean of the University of North 
Carolina Medical School, then in Raleigh. He was secretary 
of the state board of medical examiners from 1914 to 1920 
and has been president of the Raleigh Academy of Medicine, 
the Wake County society, the state medical society and the 
Southern Surgical Association. At present he is chief of the 
surgical service at Rex Hospital and St. Agnes Hospital, 
Raleigh, and consulting surgeon for the North Carolina Hos- 
pital for the Insane at Dix Hill, where a building is named 
in his honor. He is also professor of surgery at Wake Forest 
College School of Medicine and is the author of two textbooks 
and a volume of essays. 


OHIO 


Personal.— Dr. Louis P. H. Bahrenburg, who recently 
retired as director of the Marine Hospital, Cleveland, has been 
made an honorary member of the Academy of Medicine of 
Cleveland. The Lake County Medical Association recently 
voted an honorary life membership to Dr. Julian V. Winans, 
Madison, marking his fiftieth anniversary in the practice of 
medicine. Dr. Winans has been president of the society, served 
as county coroner and has been since 1920 president of the 
county board of health. He has also served in the legislature 
and during the World War was in the U. S. Army Medical 
Corps, stationed at Newport, R. I., and New London, Conn. 
——Dr. Joseph Blickensderfer, health officer of New Philadel- 
phia, was honored by the Tuscarawas County Medical Society, 
January 14, with a testimonial dinner celebrating his comple- 
tion of fifty years of practice. Speakers included Drs. Morri- 
son W. Everhard, New Philadelphia; Daniel W. Shumaker, 
Dover; Mary Elizabeth Rowland, Gnadenhutten; James A. 
McCollam, Uhrichsville, and Dr. Blickensderfer. 


PENNSYLVANIA 


Free Serum Distributed.—The state department of health 
distributed $24,000 worth of free pneumonia serum in the recent 
campaign, newspapers reported March 6. The serum, of types 
I and II, was sent to 191 hospitals, where 493 persons were 
treated. The department has recently arranged to keep on 
hand serums for types V, VII, VIII and XIV for emergency 


calls. 
Philadelphia 


Symposium on Air Hygiene.— The section on public 
health, preventive and industrial medicine of the College of 
Physicians of Philadelphia presented a symposium on air 
hygiene March 7, with the following speakers: Philip Drinker, 
Ch.E., Boston, on “Air Pollution and Occupational Disease” ; 
Dr. Joseph Stokes Jr., “Recent Studies on Immunity to Air- 
Borne Infections,” and Mr. William F. Wells, “Prevention 
and Control of Air-Borne Infections.” 


Woman’s Auxiliary Sponsors Health Institute. — The 
Woman's Auxiliary to the Philadelphia County Medical Society 
will present its eighth annual health institute April 12 in the 
auditorium of the county society. The general subject of the 
institute will be “Recent Developments in Medicine.” Addresses 
will be delivered by the following physicians: 


Dr. John Royal Moore, Modern Advances in Orthopedic Surgery. 

Dr. Catharine MacFarlane, The March of Time. 

Dr. John D. McLean, New Methods in the Treatment of Tuberculosis. 

Dr. George M. Coates, Causes and Prevention of Various Types of 
Deafness. 

Dr. Harry B. Wilmer, Allergic Diseases, Early Recognition and Treat- 
ment. 

Dr. Joseph C. Doane, Diagnosis, Old and New. 

Dr. Frank H. Krusen, Rochester, Minn., Recent Developments in One 
of the Newest Fields of Medicine (physical therapy). 


UTAH 


Hospital News.—A new thirty-four bed hospital was dedi- 
cated in Payson January 30; it will be operated by Drs. Asa 
L. Curtis, Lynn D. Stewart and Merrill L. Oldroyd, Payson. 

Personal.—Dr. Ellis R. Shipp, Salt Lake City, was hon- 
ored recently at a testimonial sponsored by the Daughters of 
Utah Pioneers. Dr. Shipp was born Jan. 20, 1847, and grad- 
uated from the Woman’s Medical College of Pennsylvania in 
1878. 





VERMONT 


Chiropractors Not Authorized to Use Electrical Appli- 
ances.—The attorney general of Vermont recently issued a 
ruling giving it as his opinion that chiropractors are without 
authority to engage in the “curative treatment of disease by 
the use of electrical appliances.” The statement was addressed 
to Dr. W. Scott Nay, Underhill, secretary, Vermont State 
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Board of Medical Registration,.who asked. for an opinion on 
an advertisement by a Brattleboro chiropractor of an “ultra 
short wave therapy machine” which would “heal an x-ray 
burn or take the color out of a black eye.” The attorney 
general held that “the practice of a chiropractor, unless other- 
wise provided by statute, is limited to treatment of disease by 
methods recognized under his particular system of healing, 
which system treats diseases by manipulation of the spinal 
column. I am also of the opinion that the subjects on which 
a chiropractor has been examined should be considered in 
determining the legislative intent as to just how far a chiro- 
practor can go in treatment of disease.” According to news- 
paper reports, he added that the board of chiropractic examiners 
might convince him he was wrong and that ultimately the 
supreme court will have to pass on the question. 


WYOMING 


Central Wyoming Meeting.—The second annual Central 
Wyoming District Medical meeting, sponsored by the Wyo- 
ming State Medical Society and arranged by the Natrona 
County Medical Society, will be held at Casper April 2-3. Guest 
speakers will be: 


Dr. Howard B. Hamilton, Omaha, Chest Conditions in Children. A 
aioe Minnig, Denver, Some Diagnostic Difficulties in Toxic 
yroid. 
Dr. Charles W. Pollard, Omaha, An Ideal Technic in Care of Obstetric 
ases. 
Dr. Osgoode S. Philpott, Denver, Diseases of the Skin Which Puzzle 
the General Practitioner. 
Dr. Robert D. Schrock, Omaha, Infantile Paralysis—Orthopedic Treat- 
ment. 
Dr. Thomas D. Cunningham, Denver, Some Phases of Heart Disease of 
Interest to the General Practitioner. 
There will be a banquet at the Henning Hotel Saturday 
evening, with Dr. George M. Anderson, Cheyenne, as 


toastmaster. 
GENERAL 


Society News.—Dr. Robert L. Sanders, Memphis, was 
chosen president-elect of the Southeastern Surgical Congress at 
the annual meeting in Louisville, Ky., March 7-9. Dr. Thomas 
C. Davison, Atlanta, became president and Dr. Elmer L. Hen- 
derson, Louisville, was made vice president. The 1939 meeting 
will be in Atlanta. 


Prison Sentences for Eyesight Swindlers.—Harold N. 
Baxley and Curtis J. Yeager, charged with conspiracy and 
fraudulent use of the United States mails in fake eye specialist 
swindles, were recently sentenced to serve four years in the 
federal penitentiary at Atlanta, Ga., on completion of the five 
year sentences they are now serving in the state prison at Rich- 
mond, Va., for convictions of similar offenses. Guy W. 
Reynolds, another swindler, was sentenced to serve a year and 
a day at the federal prison at Leavenworth, following his plea 
of pay at Abilene, Texas, recently, to fraudulent use of the 
mails. 

The Kober Lecture.—Dr. Wallace M. Yater, professor of 
medicine, -Georgetown University School of Medicine, Wash- 
ington, D. C., will deliver the annual Kober Lecture at the 
university March 28. His subject will be “Goiter and the 
Heart: An Exposition of the Present Status of Our Knowl- 
edge of the Subject, Including Original Research Work in 
This Field.” The lecture is sponsored by the Kober Founda- 
tion. The speaker is selected on alternating years by the 
Medical Society of the District of Columbia, the Association 
of American Physicians and the Association of Military 
Surgeons. 

Association for Thoracic Surgery.— The twenty-first 
annual meeting of the American Association for Thoracic Sur- 
gery will be held at the Biltmore Hotel, Atlanta, Ga., April 
4-6, under the presidency of Dr. Stuart W. Harrington, Roch- 
ester, Minn. Included on the program will be the following 
speakers : 


Dr. Ronald Belsey, London, England, Extrapleural Pneumothorax. 

Dr. Joseph A. Weinberg, Omaha, Treatment of Acute Empyema 
Thoracis by Open Intercostal Drainage. 

Dr. Isaac A. Bigger, Richmond, Va., Wounds of the Heart. . 

Drs. Evarts A. Graham and Brian B. Blades, St. Louis, Observations 
on Mediastinal Tumors: A Study of Fifty-Two Cases Excluding 
Aneurysms and Substernal Thyroids. Z . 

Dr. James Samuel Binkley, New York, Aspiration Biopsy of the Lung. 

Drs. Pol N. Coryllos and George G. Ornstein, New York, Tension 
naan Serene Cavities: Pathogenesis, Mechanics and Surgical 

anagement. 

Dr. Jerome R. Head, Chioes. sg a Thoracoplasty: Further 
Experiences with the Multiple S uscle Splitting Operation. 

Dr. Jot C. Jones, Los Angeles, tomy and Pneumonectomy in 

Pulmonary Tuberculosis, , 

Dr. Edward William Alton Ochsner, New Orleans, Operative Correction 
of Pectus Excavatum: Re of a Case and Review of the Literature. 

Drs. Otto C. Pickhardt, William H. Stewart and Grant Thorburn, New 
Sr Cinefiuoroscopic Studies of Peculiar Breathing and | 

ion. . 
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FOREIGN 


Federation of Societies for Experimental Biology.— 
The annual meeting of the Federation of American Societies 
for Experimental Biology will be held at the Lord Baltimore 
Hotel, Baltimore, March 30-April 2. The federation is made 
up of four societies: American Physiological Society, Ameri- 
can Society of Biological Chemists, Inc., American Society for 
Pharmacology and Experimental Therapeutics, Inc., and the 
American Society for Experimental Pathology. There will be 
a joint meeting of the federation Thursday morning with the 
following speakers : 
Dr. Nathan B. Eddy, Ann Arbor, Mich., The Search for More Effective 
Morphine-like Alkaloids. 

Dr. Ernest W. Goodpasture, Nashville, Tenn., Experimental Virus and 
Bacterial Infections of the Chick Embryo. 

Henry C. Sherman, Sc.D., and Harriet L. Campbell, Ph.D., New York, 
Experimental Studies of the Relation of Nutrition to Length of Life. 

Dr. Carl J. Wiggers, Cleveland, The Dynamics of Hypertension. 

This year the American Physiological Society is celebrating 
its fiftieth anniversary. The program includes section meetings 
on endocrinology and metabolism, circulation, central nervous 
system, gastro-intestinal activity, choroid plexus, electrolytes 
and water balance, the heart, nerve fibers and reflexes, bile 
secretion, liver lipids and appetite, special senses and general 
physiology and energy metabolism. In addition a symposium 
on anoxia will be presented: 

Dr. Edgar S. Guzman Barron, Chicago, Anoxia and Cellular Oxidations: 

I. Enzymatic Processes. 

Dr. Ralph W. Gerard, Chicago, Anoxia and Cellular Oxidations: II. 

Metabolism of Nervous Tissues. 

David Bruce Dill, Ph.D., Arlington, Mass., Respiratory Adaptation to 

Low Oxygen Pressure. 

Dr. Ernst Gellhorn, Chicago, Cardiovascular Changes in Anoxia. 

Ross A. McFarland, Ph.D., New York, Psychologic Effects of Anoxia. 

Dr. Dickinson W. Richards Jr.. New York, Anoxia in Clinical Medicine. 

Capt. Harry G. Armstrong, Dayton, Ohio, Anoxia in Aviation. 

Speakers on the biochemistry program include: 


Ralph I. Dorfman, Ph.D., New Haven, Excretion of Androgenic Sub- 
stances After the Administration of Testosterone. 

Harry G. Day, Sc.D., Harold J. Stein and Elmer V. McCollum, Ph.D., 
Baltimore, Effect on Hematopoiesis of Variations in Levels of Cal- 
cium, Phosphorus and Iron in the Diet. 

Clive M. McCay, Ph.D., and A. V. Tunison, New York, Toxicity of 
Linseed Meal. 

Byron M. Hendrix, Ph.D., and Joe Dennis, B.A., Galveston, Changes 
of Nitrogen Content Brought About by Denaturation of Proteins. 

Papers to be read at the meeting of pharmacologists include: 


Drs. Charles M. M. Gruber, Victor G. Haury and Charles M. Gruber 
Jr., Philadelphia, The Point of Action of the Barbiturates in Depress- 
ing the Cardiac Vagus Nerve. 

Drs. Torald H. Sollmann and Joseph Seifter, Cleveland, Pharmacology 
of Bismuth Trimethyl. 

Friday afternoon Dr. George B. Wallace, New York, will 
address the pharmacologists at luncheon on “The Status of 
Pharmacology in the Medical Curriculum.” _ 

The pathologists will be addressed by the following, among 
others: 

Dr. Arthur J. Vorwald, Saranac, N. Y., The Influence on the Natural 

and Acquired Resistance to Tuberculosis. 

Dr. Dale Rex Coman, Philadelphia, Effect of Prontosil and Related 
Compounds on the Chemotropism of Leukocytes. 

A joint session of the biochemists and physiologists on vita- 
mins will be held Saturday morning. The annual smoker will 
be held Thursday evening March 31 and the annual dinner, 
observing the fiftieth anniversary of the physiologists society, 
Friday evening. 


FOREIGN 


Combined Congresses on Tropical Medicine and 
Malaria.—The third International Congress of Tropical Medi- 
cine will be held in Amsterdam September 26-October 1. Com- 
bined with it will be the third International Malaria Congress, 
which was to have been held in Madrid in October 1936. The 
malaria section will be independent to a considerable extent and 
its reports will be printed in a separate volume. Subjects to 
be discussed at the tropical medicine meeting will be deficiency 
diseases, yellow fever, Leptospirae and filiariasis. For the 
malaria congress the following subjects are planned: varieties 
of anopheles, strains of parasites, treatment with quinine and 
with the new synthetic drugs, prophylaxis, sanitation and coloni- 
zation. The congress will also include a section for comparative 
tropical pathology, in which the subjects will be deficiency 
diseases, measures against hydrophobia, rickettsia and exter- 
mination of the tsetse fly. 


‘CORRECTION 
Barber: “Physiology for Pharmaceutical Students.”— 
In the review of this book, published in THe Journat, 
March 5, the price quoted was $2 as sent to this office by the 
publishers. Later*information indicates that the price is $4.50. 
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Foreign Letters 


LONDON 
(From Our Regular Correspondent) 
Feb. 26, 1938. 
High Voltage Roentgen Therapy 

At the Medical Society of London an important discussion 
on high voltage therapy was opened by Dr. J. H. D. Webster, 
radiologist, who said that the results depended on many factors: 
the site of the lesion, the stage of the disease and the state of 
the patient. Ewing had said that the best prospect was in an 
active growth in an active patient. Another important factor 
was the quantity and quality of the dose and the intervals. 
Minimal doses had a stimulating effect. Some surgeons sent 
patients for a small irradiation of the spleen before gallbladder 
operations to improve the coagulation time of the blood and 
increase the output of platelets. Small doses applied to the 
ovaries and pituitary gave good results in obstinate amenor- 
rhea and sterility. Stimulation of the bone marrow with doses 
about one twentieth of an erythema dose were of value in 
granulocytopenia. 

High voltage therapy was useful also in infective and inflam- 
matory conditions. Acute furunculosis of the face responded 
to small doses, and carbuncles had been successfully treated, 
but not advanced cases associated with diabetes. Many Ameri- 
can clinics reported good results in rhinitis, nasal sinusitis and 
acute mastoiditis. X-rays were worth trying in tonsillitis, espe- 
cially when operation was undesirable. In endocarditis one 
tenth of an erythema dose to the heart had given better results 
than medical treatment. In glandular hyperplasias and func- 
tional overactivities, such as prostatic hypertrophy exophthalmic 
goiter lesions of the anterior lobe of the prostate and over- 
activity of the anterior pituitary, the results were promising. 
In enlargement of the prostate Dr. Webster had obtained 
improvement in nocturnal frequency, residual urine and other 
symptoms. In Cushing’s syndrome and acromegaly also results 
were good. Patients with Addison’s disease had greatly bene- 
fited from irradiation of large surfaces of the body at a distance 
of 1 or 2 meters (teleroentgen therapy). 

In many allergic conditions—asthma, psoriasis, pruritus and 
eczema—x-rays acted as a desensitizer. In rare blood condi- 
tions, such as lymphatic leukemia and polycythemia, they were 
almost the only treatment. The best results were obtained by 
treating the spleen and glands locally at first and holding dis- 
tant therapy in reserve in case of a relapse. 

In operable cancer of the gastro-intestinal tract and gall- 
bladder and probably also of the kidney, operation was the 
method of choice, though preoperative irradiation might be 
desirable, especially in children. The same observation applied 
to cancer of the bladder. Surgery was also better for carcinoma 
of the body of the uterus and sarcoma of bone, but for cancer 
of the skin, lip, cervix, mouth, pharynx, penis, testis and Ewing’s 
and one or two other sarcomas, especially of soft parts and 
glands, x-rays were better. He did not believe that anything 
was to be gained by pushing up the voltage. 


Bill to Abolish Night Baking 


In the House of Commons a medical labor member, Dr. 
Haden Guest, moved the second reading of a bill to abolish 
the night baking of bread, which is carried out to supply the 
public with fresh bread for breakfast. Dr. Guest said that 
among bakers there was a high death rate from tuberculosis, 
alcoholism and bronchitis and that hernia was excessively fatal. 
Pulmonary tuberculosis was the obvious result of the dust, 
heat and conditions under which they worked; alcoholism was 
a refuge for persons with frayed nerves.. The high death rate 
from hernia was a grave condemnation of the conditions under 
which they worked. Opposition to the bill gave rise to the 
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objection that, if baking did not start until 5 a. m., fresh bread 
could not be obtained until the afternoon. The second reading 
of the bill was carried by a majority of 147 to 126. 


PARIS 
(From Our Regular Correspondent) 
Feb. 26, 1938. 

Efforts to Diminish the Number of Medical Students 

For several years there has been a noticeable decrease in the 
number of matriculations at the various medical schools, so 
that it was found unnecessary to have passed a bill first intro- 
duced by Dr. Portmann of Bordeaux. According to this pro- 
posed law, all students in the preliminary (basic sciences) year 
as well as those who had completed their first year at the 
medical school were to be given special examinations in order 
to eliminate those considered to be incapable of continuation 
of their studies. According to Dr. Cibrie, secretary of the 
association which looks after the public relations interests of 
the profession in France, the number of medical students had 
shown an increase of 184 in 1937 over the preceding year. He 
recommended the passage of the Portmann bill with the object 
of giving eliminatory tests before the student enters his second 
year of the medical curriculum. 


Naturalization of Foreign Physicians and 
Medical Students 

Statements have appeared from time to time that the number 
of foreign physicians who were being naturalized had reached 
figures which alarmed the French medical profession. Last 
year an article was published to the effect that more than 3,000 
physicians from Germany had become French citizens in the 
preceding twelve months, and one speaker at a general medical 
meeting said that the rate of naturalization had attained ninety 
a day. At the February 15 meeting of the Confédération des 
syndicats médicaux de France, the official organization which 
looks aiter the interests of the entire profession, these state- 
ments were said to be grossly exaggerated. During 1935 fifteen 
physicians and four medical students were naturalized. This 
number rose to forty-eight and fifty-four respectively in 1936 
and to eighty-eight and forty-nine up to Dec. 4, 1937. 


Digestive Route in the Transmission of Typhus Virus 

At the February meeting of the Académie de médecine a 
paper was read by Dr. Le Chuiton and three other naval officers 
on transmission of murine typhus virus through food which 
has been contaminated by the urine of virulent rats. Marcandier 
and Pirot in 1933 demonstrated the presence of the virus of 
murine typhus in the urine of rats. Nicolle and his associates 
in the same year were able to infect rats by the digestive route. 
Others have shown that this possibility holds true for the cat 
and the dog. A series of experiments by the authors of the 
present paper revealed the possibility of keeping intact the 
virus of murine typhus outside the body of animals for a period 
of at least forty-eight hours. This shows that contamination 
of food by the urine of infected animals is possible. It was 
observed that (a) in the large naval vessels stationed at Toulon 
in the south of France the incidence of typhus reaches its 
maximum between September and December, i. e., when the 
incidence of fleas is at its lowest; (b) there was no history of 
flea bites in those who were infected with typhus, and (c) the 
disease did not occur among the officers whose food is imme- 
diately well protected against contamination by rats. Special 
precautions were taken to prevent access to the bread supply 
by rats on all French naval ships and instructions given to the 
crews to avoid eating any food which could have been con- 
taminated by rats. The result has been a marked reduction in 
the number of cases. The incidence per thousand sailors in 
1937 was only 1.13 per cent as compared to percentages varying 
from 4.42 to 12.36 in the six preceding years. 
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LETTERS 
Accidents Following Lumbar Puncture in 
Cases of Hypertension 


At the January 7 meeting of the Société médicale des hopitaux 
of Paris, a paper on accidents following lumbar puncture in 
cases of hypertension was read by Drs. Riser, Planques and 
Becq of Toulouse. Lumbar puncture has been employed in cases 
of hypertension to relieve the distressing headaches, vertigos 
and retinitis so frequently incident to hypertension. The 
amelioration of these symptoms after lumbar puncture is marked 
in the majority of cases. In the present paper the histories of 
five patients were cited in whom the lumbar puncture was not 
well tolerated in one and was immediately followed by death 
in four others. In the first case after the lumbar puncture 
there was a marked drop in the systolic and diastolic blood 
pressure, which rose immediately after injection of epinephrine. 
In two of the four fatal cases, the quantity of cerebrospinal 
fluid which was allowed to escape was larger than it should 
have been. An intense headache resulted and a few hours later 
the patients became comatose and died. In the other two fatal 
cases the amount of fluid was relatively small and it was with- 
drawn slowly. Nevertheless the headache, which had been 
temporarily improved, recurred in more intense form, accom- 
panied by a confusional mental state. Death took place in one 
case on the second and in the other on the tenth day following 
the lumbar puncture. These are the only accidents which the 
authors have observed in more than 150 cases of hypertension 
in which this method was employed. The mechanism of these 
accidents appears to be a disturbance of the complex tensional 
equilibrium, resulting in a sudden and severe vasodilatation 
similar to the acute hemorrhagic swelling of the brain as seen 
in neurologic surgery. 


Death of Professor Sabouraud 


Through the death of Prof. Raymond Sabouraud, France 
loses a dermatologist of international reputation. His aim 
throughout his career was to concentrate on certain problems 
and among these was the study of the diseases of the scalp, in 
which field Sabouraud was one of the pioneers. His research 
in this subject appeared in a book entitled Diseases of the 
Scalp, which has been translated in many countries. His 
therapeutic armamentarium included only about a dozen prepa- 
rations and the use of radiotherapy, but he was very successful 
in their application to the frequently resistant disorders of the 


scalp. He was not only a celebrated dermatologist but also 
a gifted sculptor. 
BERLIN 
(From Our Regular Correspondent) 


Feb. 7, 1938. 
Studies of Wounds Caused by Bites 


The therapy of wounds caused by bites is at all times unsatis- 
factory, chiefly on account of the frequent subsequent phlegmon 
and general infection which endanger life. Infection with 
actinomyces and echinococci have always been observed to fol- 
low bites. “According to a report compiled by Dr. F. Jaeger of 
the Munich University Surgical Clinic, thirty-five agricultural 
societies reported a total of 8,906 cases of wounds caused by 
bites within a five year period. In 661 of these cases the socie- 
ties granted accident benefits for the injury. Dr. Jaeger 
observed at the Berlin University Surgical Clinic 148 cases of 
lesions caused by bites and another 159 similar cases at his own 
clinic in Munich. The vast majority of the bites were inflicted 
by dogs. The second greatest number of bite wounds were 
inflicted, in Berlin by other humans, in Munich by cats, and the 
third greatest number at Berlin by cats and at Munich by 
human beings. These clinical cases represented only bite wounds 
which came to surgical treatment. Germicidal substances were 
also important; Dr. Jaeger particularly recommended zinc 
peroxide, which liberates active oxygen. The wound is “flooded” 
with this powder and then bandaged. 
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Foundation of a Docents’ Academy 


Late in January the first wissenschaftliche akademie des 
nationalsozialistischen studentenbundes (learned academy of the 
nazi students’ league) was opened at Kiel under the sponsor- 
ship of the university faculty. The foundation of similar bodies 
in conjunction with other German universities is contemplated. 
President of the new Kiel Academy is Prof. Dr. H. Loehr, 
ordinarius in internal medicine and provincial fuehrer of docents. 
In his inaugural address he contrasted the new foundation with 
the older academies and especially with the renowned Preu- 
ssische Akademie der Wissenschaften of Berlin. His remarks 
reflect the authoritative opinions of present-day Germany: The 
new academy, he said, does not seek to imitate “cosmopolitan 
humanistic learned groups,” the background of which is largely 
Romanic and Renaissance. Nor has it anything in common 
with those humanistic societies which are show pieces of the 
absolutism of princely courts, both ecclesiastical and temporal. 
The older academies were without social-political and nationalis- 
tic functions and therefore they deteriorated into mere “assem- 
blies of the masters,” namely, so many legions of honor, or 
councils of venerable men who had lost contact with the world 
of affairs. The new academy, on the contrary, envisages among 
its duties “the elaboration of a science the principles and pro- 
grams of which are fundamentally and purposefully in accord 
with the totalitarian and traditional ideals of German life; the 
revival of the universitas literarum and the inward transforma- 
tion of German university docents into stanch, politically minded 
men whose weltanschauung and scholarship will attest the vital 
reality and unity of the well rounded, educated person.” The 
attainment of this goal implies a strenuous combat against all 
efforts to break down the universities into a system of profes- 
sional schools. Loehr further declared that neither public 
decrees nor organizations can create the new university. Its 
success will depend on a new type of docent; he will have to 
discover for himself a realistic synthesis of weltanschauung, 
politics and learning. The concept of a scientific basis for the 
nazi weltanschauung should be discarded. The union of welt- 
anschauung and political philosophy has now been restored 
through acceptance of certain racial principles as scientific 
axioms. The ideal aim of the new academy is not a restriction 
of its membership to a few men or a division into sections, but 
the training of docents who will possess in equal measure a 
faith in the nazi weltanschauung and proved scholarly abilities. 
Visionary and vague philosophies have no place here. A meet- 
ing of the new academy should resemble “a festival hall in the 
Germanic-German tradition.” In addition to its scholarly 
endeavors the new body will actively oppose the enemies of 
reconstructed German science. Thus will be attested to pos- 
terity that the first generation of nazi scholars were participants 
in a great renaissance of German learning. 

Meanwhile the establishment of three other docents’ academies 
has been announced: one at Heidelberg, one at Gottingen and, 
most recent of all, one at Tiibingen. These bodies are all 
products of a spontaneous initiative on the part of the univer- 
sities in question and did not originate in any government order. 
Each of the new academies will develop as an individual unit. 





Marriages 





Victor Spencer Hucorins, Evansville, Ind., to Dr. Katu- 
ERINE CHAMBERLAYNE Harvie of Richmond, Va., January 29. 

Witt1am Mason JENNINGS Jr., St. Marys, Ohio, to Miss 
Jane May Wright of Toledo, Dec. 29, 1937. 

WuiaM L. Petz, Albany, N. Y., to Miss Margaret Ruth 
Adams of Exeter, N. H., January 29. 
- Lynn D. ABernetuy, Pontotoc, Miss., to Miss Georgia Rob- 
ertson of Corinth, Dec. 21, 1937. 

ANDREW Baxter Byerty, Cooleemee, N. C., to Mrs. Sally 
Evans Grimes in January. 
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Deaths 


Duncan Lorne Alexander ® Twin Falls, Idaho; Univer- 
sity of Michigan Department of Medicine and Surgery, Ann 
Arbor, 1903; past president of the Idaho State Medical Asso- 
ciz...on; fellow of the American College of Surgeons; served 
during the World War; on the staffs of the Gooding County 
Hospital, Gooding, St. Valentine’s Hospital, Wendell and the 
Twin Falls General Hospital; aged 56; died, January 5. 

Guy Clifford French ® Phoenix, Ariz.; St. Louis Uni- 
versity School of Medicine, 1926; past president and secretary 
of the Maricopa County Medical Society; fellow of the Ameri- 
can College of Surgeons; aged 45; on the staffs of the Good 
Samaritan Hospital and St. Joseph’s Hospital, where he died, 
January 31, of pulmonary thrombosis. 

Pearl Caleb West @ Sedro Woolley, Wash.; Saginaw Val- 
ley (Mich.) Medical College, 1902; Columbia University Col- 
lege of Physicians and Surgeons, New York, 1911; member 
of the American Society of Clinical Pathologists ; served during 
the World War; pathologist to the Northern State Hospital ; 
aged 66; died, Dec. 31, 1937. 

Frank White MacManus ® Buhl, Idaho; University of 
Wooster Medical Department, Cleveland, 1891; Cleveland Col- 
lege of Physicians and Surgeons, Medical- Department Ohio 
Wesleyan University, 1908; served during the World War; 
aged 70; died, Dec. 15, 1937, in Twin Falls, following an auto- 
mobile accident. 

Katharine Rebecca Moses, New Harrisburg, Ohio; Ohio 
Medical University, Columbus, 1900; member of the Ohio State 
Medical Association and the American Psychiatric Association ; 
formerly on the staff of the Cleveland State Hospital; aged 67; 
died, Dec. 16, 1937, of chronic nephritis and arteriosclerosis. 

John C. Ryder ® Eaton, Ohio; Hahnemann Medical Col- 
lege and Hospital of Philadelphia, 1894; formerly member of 
the village board of public affairs and member of the board of 
education; aged 68; died, Dec. 17, 1937, in the Miami Valley 
Hospital, Dayton, of coronary thrombosis. 

Arthur Soper Armstrong ® New York; Cornell Univer- 
sity Medical College, New York, 1904; fellow of the American 
College of Surgeons ; surgeon to the Knickerbocker and Miseri- 
cordia hospitals ; served during the World War; aged 58; died, 
January 13, of coronary occlusion. 

Christopher Gareld Brethouwer ® Montrose, Colo.; Lin- 
coln Medical College of Cotner University, 1901; College of 
Physicians and Surgeons of Chicago, School of Medicine of 
the University of Illinois, 1905; aged 61; died, Dec. 27, 1937, 
of carcinoma of the sigmoid. 

Charles Leonard Root ® Colorado, Texas; Atlanta (Ga.) 
College of Physicians and Surgeons, 1909; president of the 
Mitchell County Medical Society; medical director of a hospital 
bearing his name; aged 67; died, Dec. 10, 1937, in a hospital 
at Abilene, of myocarditis. 

‘Joseph Peterfield Trent, Farmville, Va.; George Wash- 
ington University School of Medicine, Washington, D. C., 1906; 
member of the Medical Society of Virginia; aged 70; died, Dec. 
27, 1937, in Warrenton as the result of injuries received in an 
automobile accident. 


Hezzie D. Bulloch ® Covington, La.; University of the 
South Medical Department, Sewanee, Tenn., 1903; secretary 
and past president of St. Tammany Parish Medical Society; 
for many years parish coroner; aged 55; died, January 31, of 
coronary occlusion. 

Rowe George Gale, Vancouver, Wash.; College of Phy- 
sicians and Surgeons of Chicago, School of Medicine of the 
University of Illinois, 1900; member of the Washington State 
Medical Association; aged 61; died, January 1, of cerebral 
hemorrhage. 

John William Dawson, Houston, Texas; Southwestern 
University Medical College, Dallas, 1910; member of the State 
Medical Association of Texas; aged 53; died, Dec. 23, 1937, in 
the Methodist Hospital,’ of bronchopneumonia and cerebral 
thrombosis. 

Samuel A. Worstall, Aroma-Park, Ill.; Jefferson Medical 
College of Philadelphia, 1882; member of the Illinois State 
Medical Society; aged 79; died, Dec. 12, 1937, in St. Mary 
Hospital, Kankakee, of hypertensive heart disease and pyo- 
nephrosis. 

Jacob Resnik, New York; Albany (N. Y.) Medical Col- 
lege, 1917; member of the Medical Society of the State of 
New York; served during the World War; aged 43; died, Dec. 
26, 1937, at the Jewish Memorial Hospital, of Ludwig’s angina. 
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QUERIES AND 


John Lee White, Sandhill, Miss.; Memphis (Tenn.) Hos- 
pital Medical College, 1904; member of the Mississippi State 
Medical Association; aged 56; died, Dec. 3, 1937, in New 
Orleans, of lymphatic leukemia, acute hepatitis and splenitis. 

Herbert Washburn Bearce, Port Orange, Fla.; Long 
Island College Hospital, Brooklyn, 1884; member of the Florida 
Medical Association; on the staff of the Halifax Hospital, Day- 
tona Beach; aged 79; died, Dec. 19, 1937, of myocarditis. 

George Banks, Patterson, N. Y.; College of Physicians and 
Surgeons, Medical Department of Columbia College, New York, 
1884; for many years member of the city board of health and 
coroner; aged 79; died, Dec. 11, 1937, of arteriosclerosis. 

Terry W. Warner, Parker, Kan.; Northwestern Medical 
College, St. Joseph, Mo., 1892; University Medical College of 
Kansas City, Mo., 1898; member of the Kansas Medical Society ; 
aged 74; died, Dec. 28, 1937, of cerebral embolism. 

James Walter Seawell @ Healdsburg, Calif.; University 
of California Medical Department, San Francisco, 1901; health 
officer; on the staff of the Healdsburg General Hospital; aged 
58; died, Dec. 26, 1937, of chronic myocarditis. 

Joseph Leopold Sameth, Welch, W. Va.; Bellevue Hos- 
pital Medical College, New York, 1898; member of the West 
Virginia State Medical Association; aged 69; was found dead 
in bed, Dec. 23, 1937, of cerebral hemorrhage. 

Russell Welcome Tennant, Long Beach, Calif.; Univer- 
sity of Minnesota College of Medicine and Surgery, Minne- 
apolis, 1899; aged 60; died, Dec. 31, 1937, in the Seaside Hos- 
pital, of carcinoma of the lower jaw. 

Dante Angelo Becchetti, Chicago; Loyola University 
School of Medicine, Chicago, 1931; resident physician to the 
Martha Washington Hospital; aged 33; died, January 1, of 
coronary thrombosis. 

William G. Malcolm, Chetek, Wis.; Queen’s University 
Faculty of Medicine, Kingston, Ont., 1893; for many years bank 
president; aged 71; died, Nov. 27, 1937, of uremia, nephritis 
and arteriosclerosis. 

Wilson H. Rothermel, Reading, Pa.; Jefferson Medical 
College of Philadelphia, 1894; formerly county coroner; aged 
71; died, Dec. 21, 1937, in the Homeopathic Hospital, of cerebral 
hemorrhage. 

John Wesley Sanborn ® Newton, Mass.; Harvard Uni- 
versity Medical School, Boston, 1896; served during the World 
War; aged 70; died, Dec. 5, 1937, at Newton Center, of heart 
disease. 

William Fales Hathaway, Weymouth, Mass.; Hahnemann 
Medical College of Philadelphia, 1869; Civil War veteran; aged 
94; died, Dec. 25, 1937, of myocarditis and hypostatic pneu- 
monia. 

Frank Caryl Dakin ® Evanston, IIl.; College of Physicians 
and Surgeons, Medical Department of Columbia College, New 
York, 1890; aged 69; died, January 2, of heart disease. 

George Wilmot Clement, Pelham, N. H.; Harvard Uni- 
versity Medical School, Boston, 1873; member of the Massa- 
chusetts Medical Society; aged 87; died, Nov. 28, 1937. 

Paul Wallace Bailey, Akron, Ohio; Northwestern Univer- 
sity Medical School, Chicago, 1923; aged 39; died, Dec. 23, 
1937, in a local hospital, of cirrhosis of the liver. 

L. A. Welch, Tylertown, Miss.; Louisville (Ky.) Medical 
College, 1891; member of the state legislature; aged 68; died 
suddenly, Dec. 12, 1937, of coronary thrombosis. 

Stephen Chauncey Stone, Salem, Ore.; Willamette Uni- 
versity Medical Department, Salem, 1875; also a druggist; aged 
9); died, Dec. 23, 1937, of bronchopneumonia. 

John C. Tasche @ Sheboygan, Wis.; Detroit College of 
Medicine, 1896; aged 73; died, Dec. 19, 1937, in the Memorial 
Hospital, of lobar pneumonia. 

Arthur Gerrish Allan, Butte, Mont.; University of Penn- 
sylvania Department of Medicine, Philadelphia, 1878; aged 81; 
died in November 1937. 

William Sampson Wallace, Berkeley, Calif.; Jefferson 
Medical College of Philadelphia, 1881; aged 81; died, Dec. 25, 
1937. 

Albert F. Stephens, St. Louis; Eclectic Medical Institute, 
Cincinnati, 1885; aged 77; died, Dec. 1, 1937, of angina pectoris. 

William H. Way, Austin, Texas; Jefferson Medical Col- 
lege of Philadelphia, 1861; aged 97; died, Dec. 16, 1937, 

Frederick Winslow ® Boston; Harvard University Medical 
School, Boston, 1900; aged 63; died, Nov. 25, 1937. 

Ida Belle Rulison, Cincinnati; Woman’s Medical College 
of Cincinnati, 1890; aged 83; died, Dec. 20, 1937. 
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Queries and Minor Notes 


THE ANSWERS HERE PUBLISHED HAVE BEEN PREPARED BY COMPETENT 
AUTHORITIES. THEY DO NOT, HOWEVER, REPRESENT THE OPINIONS OF 
ANY OFFICIAL BODIES UNLESS SPECIFICALLY STATED IN THE REPLY. 
ANONYMOUS COMMUNICATIONS AND QUERIES ON POSTAL CARDS WILL NOT 
BE NOTICED, EvERY LETTER MUST CONTAIN THE WRITER’S NAME AND 
ADDRESS, BUT THESE WILL BE OMITTED ON REQUEST, 


PAINFUL UTERINE CONTRACTIONS IN PREGNANCY 

To the Editor:—-A woman, aged 33, now in the seventh month of her 
second pregnancy, complains of severe uterine pains accompanied by con- 
tractions. These are brought on by any sudden movement, such as getting . 
up from bed quickly or rising quickly from a sitting to a standing posture, 
or by any slight exertion, such as walking on uneven ground or walking 
upstairs. The pains started about two months ago but are becoming 
more frequent and more disabling, occurring now three or four days a 
week and being relieved only after a day or two in bed, after which they 
will be absent for five or six days but recur with the resumption of 
normal activity. As I have observed them, the pains are accompanied by 
hard uterine contractions lasting from forty to sixty seconds, the more 
severe ones causing backache and bladder pressure and being identical 
with first-stage labor pains. They recur variably from every ten minutes 
to one or two during the hour. On two occasions they have continued for 
a day at a time, even with the patient at complete rest in bed. After 
a bout of these pains, the baby is unusually active for about an hour. The 
patient feels well otherwise and would like to be able to go about her 
work without so much time out for rest. The blood pressure is 100 
systolic, 60 diastolic. Urinalysis gives negative results. The blood calcium 
is within normal limits. There was a mild anemia two months ago. The 
red blood count is 3,900,000 and hemoglobin 60 per cent, which responded 
well to iron therapy by mouth. She has gained 12 pounds (5.4 Kg.) since 
the beginning of this pregnancy. Her height is 5 feet 2 inches (157.5 
cm.), her weight 136 pounds (62 Kg.). Her abdomen does not seem 
distended or exceptionally large. Her first pregnancy occurred five years 
ago. She had similar pains in the last six weeks of that pregnancy but 
they were not nearly so disabling as those she is having now. Delivery 
was noninstrumental, after prolonged labor (fifty hours) apparently duc 
to uterine inertia. The baby, a girl weighing 5 pounds 2 ounces (2,325 
Gm.), was healthy. Can you suggest anything which could cause this 
apparently irritable condition of the uterus? There is no accompanying 
bleeding, but when the pains are prolonged for several hours there is a 
slight mucoid discharge. M.D., Manitoba. 


ANSWER.—Painful Braxton Hicks contractions or false pains 
occasionally occur in multiparas. Rarely, however, are they 
of such severity that they seriously interfere with the patient's 
rest or activity. Other women in whom these uterine contrac- 
tions were as disturbing as in this patient have been observed. 

The underlying cause of such painful contractions is not 
known. They probably represent an increased irritability of 
the uterine musculature. If this is the case, progesterone, the 
hormone of the corpus luteum, should be effective in allaying 
both the uterine contractions and the pains. One can give a 
rabbit unit of progesterone intramuscularly once or twice daily 
for a number of days with possibly excellent results. 

The usual treatment in the past has been rest in bed and 
sedatives. Opiates provide the best results. However, since this 
condition is likely to last for some time, barbiturates may be 
preferable. It is rarely justifiable to terminate the gestation 
because of this complication. However, there is probably no 
harm in such a procedure if it is done at or near term. At 
that time the best results are secured by a medical induction 
or perhaps the artificial rupture of the membranes if the cervix 
is effaced and the os sufficiently open to admit one or two 
fingers. 


NASAL SEPTUM OPERATION WITHOUT PACKING 


To the Editor :—May I request information on a nasal septum operation 
an account of which appeared in the literature six or seven years ago? 
I do not remember the precise nature of the procedure, but the essential 
point is that postoperative handling eliminated the necessity for packing 


with gauze. Ere L. Guipong, M.D., Harding, Mass. 


Answer—In the Archives of Otolaryngology (18:732 [May] 
1931) appeared a clinical note by Emanuel Roth entitled “A 
Method of Nasal Packing Following Submucous Resection 
the Septum Which Allows Free Nasal Respiration.” The 
method consists of inserting two pieces of smooth rubber tub- 
ing cut ffom a size 22 French rectal catheter and inserting one 
into each nasal fossa about 2 inches from the nostril. Th 
rubber tubing rests on the floor of the nose and the nose 1s 
packed with petrolatum gauze above the tubing. This allows 
the patient to breath through the nose. 

If, in order to spare the patient the discomfort that follows — 
mouth breathing one avoids packing following submucous resec- 
tion, the danger of hemorrhage and hematoma is ever present. 
If one uses a method such as described, one does not altogether 
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escape the discomfort incident to packing the nose. Normal 
nasal breathing is characterized by the moistening and warming 
of the air before it reaches the pharynx. Even in the method 
described the air goes through the tubes and then impinges on 
the nasopharynx without the benefit of passing over a normal 
nasal mucosa, and so to a greater or lesser extent the dry 
pharynx and discomfort attendant on mouth breathing is still 
present. There is therefore no perfect method for handling the 
septum operation postoperatively from the standpoint of com- 
fort in breathing. 


LEPTOTRICHOSIS OF EYE 

To the Editor:—A white woman, aged 65, has a leptotrichosis con- 
junctivae, associated with Staphylococcus aureus and albus infection. 
The condition is in both eyes; it has been present for five years, she 
states; there is no involvement of the cornea. She has been treated by 
several competent ophthalmologists without lasting benefit. During these 
treatments she has no doubt received applications to the conjunctivae of 
most of the drugs usually found of benefit in chronic conjunctivitis. I am 
using a placebo until I can secure information regarding the treatment. 
The patient’s general condition appears to be good. I will appreciate any 


suggestions. M.D., District of Columbia. 


ANnswer.—If the patient has the form of leptotrichosis con- 
junctivae which was described by Verhoeff and which is usually 
known as Parinaud’s conjunctivitis, it is unheard of that the 
condition should last five years and should involve both eyes. 
This condition has always been unilateral in reported cases and 
runs a course of from two to five months. If the condition 
referred to is leptothrix concretions of the lacrimal canaliculus, 
which often does involve both eyes, the treatment is enlarge- 
ment of the canaliculi and removal of the concretions with a 
sharp spoon. A few cases of chronic catarrhal conjunctivitis 
due to leptotrichosis of the conjunctiva itself have been reported. 
These have been rare, however, and have usually responded to 
simple treatment of the type used in most cases of chronic 
conjunctivitis. Identification of the leptothrix and more infor- 
mation about the case would be helpful in suggesting appro- 
priate treatment. 


NIGROSIN STAIN IN MEASLES 


To the Editor:—Please describe the technic and observations in refer- 
ence to the diagnosis of measles with the nigrosin stain. 


B. F. Coox, M.D., Rutland, Vt. 


ANSWER.—Jean Broadhurst and her associates have found in 
measles nigrosin staining bodies in ciliated and columnar cells 
and in globoid basal cells in smears from the nose and in 
globoid cells in smears from Koplik spots. The inclusion bodies 
are usually globular but may be irregular or elongated. They 
are found mainly in or on the nucleus of the tissue cells. They 
may be seen on the first day of the disease and are present to 
at least the twelfth day and are not present in persons who do 
not have measles or other virus infections. A 1 per cent solu- 
tion of nigrosin in water is filtered, autoclaved and stored in 
corked bottles. Specimens are taken with dry or slightly mois- 
tened swabs. Swabs are washed with a small amount of sterile 
water and smears are made from both the washed swab and 
the wash water. Smears are fixed with heat, flooded with 
stain for from twenty to forty minutes, carefully washed with 
water, drained dry and mounted in balsam. 


STERILIZING SCRUB BRUSHES 


To the Editor:—I should like some information concerning the steriliz- 
ing of hand scrub brushes. I am using the bristle embedded in a wooden 
back. After a few sterilizings, either by boiling or by autoclaving, the 
bristles become soft and turn sideways. As these brushes are too expensive 
to replace often, can you furnish me with any adequate method of steriliz- 
ing which will not impair the bristles so readily? R.N., Delaware. 


ANSWER.—The following method has been found to be satis- 
factory in sterilizing surgeons’ hand scrub brushes: 

1. Rinse thoroughly to remove all soap from bristles and 
cleanse the brush. 

2. Shake off superfluous water and dry by rubbing on clean 
towel. 

3. Place in metal or white enamel container without metal 
cover. (One of the supply houses markets a special container 
that holds six or more brushes and that is very convenient.) 

4. Wrap container in double thickness muslin wrapper just 
as for dressings. 

5. Autoclave for fifteen minutes at from 240 to 250 F. in 
pure steam at 15 pounds pressure. 

6. Shut off the steam but do not draw a vacuum. Let dry 
under normal atmospheric pressure. Vacuum drying is a major 
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cause of trouble with bristles. Placing brushes so that they 
will rest on the wooden back during and after autoclaving will 
also help preserve them. Some deterioration must be expected, 
particularly if the bristles are not of the best grade. 


SCARLET FEVER ANTITOXIN 
To the Editor:—In what regard is streptococcus antitoxin held today as 
it relates to the treatment of scarlet fever? Do pediatricians generally 
feel that its use is of basic therapeutic value in early severe cases? Does 
its early use substantiate the belief that it tends to prevent complications? 
Would you want your child to have it? 
Joun T. Letanp, M.D., Herman, Minn. 


ANSWER.—Scarlet fever streptococcus antitoxin is regarded 
as an efficient therapeutic agent for the treatment of scarlet 
fever. Many pediatricians favor its use if it is injected early. 
When given within three days of the appearance of the rash, 
the antitoxin seems to lessen the likelihood of complications. 
A decision to withhold scarlet fever antitoxin would not be 
justified on present day pediatric conclusions. 

When first placed on the market, scarlet fever antitoxin often 
caused severe reactions. For this reason many physicians feared 
to use it. Now there is available a highly refined scarlet fever 
antitoxin which seldom produces unpleasant reactions. There 
should be no hesitancy about administering this preparation to 
one’s own child. 


VOCABULARY AND INTELLIGENCE IN CHILDHOOD 


To the Editor:—1. How many words are in the vocabulary of the 
average child of 1 year? of 18 months? 2. What is the highest recorded 
number of words at the age of 1 year and the age of 18 months? 3. Can 
a determination of the intelligence quotient be made on the basis of a 
child of 18 months having a vocabulary of 700 different words (no 
plurals or similar variations) plus the ability to identify the twenty-six 
letters of the alphabet (printed capitals) and colors, assuming that manual 
dexterity is also well developed? Small sentences are used freely. And 
what would this intelligence quotient be in the stated case? 4. How 
close is the correlation between intelligence and any one, any two and all 
three of the following: walking, talking, teething? 


Emit Rotustein, M.D., Brooklyn. 


ANSWER.—1. Language studies have been made on such 
different types of children, by such different methods and with 
such varying standards that it is difficult to give a conclusive 
answer. However, several studies of presumably normal chil- 
dren indicate that the average child of 1 year has a vocabulary 
of three words and the average child of 18 months a vocabulary 
of about twenty words. A few authorities place the 18 month 
vocabulary as high as seventy words. 

2. M. M. Nice in 1926 gave the highest number of words 
recorded at 1 year as twenty-four and the highest number at 
18 months as 523. 

3. These data indicate an unusually high intelligence, but to 
determine an intelligence quotient even more information is 
required. To obtain the intelligence quotient the child should 
be given a standard intelligence test such as the Minnesota 
preschool, the Merrill-Palmer, or the new Stanford-Binet test. 

4. There is a definite relationship between intelligence and 
the age of first walking and talking. However, the correlation 
is not sufficiently high so that any one of these factors can be 
used as a measure of the others in any one child. There is evi- 
dence that mental retardation correlates positively with retarded 
dentition in the permanent teeth, but there is no evidence avail- 
able on the relation of the first teething to intelligence. 


BLEACHING HAIR. 
To the Editor :—Please give me the name of a harmless bleaching agent 
for superfluous hair on the upper lip, face and chest—one that could be 
used about once a week without harm to the skin. M.D., Missouri. 


Answer.—Ordinary fresh solution of hydrogen peroxide of 
a good make is sufficient. The following directions for its use 
are after Herman Goodman’s Cosmetic Dermatology, New 
York and London, McGraw-Hill Book Company, 1936, page 325. 
Wash well with soap and water and rinse thoroughly several 
times with clear water. Now draw a pledget of cotton wet with 
ammonia water (not the stronger ammonia, which is caustic) 
lightly over the hair to be bleached. This removes any grease 
that may be left and alkalizes the hair. Before this has time 
to dry, a pledget of cotton wet with hydrogen peroxide solution 
is passed over the hair in the same manner. Nascent oxygen 
is liberated, which decolorizes the pigment in the hair. This 
treatment should not irritate any normal skin. It makes the 
hair dry and brittle. It may be repeated as desired. The pre- 
liminary washing is very important. 
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CHROMIUM NEPHRITIS AND DETECTION IN URINE 


To the Editor:—Can chromium poisoning cause nephritis? Is there a 
test to detect chromium in the urine? A white man, aged 36, whose 
work brings him into some contact with “‘chromium oxide” fumes, has no 
complaints except for a slight ulcer on the nasal septum. During a 
routine life insurance examination, albumin 2-plus, numerous blood cells 
positive for pus and hyaline casts were found. The past history is 
entirely negative, physical exantination is negative, and no foci of infection 
are found. The blood pressure is 128 systolic, 85 diastolic. Because he 
looks and seems to be in good health, twenty-four hour specimens of 
urine on several separate days were analyzed and they all show albumin, 
blood, pus and casts. Am I correct in assuming that some form of 
nephritis exists? No further laboratory work has been done, because I 
want to rule out the “‘chromium”’ angle first. M.D., New Jersey. 


ANSWER.—In experimental work, chromates have been shown 
to produce in addition to local action fairly intense systemic 
injury, involving the respiratory, digestive and urinary tracts, 
particularly the renal tubules. The majority of investigators 
emphasize the peculiar and definite local action of chromates, 
injury usually being limited to dermatitis, “chrome holes” and 
inflammation and ulceration of mucous membranes with septal 
perforation constituting characteristic lesions. Ordinarily, 
chromium is fixed at the point of first contact with susceptible 
surfaces and hydrolysis does not readily take place. The con- 
sensus is that kidney lesions from chromium are doubtful, even 
though chromium may be found in the urine. In one instance 
a finding of 68 mg. of chromium per liter of urine was reported, 
but this was associated with only a trace of albumin. 

The quantitative determination of chromium in the urine 
constitutes a difficult procedure, which cannot bz carried out in 
the usual clinic or hospital laboratory. The most reliable 
method is that described in McNally’s “Toxicology,” which is 
so sensitive as to detect as little as 0.003 mg. of chromium. 


SYPHILIS TEST FOR SMALL HOSPITAL 


To the Editor :—I am writing for information on a reliable precipitation 
test for syphilis for use in a hospital of ten beds and an office practice 
serving about 1,500 people. The laboratory is small and there is no 
technician for laboratory duty only. M.D., Wyoming. 


ANSWER.—Many small hospitals employ the Kahn test as the 
serologic method. Generally, a nurse who looks after the 
laboratory work carries out this test. To learn the technic of 
the Kahn test, as of any other serologic test, it is essential to 
have personal instruction by one who is expert in the particular 
method. Antigen for the Kahn test may be obtained from any 
of the biologic houses or from Dr. Kahn’s laboratory at the 
University of Michigan Hospital, Ann Arbor. The equipment 
for the Kahn test is supplied by any of the medical laboratory 
supply companies. 


SURGERY OR RADIUM IN EPITHELIOMA OF LIP 
To the Editor:—Which is the more generally accepted treatment for 
early epithelioma of the lip, surgery or radium? 
J. P. Sneap, M.D., Sperryville, Va. 


ANSWER.—In early epithelioma of the lip the results of sur- 
gical and of radiologic therapy are comparable as far as cura- 
bility is concerned. The cosmetic results with radiation therapy 
are superior to those of surgery. The decision as to the form 
of therapy must depend largely on the availability to the patient 
either of a good surgeon or of a good radiologist. 


URINE IN RECTUM FOR ASTHMA 
Editor :—A patient has told me of the asthmatic child of a 
While the child is in the spasm the child’s 
Have you ever 


To the 
friend who lives in Germany. 
urine is injected into the rectum, with immediate relief. 
heard of this procedure? 


Joserpu C. Krauser, M.D., Staten Island, N. Y. 


ANSWER.—A search of the literature reveals no report of 
such a method of treatment. If the relief is bona fide, it would 
undoubtedly come under the heading of relief by nonspecific 
measures. 


SOLUTION OF POSTERIOR PITUITARY FOR HERPES 
To the Editor :—Will you be good enough to tell me where I can find 
data on the treatment of herpes with solution of posterior pituitary? 
E. W. Wi tetts, M.D., Pittsburgh. 


ANSWER.—Vandel (Ugesk. f. leger 85:222, 1923) introduced 
the use of solution of posterior pituitary in the treatment of 
herpes zoster. An adequate report, by D. M. Sidlick, may 
be found in the Archives of Dermatology and Syphilology 22: 
91 (July) 1930. 
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Medical Examinations and Licensure 


COMING EXAMINATIONS 


STATE AND TERRITORIAL BOARDS 


Examinations of state and territorial boards were published in THE 
JourNaAL, March 19, page 921. 


NATIONAL BOARD OF MEDICAL EXAMINERS 


NATIONAL Boarp oF MEDICAL EXAMINERS: Parts I and II, Exami- 
nations will be held in all centers where there is a Class A medical school 
and five or more candidates who wish to write the examination, May 9-11 
(limited to a few centers), June 20-22, and Sept. 12-14. Ex. Sec., Mr. 
Everett S. Elwood, 225 S. 15th St., Philadelphia. 


SPECIAL BOARDS 


AMERICAN BOARD OF DERMATOLOGY AND SypuHILoLocy: Written 
examination for Group B applicants will be held in various cities through- 
out the country April 16. Oral examinations for Group A and B appli- 
cants will be held at San Francisco, June 13-14. Sec., Dr. C. Guy Lane, 
416 Marlboro St., Boston. 

AMERICAN Boarp oF INTERNAL MEDICINE: Written examination will 
be held at various centers of the United States and Canada, Oct. 17, Final 
date for filing applications is Sept. 1. Chairman, Dr. Walter L. Bierring, 
406 Sixth Ave., Suite 1210, Des Moines, Iowa. 

AMERICAN BoarD OF OBSTETRICS AND GYNECOLOGY: General oral, 
clinical and pathological examinations for all candidates (Groups A and 
B) will be conducted in San Francisco, June 13-14. Application for 
admission to Group A examinations must be on file before April 1. Sec., 
Dr. Paul Titus, 1015 Highland Bldg., Pittsburgh (6). 

AMERICAN BOARD OF OPHTHALMOLOGY: San Francisco, June 13; 
Washington, D. C., Oct. 8; Oklahoma City, Nov. 15. All ——* 
should be filed immediately "and case reports, in duplicate, must be filed 
not later than sixty days before the date of examination. Sec., Dr. John 
Green, 3720 Washington Blvd., St. Louis, Mo. 

AMERICAN BOARD OF ORTHOPAEDIC SuRGERY: Chicago, June 10-11. 
Sec., Dr. Fremont A. Chandler, 6 N. Michigan Ave., Chicago. 

AMERICAN Boarp OF OTOLARYNGOLOGY: San Francisco, June 10-11, 
Sec., Dr. W. P. Wherry, 1500 Medical Arts Bldg., Omaha. 

AMERICAN Boarp oF PatHotocy: Philadelphia, May 5-6. Sec., Dr. 
F. W. Hartman, Henry Ford Hospital, Detroit. 

AMERICAN BOARD OF PEDIATRICS: New York City, May 3-4 and San 
Francisco, June 12. Sec., Dr. C. A. Aldrich, 723 Elm St., Winnetka, II. 

AMERICAN BOARD oF PsycHIATRY AND NEvROLOGY: San Francisco, 
June 11. Sec., Dr. Walter Freeman, 1028 Connecticut Ave. N.W., 
Washington, D. C. 

AMERICAN Boarp oF RaproLocy: San Francisco, June 10-12. 
Dr. Byrl R. Kirklin, 102-110 Second Ave. S.W., Rochester, Minn. 

AMERICAN BoarpD OF Urotocy: San Francisco, June 11-13. All con 
densed case reports must be filed by April 1. Written examination will 
be held in various cities in the United States and Canada, April 2. Sec., 
Dr. Gilbert J. Thomas, 1009 Nicollet Ave., Minneapolis. 


Sec., 


Connecticut November Examinations 

Dr. Thomas P. Murdock, secretary, Connecticut Medical 
Examining Board, reports the written examination held at 
Hartford, Nov. 9-10, 1937. The examination covered 9 sub- 
jects and included 70 questions. An average of 75 per cent 
was required to pass. Thirty-four candidates were examined, 
24 of whom passed and 10 failed. The following schools were 
represented : 


Year Per 
School rhorusegs Grad. Cent 
Yale University School of Medicine............+.... (1930) 76.6, 83 
Georgetown University School of Medicine........... (1936) 75.3,* 75.6 
Johns Hopkins Univ. School of Medicine (1931) 87.4, (1935) 80.3 
University of Maryland School of Medicine and College 
of Physicians and Surgeons.......-.cccecececeseces (1936) 78.3 
Boston University School of Medicine................ 933) 76.6 
Tufts College Medical School.. “(1935) 75.3,* (1937) 75.4,* 78,* 83.3 
St. Louis University School of TNS RENE I (1935) 76.3 
Columbia University College of Physicians and Surgeons. (1936) 79.9 
New York University, University and Bellevue Hospital 
PONCE TITS is ais Kice Rede ie eed cued iene esas 1934) 81.4. 
Jefferson Medical College of Philadelphia.............. (1936) 76.8 
Temple University School of Medicime................ (1936) 78.3 | 
University of Vermont College of Medicine............ (1937) 80.8 
Medical College of Virginia... .cccscvccovcsseccecess (1936) 75. 
Queen’s University Faculty of Medicine.............- (1928) 75 P 
University of Toronto Faculty of Medicine..... ated (1930) 78.6 
McGill University Faculty of Medicine............+++. (1931) 83 
Regia Universita di Napoli Facolta di Medicina e Chir- 
OE EISLER ME Pe SEO SES NR ES (1935) 757 
Osteopatht 
Year Per 
School ie: caer Grad Cent 
Tufts College Medical School.........eeecccesceeces . (1936) 71.1 
Creighton_University School of Medicine. . (1936) 73.4, Geer 72,35: 
Jefferson Medical College of Philadelphia.............- (1937) 74.1 
Marquette University School of Medicine.......:....- (1937) 69 
Ludwig-Maximilians- pie iseemno: Medizinische Fakultat, 
MAGN oo. ccc hia cise Us daniea Levey ce ekee deel (1324) 68.6 
Magyar Kirdalyi gf oe nS "Petrus Tudomanyegetem 
Orvosi Fakultasa, Budapest ..........++-seeeeeeees (1930) 67t 
Regia Universita. Ka Studi. di Roma. Facolta di Medi- 
a cina 6 Chirurgi es bee oa oan east - (1934) 71.2 
a Universita di Napoli Facolt icina e f 
a pian raewmsseipinccs. nen sssene Ce 
Osteopaths 
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Twenty-three physicians were successful in the oral examina- 
tion held for endorsement applicants at Hartford, November 23. 
The following schools were represented: 


Year Endorsement 


School canes Grad. of 
Yale Univ. School of Medicine (1934),* (1935, 2),* wre cg B. M.Ex. 
Georgetown University School of Medicine........... (1936) N. B. M. Ex. 
Harvard University Medical School......... (1931), (1934)°N. B. M. Ex. 
Tufts College Medical School.............eececeeee (1935)*N. B. M. Ex. 
Columbia University College of Te and Sur- 

I hes a led nb cha ee earak tah 46 (1931),* (1932), ined jaf B. M. Ex. 
Cornell University Medical College...............4: q19 Fg B. M. Ex. 
Long Idland College Hosnital .<. oc ccccecccvccensevss (1901) New York 
Long Island College of Medicine............ (1933), (1934) New York 
Syracuse University College of Medicine............. (1924)* New York 
University of Oregon Medical School................ (1932)* Oregon 
Temple University School of Medicine............... (1933) New York 
Woman’s Medical College of Pennsylvania........... (1907) New Jersey 
Vanderbilt University School of Medicine............ (1936) N. B. M. Ex. 
McGill University Faculty of Medicine.............. (1930) N. B. M. Ex. 


* License has not been issued. 

¢ Verification of graduation in process. 
t Licensed to practice surgery. 

§ Examined in medicine and surgery. 





Book Notices 


Ascaris: The Biologist’s Story of Life. By Dr. Richard Goldschmidt. 
Cloth. Price, $3.25. Pp. 390, with 160 illustrations. New York: Pren- 
tice-Hall, Inc., 1937. 

It is a pleasure to read a book written by any one so well 
qualified in his field as the author of this attractive volume. 
When in addition the writer has a pronounced gift for writing 
and presents a great number of clear and attractive drawings 
to illustrate the text of the book, it is certain to be popular. 
Starting with an exceedingly simple discussion of adaptation 
to life, he refers to many simple animal forms. The following 
chapters discuss such problems as the form and color of ani- 
mals and the purposes of skin and methods of protection of 
the body, including immunization. There is a minute discus- 
sion of the special senses. The author ends the book in the 
discussion of heredity, embryology and related topics with con- 
siderable detail. Throughout the entire book one notes that 
simple direct method with a vast amount of detail which can 
be presented only by a man who is familiar with his field. 
One misses, however, the application of all this information 
to questions relating to man. The informed reader may be 
somewhat distracted by literary references and certain side 
remarks which gives one the impression that the author is 
talking down to his reader. The first chapters could be under- 
stood by a child in grade school, but only a college student 
or one willing to use a dictionary could follow the later chap- 
ters, not because of words relating to the subject but because 
of the scholastic English of the writer. Many unfamiliar 
words are used without definition. Since the book is attrac- 
tively produced and contains so many unusual and interesting 
facts, it will find many readers of all age groups. 


Practical Talks on Kidney Disease. By Edward Weiss, M.D., Professor 
of Clinical Medicine, Temple University School of Medicine, Philadelphia. 
Cloth. Price, $3. Pp. 176, with 13 illustrations. Springfield, IIL, & 
Baltimore: Charles C. Thomas, 1937. 

Many books on nephritis have appeared in the last decade. 
This book differs from the former in that the contents present 
the opinion of the author without reference to disputations or 
disagreements and without a bibliography. It is at the same 
time practical, clear, concise and down to date, and it furnishes 
the desired information in an easily readable style. The subject 
matter is divided into seven relatively short chapters, on general 
considerations, disturbances of renal function, signs and symp- 
toms of kidney disease, glomerulonephritis, nephrosis, preg- 
nancy and kidney disease, and nephrosclerosis. The important 
tests of renal function are described in a way that any one can 
grasp, and they are properly evaluated. In line with the present 
trend, he does not recognize nephrosis as a clinical entity but 
as a syndrome appearing in the course of nephritis. No refer- 
ence to the work of Goldblatt is mentioned. in consideration 
of the etiology of hypertension. Ordinarily a 6 per cent solu- 
tion of acacia in physiologic solution of sodium chloride is. used 
for intravenous injection in glomerulonephritis with a low blood 
Protein content and an inverted albumin-globulin ratio. The 
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author mentions 30 per cent in 4.5 per cent saline solution. 
This is probably an error that crept in. There are some copies 
of interesting retinal pictures in the various forms of nephritis 
The chapter on nephritis and pregnancy is particularly interest- 
ing because of the sane point of view and the stress laid on 
the importance of proper evaluation of the renal disease in 
the woman who is contemplating pregnancy. This little book 
is well written and can well be recommended to both the student 
and the practitioner. 


Précis de diagnostic chirurgical. Publié sous la direction de Ch. 
Lenormant. I: Généralités. Par Ch. Lenormant, professeur de clinique 
chirurgicale 4 la Faculté de médecine de Paris, et J. Sénéque, professeur 
agrégé 4 la Faculté de médecine de Paris. Téte et cou. Par P. Wilmoth, 
professeur agrégé 4 la Faculté de médecine de Paris. Il: Thorax, sein, 
paroi abdominale, organes génitaux externes. Par Jean Patel, chirurgien 
des hépitaux de Paris. III: Abdomen et pelvis. Par G. Menegaux, pro- 
fesseur agrégé 4 Faculté de médecine de Paris. IV: Membres. Par J. 
Sénéque, professeur agrégé a la Faculté de médecine de Paris. Cloth. 
Price, 105 francs; 70 francs; 125 francs; 90 francs. Pp. 763, with 196 
illustrations ; 490, with 138 illustrations; 963, with 212 illustrations; 630, 
with 168 illustrations. Paris: Masson & Cie, 1937. 

The author justly states in the preface that an exposition of 
methods of surgical diagnosis is considered as a difficult and 
audacious enterprise, since they became not only numerous but 
complex and intricate; to accomplish the task, he engaged four 
collaborators. The work consists of four volumes: the first 
offers a general description of exploratory procedures and deals 
with the special diagnosis of surgical diseases of the head and 
neck; the second volume concerns the diagnosis of diseases of 
the abdominal wall and external genital organs; the third dis- 
cusses the diagnosis of surgical conditions of the abdomen and 
pelvis, while the fourth is devoted to the differential diagnosis 
of diseases of the extremities. The anatomic, pathologo- 
anatomic and pathogenic factors indispensable for a correct 
diagnosis receive due consideration; illustrations are numerous, 
well chosen and well reproduced. In spite of the size of the 
treatise, several important omissions have been noticed: gumma 
of the tonsils, carotid tumor,-use of iodized oil in the diagnosis 
of carcinoma of the lungs, gastroscopy, terminal ileitis, granu- 
loma inguinale and tear of the supraspinatus tendon.» Volk- 
mann’s ischemic contracture, Dupuytren’s contracture and 
Osgood-Schlatter disease could not be located in the index. 
The chief drawbacks are the lack of conciseness and of sim- 
plicity in the presentation of the subject. The entire work 
consists of not less than 2,846 pages as the result of the verbosity 
of the authors and the overlapping of subjects in various 
chapters, with resulting frequent repetitions. Each volume has 
its own index, but the absence of a general index is a great 
disadvantage in a work of this type which, because of its size, 
can serve only as a reference book. Aimed to appeal primarily 
to the advanced student or graduate physician, the book fails 
of its objective because, although it contains an enormous wealth 
of material, the latter is not arranged in an easily accessible 
manner, the same subject being distributed over various 
chapters. In spite of this adverse criticism the authors may 
be commended for the painstaking way the book has been 
compiled and illustrated. 


Orthodiascopy: An Analysis of Over Seventeen Hundred Orthodiascopic 
Examinations. By Chester M. Kurtz, M.D., F.A.C.P., Assistant Professor 
of Medicine, University of Wisconsin, Madison. Cloth. Price, $3.50. 
Pp. 247, with 67 illustrations. New York: Macmillan Company, 1937. 

The orthodiascopic examination when properly done is as 
accurate as the teleroentgenogram and has the advantage that 
it permits the examiner to determine the pulsations of the heart 
border. It also permits the determination of the contour of the 
heart in other positions than the anteroposterior. This is 
ensured by the time consumed in making the examination. In 
this respect it is better than qualitative fluoroscopy. The author 
properly emphasizes the fact that the examination of the heart 
in this fashion should be as much at the disposal of the cardi- 
ologist and internist as the physical examination. A short 
historical outline is presented, followed by a detailed descrip- 
tion of the procedure for orthodiascopy used by the author. 
In the succeeding chapters the normal cardiac silhouette and 
the characteristic changes resulting from various types of 
cardiac disease are discussed. The author rightfully points out 
the limitations in value of the ratio of transverse diameter of 
the heart to that of the chest and instead follows the measure- 
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ments introduced by Bardeen and later developed by Hodges 
and Eyster of determining the surface area of the heart in 
relation to the age, stature and weight of the patient. The 
author’s experience with children is discussed, and it is pointed 
out that more data need to be accumulated before the method is 
applicable to them. The author points out the merit of serial 
orthodiagrams. The diagnostic value of the size of the retro- 
cardiac space is stressed. The monograph is a concise, clear 
presentation of the method recommended. Its only fault is 
that of any presentation by a protagonist in favor of a method 
advocated. More stress should have been placed on the errors 
and limitations of the procedure, especially in pointing out that 
records taken consecutively are not comparable unless extreme 
care is taken to ensure the same posture and the same position 
of the bony landmarks and diaphragm. However, this mono- 
graph can be highly recommended to the internist, the cardiolo- 
gist and the general practitioner because of the clarity of the 
style and the excellence and profuseness of the illustrations. 
The thoughtful reader will be left with an urge to test out 
this procedure on his own material in order to enhance his 
diagnostic and therapeutic acumen. 


A Bibliography of the Works of Ambroise Paré: Premier Chirurgien 
& Conseiller du Roy. By Janet Doe, Assistant Librarian of the New 
York Academy of Medicine. Cloth. Price; $5. Pp. 265, with 30 illus- 
trations. Chicago: University of Chicago Press, 1937. 

For this beautifully printed bibliography of Paré, Miss Doe 
has gone to the enormous labor of consulting 219 libraries and 
of recording all the Paré items they own. Her study of Dr. 
Harvey Cushing’s Paré collection, probably the finest in the 
world, made available for her the notes with which Dr. Cushing 
has been annotating his books for many years. Several points 
interesting to the enthusiast are brought to light. Thus in 
Mrs. Ingram’s catalogue of the late LeRoy Crummer’s library, 
dated 1927, she recorded the “Anatomie universelle” as the 
rarest important medical book in the world and collected infor- 
mation about only four copies. Malgaigne never saw a copy. 
Miss Doe is now able to record eighteen copies. The Cinq 
Livres and the Dix Livres are rare volumes, but Miss Doe 
has traced fourteen of each. Experienced bibliophiles are chary 
of saying that such and such an item does not exist, so it is 
of interest that she regards the English edition of 1578 and 
the Latin Opera of 1561 as bibliographic ghosts. Malgaigne 
was the previous standard bibliographer of Paré. Miss Doe 
gives a sympathetic account of his life and scholastic attain- 
ments. Paré is one of those figures that have always attracted 
the affection of men of discrimination. It is a great distinction 
for American scholarship that so valuable and definite a bibliog- 
raphy should have been published here. 


Hunger Appetit und Ernahrung. Von Prof. Dr. Sigismund Lauter, 
airztl. Direktor des Gertrauden-Krankenhauses, Berlin. Boards. Price, 
3.50 marks. Pp. 85. Leipzig: Georg Thieme, 1937. 

This little monograph, dedicated to Friedrich von Miller, is 
a good analytic summary of our present knowledge of the 
mechanisms of the hunger and appetite “drives” and their 
modifications in disease, with special reference to the adequacy 
of mass dietaries and racial dietary habits. The point is made, 
and properly, in the concluding pages, that the inherited urges 
of hunger and appetite may be so modified by experience and 
social habits that they become inadequate biologic guides, in 
both the quality and the quantity of food consumption. 


Child Labor and the Nation’s Health. Ratification of the Child Labor 
Amendment Would Decrease Tuberculosis, Increase the Nation’s Health 
in General and Lead to Adoption of Medical Examination of Old and 
Young, and the Creation of a Ministry of Public Health. By S. 
Adolphus Knopf, M.D., Major Medical Officers Reserve Corps (Aux.) 
U. S. A. Paper. Price, 50 cents. Pp. 32, with 7 illustrations. Boston: 
Christopher Publishing House, 1937. 

This pamphlet is a plea for child labor and an effort to present 
the nation’s health as a reason for the adoption of the amend- 
ment. Entirely aside from the merits of the question, this 
plea will hardly make much of an appeal to discriminating 
readers, though it might commend itself strongly to the unthink- 
ing. It is diffuse and poorly organized. It is full of digressions, 
such as the amount of -space devoted to cigaret smoking by 
women, which seems somewhat beside the point. Much space 
is also devoted to venereal disease and the action of the Ameri- 
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can Medical Association relative to contraception. Just how 
these different subjects fit into the picture, the author does not 
adequately explain. He closes with a plea for compulsory 
medical examination “of every man, woman and child and 
provision for preventive and curative treatment,” which is 
supposed to be consummated by “an efficient Committee on 
Maternal Health, the American Social Hygiene Association, 
the American Eugenic Society” and others, so thai “we may 
have adequate medical care for all.” The most notable charac- 
teristic of the pamphlet is its confusion of arrangement, if not 
of thought. 


A: Manual of Practical Tropical Sanitation. By J. Balfour Kirk, M.B., 
Ch.B., M.R.C.P., Director, the Medical and Health Department, Mauritius. 
Cloth. Price, $3. Pp. 300, with 46 illustrations. New York & Baltimore: 
William Wood & Company, 1937. 

The author is a physician trained in tropical medicine and 
public health and has had practical experience in Mauritius 
with the difficulties that beset the health officer and impede his 
effective work in a tropical climate among a native population, 
The book is written primarily for the official use of sanitary 
inspectors to supplement oral and practical instruction. It is 
therefore somewhat free from technicalities. It should be use- 
ful to laymen, estate managers and holders, and especially to 
those in the tropics and in some particulars in other climates 
who find themselves removed from medical supervision or who 
for any reason must provide for sanitation and avoidance of 
communicable diseases. 





Bureau of Legal Medicine 
and Legislation 


MEDICOLEGAL ABSTRACTS 





Medical Practice Acts: Blood Pressure Tests as Prac- 
tice of Medicine.—The defendant, Max Plager, leased prem- 
ises on the Boardwalk in Atlantic City, N. J., wherein he 
installed a sphygmomanometer which he represented would 
disclose the blood pressure of any person on whom it was 
used. At a charge of 10 cents, any passer-by, who so desired, 
could submit to the taking of his blood pressure. Plager would 
announce the result of the test and that result could be com- 
pared with the normal pressure as shown by a chart promi- 
nently displayed on the premises. Other than an occasional 
statement that the pressure disclosed was high or low, the 
defendant: made no comment as to the effect of or treatment 
for the blood pressure as indicated and announced by him. 
Proceedings were instituted by the State Board of Medical 
Examiners of New Jersey against the defendant, charging him 
with a violation of the medical practice act. The trial judge 
entered a -judgment of not guilty and the board brought cer- 
tiorari to the supreme court of New Jersey. 

The medical practice act of New Jersey, as far as is appli- 
cable to the present proceedings, provides: 

Any person shall be regarded as practicing medicine and surgery, within 
the meaning of this act, who holds himself or herself out as 
being able to diagnose any human disease, pain, injury, deformity 
or physical condition, or who shall either offer or undertake by any means 


or methods to diagnose any human disease, pain, injury, defor- 
mity or physical condition. 


The question before the supreme court was whether or not 
Plager diagnosed a disease or a physical condition within the 
intendment of the medical practice act. If abnormal blood 
pressure is in itself a disease, then the taking of one’s blood 
pressure and the announcement that it is high or low, normal 
or abnormal, is diagnosing a disease or physical condition pro- 
hibited under the act. After quoting from several textbooks 
on blood pressure the court concluded that abnormal blood pres- 
sure, generally, is not a disease in itself and that the taking of 
blood pressure is, at the most, but another modern method of 


ascertaining a fact in aid of making a proper diagnosis. Thus, — 


the court said, it is almost invariably employed by careful physi- 


cians as one of the many steps in the process of making @ 
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scientific diagnosis. The announcement by the defendant in 
the present case of the result of the systolic blood pressure— 
the diastolic blood pressure was not taken—was the mere state- 
ment of a fact; it was not, the court thought, a diagnosis of 
a disease or of a physical condition. If sound public policy 
demands that the defendant’s conduct be prohibited, that physi- 
cians and surgeons only be permitted to take blood pressure, 
and that the taking of blood pressure should be decreed as the 
making of a diagnosis of a disease or physical condition, the 
court thought that the legislative and not the judicial branch 
of the government must so provide. 

The judgment of not guilty was affirmed.—State Board of 
Medical Examiners of New Jersey v. Plager (N. J.), 193 A. 
698. 


Malpractice: Insurer’s Liability When Policy Becomes 
Effective During Course of Treatment.—A physician treated 
Maxwell for a fractured femur from March 26 to Aug. 7, 1932, 
when he was discharged from the case. Subsequently the 
patient, by his next of kin, recovered, in a malpractice suit, a 
judgment for $6,000 against the physician. Maxwell v. Howell, 
174 S. E. 553, abstracted in THe JourNAL, Feb. 9, 1935, p. 504; 
Medicolegal Cases: Abstracts of Court Decisions, 1931-1935, 
p. 634. 

Prior to the institution of the malpractice. suit, the Aetna 
Life Insurance Company issued to the Monongalia County 
(W. Va.) Medical Society, of which the physician was a 
member, a group policy of malpractice insurance covering its 
members from and after July 23, 1932. The insurance company 
aided in defending the physician in the malpractice suit, even 
though it denied liability under the group policy, contending 
that whatever negligent treatment was involved in the case 
occurred prior to the date on which its policy became effective. 
The judgment against the physician could not be satisfied 
because of his bankruptcy, and the present suit was instituted 
by the patient against the insurance company. In the trial 
court the jury returned a verdict for the plaintiff, and the 
insurance company appealed to the U. S. circuit court of appeals, 
fourth circuit. 

The trial court erred, said the circuit court of appeals, in 
rejecting the testimony of several physicians to the effect that 
if any malpractice occurred it took place prior to July 23, the 
effective date of the group policy. The insurance company 
assumed no liability whatsoever for any malpractice that 
occurred in the treatment prior to July 23. Since it was neces- 
sary for the jury to distinguish between the effects of the treat- 
ment before and after that date, the proffered testimony of 
the physicians was particularly relevant and should have been 
admitted. The case was remanded to the district court for a 
new trial—Aetna Life Ins. Co. of Hartford, Conn., v. Maxwell, 
89 F. (2d) 988. 


Malpractice: Liability of Physician for Negligence of 
Special Nurse.—A physician, in the opinion of the Springfield 
court of appeals, Missouri, is not liable for injuries caused to 
a patient by the negligence of a special nurse employed by the 
patient, even though the physician suggested that the nurse 
employed be selected. In the present case the patient was 
severely burned from an overheated solution of glucose admin- 
istered by the nurse. The record showed that the nurse was 
a graduate nurse of good standing and reputation, experienced 
and trained in preparing and administering enemas and hypo- 
dermics and in injecting glucose solutions. There was no 
evidence that the physician was negligent in making his selec- 
tion of the nurse. The injection of a glucose solution into the 
bowel, the court said, was routine and within the scope of 
the nurse’s training and duty the same as taking the tempera- 
ture, giving hypodermics or applying dressings to surgical 
wounds. The attending physician was not liable for the 
nurse’s act of negligence in overheating the solution simply 
because he was the physician in charge of the patient and had 
authority to direct the nurse to render the service. He was 
not present when the solution was prepared; neither was he 
Present when it was administered. Under the evidence, the 
court concluded, the plaintiff clearly failed to make out a case 
(a) oF the physician.—Lousader v. James (Mo.), 107 S. W. 

976. 


SOCIETY PROCEEDINGS 





Society Proceedings 


COMING MEETINGS 


Alabama, Medical Association of the State of, Mobile, Apr. 19-21. Dr. 
D. L. Cannon, 519 Dexter Ave., Montgomery, Secretary. 

American Association for Thoracic Surgery, Atlanta, Ga., Apr. 4-6. Dr. 
Richard H. Meade Jr., 2116 Pine St., Philadelphia, Secretary. 

American Association of Anatomists, Pittsburgh, Apr. 14-16. Dr. George 
W. Corner, 260 Crittenden Blvd., Rochester, N. Y., Secretary. 

American Association of Genito-Urinary Surgeons, Atlantic City, N. J., 
May 2-4. Dr. Henry L. Sanford, 1621 Euclid Ave., Cleveland, 
Secretary. 

American Association of Pathologists and Bacteriologists, Atlantic City, 
N. J., May 3-4. Dr. Howard T. Karsner, 2085 Adelbert Road, Cleve- 
land, Secretary. 

American Association of the History of Medicine, Atlantic City, N. J., 
May 2. Dr. E. J. G. Beardsley, 1919 Spruce St., Philadelphia, 
Secretary. 

American Association on Mental Deficiency, Richmond, Va., Apr. 20-23. 
Dr. E. Arthur Whitney, Washington Road, Elwyn, Pa., Secretary. 

American Bronchoscopic Society, Atlantic City, N. J., Apr. 30. Dr. 
Lyman Richards, 319 Longwood Ave., Boston, Secretary. 

American College of Physicians, New York, Apr. 4-8. Mr. E. R. 
Loveland, 4200 Pine St., Philadelphia, Executive Secretary. 

American Gastro-Enterological Association, Atlantic City, N. J., May 2-3. 
Dr. Russell S. Boles, 1901 Walnut St., Philadelphia, Secretary. 

American Laryngological Association, Atlantic City, N. J., May 2-4. Dr. 
James A. Babbitt, 1912 Spruce St., Philadelphia, Secretary. 

American Laryngological, Rhinological and Otological Society, Atlantic 
City, N. J., Apr. 27-29. Dr. C. Stewart Nash, 277 Alexander St., 
Rochester, N. Y., Secretary. 

American Neurological Association, Atlantic City, N. J., May 2-6. Dr. 
Henry A. Riley, 117 East 72d St., New York, Secretary. 

American Orthopedic Association, Atlantic City, N. J., May 3-5. Dr. 
Ralph K. Ghormley, 110 Second Ave. S.W., Rochester, Minn., Secretary. 

American Physiological Society, Baltimore, Mar. 30-Apr. 2. Dr. A. C. 
Ivy, 303 East Chicago Ave., Chicago, Secretary. 

American Society for Clinical Investigation, Atlantic City, N. J., May 2 
r. J. M. Hayman Jr., 2065 Adelbert Road, Cleveland, Secretary. 
American Society for Experimental Pathology, Baltimore, Mar. 30-Apr. 2. 

Dr. Paul R. Cannon, University of Chicago, Chicago, Secretary. 

American Society for Pharmacology and Experimental Therapeutics, Balti- 
more, Mar. 30-Apr. 2. Dr. G. Philip Grabfield, 319 Longwood Ave., 
Boston, Secretary. 

Aneinee Society of Biological Chemists, Baltimore, Mar. 30-Apr. 2. Dr. 

A. Mattill, Chemistry Bldg., State University of Iowa, lowa City, 
ou 

American Surgical Association, Atlantic City, N. J., May 2-4. Dr. 
Charles G. Mixter, 319 Longwood Ave., Boston, Secretary. 

American Therapeutic Society, New York, Apr. 1-2. Dr. Oscar B. 
Hunter, 1835 Eye St. N.W., Washington, D. C., Secretary. 

Arizona State Medical Association, Tucson, Apr. 21- 23. Dr. D. F. Har- 
bridge, 15 East Monroe St., Phoenix, Secretary. 

Arkansas Medical Society, Texarkene, Apr. 18-20. Dr. W. R. Brooksher, 
602 Garrison Ave., Ft. Smith, Secretary. 

Association of American Physicians, Atlantic City, N. J., May 3-5. Dr. 
Hugh J. Morgan, Vanderbilt University Hospital, Nashville, Tenn., 
Secretary. 

California Medical Association, Pasadena, May 9-12. Dr. F. C. Warnshuis, 
450 Sutter Street, San Francisco, Secretary. 

Conference of State and Provincial Health Authorities of North America, 
Washington, D. C., : Dr. A. J. Chesley, Minnesota State 
Office Bldg., St. Paul, Secretary. 

Congress of American Physicians and Surgeons, Atlantic City, N. J., May 
-4. Dr. John T. King Jr., 1210 Eutaw Place, Baltimore, Secretary. 

District of Columbia, Medical Society of the, Washington, May 4-5. Dr. 
C. B. Conklin, 1718 M St. N.W., Washington, Secretary. 

Federation of American Societies for Experimental Biology, Baltimore, 
March 30-April 2. Dr. D. R. Hooker, 19 West Chase St., Baltimore, 
Secretary. 

Florida Medical Association, Miami, May 9-11. Dr. Shaler Richardson, 
111 W. Adams St., Jacksonville, Secretary. 

Georgia, Medical Association of, Augusta, Apr. 26-29. Dr. Edgar D. 
Shanks, 478 Peachtree St. N.E., Atlanta, Secretary. 

Hawaii Territorial Medical Association, Honolulu, May 20-22. Dr. 
Douglas B. Bell, Dillingham Bldg., Honolulu, Secretary. 

Illinois State Medical Society, Springfield, May 17-19. Dr. Harold M. 
Camp, Lahl Bidg., Monmouth, Secretary. 

Iowa State Medical Society, Des Moines, May 11-13. Dr. Robert L. 
Parker, 3510 Sixth Ave., Des Moines, Secretary. 

Kansas Medical Society, Wichita, May 9-12. Mr. C. G. Munns, 112 
West Sixth St., Topeka, Executive Secretary. 

Louisiana State Medical Society, New Orleans, May 2-4. Dr. P. T. 
Talbot, 1430 Tulane Ave., New Orleans, Secretary. 

Maryland, Medical and Chirurgical Faculty of, Baltimore, Apr. 26-27. 
Dr. Walter Dent Wise, 1211 Cathedral St., Baltimore, Secretary. 

Mississippi State Medical Association, Jackson, Apr. 19-21. Dr. T. M. 
Dye, McWilliams Bldg., Clarksdale, tary. 

Missouri State Medical Association, Jefferson City, May 2-4. Dr. E. J. 
Goodwin, 634 N. Grand Blvd., St. Louis, Secretary. 

Nebraska State Medical Association, Lincoln, Apr. 26-28. Dr. R. B. 
Adams, Center-McKinley Bldg., Lincoln, Secretary. 

New Hampshire Medical Society, Manchester, May 17-18. Dr. Carleton 
R. Metcalf, 5 South State St., Concord, Secretary. 

New Jersey, Medical Society of, Atlantic — May 17-19. Dr. Alfred 
Stahl, 55 Lincoln Park, Newark, Secretary 

New York, Medical Society of the State ny New York, May 9-12. Dr. 
Peter Irving, 2 East 103d St., New York, Secretary. 

North ey Medical Society "of the State of, Pinehurst, May 2-4. Dr. 
T. M. Long, Roanoke Rapids, Secretary 

Ohio Skane Medical Association, Columbus, May 11-12, Mr. C. S. Nelson, 
79 East State St., Columbus, Executive’ Secretary, 
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Oklahoma State Medical Association, Muskogee, May 9-11. Dr. L. S. 
Willour, Third and Seminole, McAlester, Secretary. 

Philippine Islands Medical Association, Zamboanga City, Apr. 19-22. Dr. 
A. S. Fernando, 817 Taft Ave., Manila, Secretary. 

Society for the Study of Asthma and Allied Conditions, Atlantic City, 
N. J., Apr. 30. Dr. W. C. Spain, 116 East 53d St., New York, 
Secretary. 

South Carolina Medical Association, Myrtle Beach, May 17-19. Dr. E. A. 
Hines, Seneca, Secretary. 

South Dakota State Medical Association, Huron, May 9-11. Dr. Clarence 
E. Sherwood, 102% Egan Ave. S., Madison, Secretary. 

Tennessee State Medical Association, Nashville, Apr. 12-14. Dr. H. H. 
Shoulders, 706 Church St., Nashville, Secretary. 

Texas, State Medical Association of, Galveston, May 9-12. Dr. Holman 
Taylor, 1404 West El Paso St., Fort Worth, Secretary. 





Current Medical Literature 


AMERICAN 


The Association library lends periodicals to Fellows of the Association 
and to individual subscribers in continental United States and Canada 
for a period of three days. Periodicals are available from 1927 
to date. Requests for issues of earlier date cannot be filled. Requests 
should be accompanied by stamps to cover postage (6 cents if one 
and 12 cents if two periodicals are requested). Periodicals published 
by the American Medical Association are not available for lending but 
may be supplied on purchase order. Reprints as a rule are the property 
of authors and can be obtained for permanent possession only from them, 

Titles marked with-an asterisk (*) are abstracted below. 


Archives of Dermatology and Syphilology, Chicago 
37: 169-372 (Feb.) 1938 

Communicability of Leprosy and Application of Control Measures. G. W. 
McCoy, Washington, D. C.—p. 169. 

Leprosy: Review of Some of Its Unusual Features. C. F. Lehmann, 
San Antonio, Texas.—p. 175. 

*Pemphigus: Treatment with Sulfanilamide: Preliminary Report. M. R. 
Caro, Chicago.—p. 196. 

New Method of Making Multiple Patch Tests. J. B. Biederman, Cin- 
cinnati.—p. 198. 

Lipoidosis Cutis et Mucosae (Lipoid Proteinosis of Urbach): Report of 
Disease in Two Sisters, with Histologic and Histochemical Investiga- 
tion in One Case. F. Wise and C. R. Rein, New York.—p. 201. 

3ullous Dermatoses of Toxic Origin: Report of Case Involving an Asso- 
ciation with Choriocarcinoma. J. A. Elliott, Charlotte, N. C.—p. 219. 

Cold Therapy in Dermatology: New Freezing Gas. H. E. Alderson, 
San Francisco.—p. 234. 

Zosteriform Leukaemia Cutis. R. E. Barney, Cleveland.—p. 238. 

Quinine Bisulfate as Desensitizing Agent in Treatment of Lupus Erythe- 
matosus. A. M. Davidson and A. R. Birt, Winnipeg, Manit.—p. 247. 

Artificial Fever as an Adjunct in Treatment of Neurosyphilis. N. N. 
Epstein, San Francisco.—p. 254. 

Deciduous Skin. P. E. Bechet, New York.—p. 267. 

Syphilization: Episode in Evolution of Syphilology. A. W. Stillians, 
Chicago.—p. 272. 

*Superficial Intra-Oral Use of Roentgen Rays: Report of Use of Chaoul 
Tube. L. Hollander and J. M. Shelton, Pittsburgh.—p. 279. 

Naevus Epitheliomato-Cylindromatosus, G. W. Binkley, Cleveland.— 
p. 289. 

Melanoma Caused by Indelible Pencil. H. Sharlit, New York.—p. 301. 
Sulfanilamide in Treatment of Pemphigus.—Caro reports 

two cases of pemphigus in which sulfanilamide was administered. 
In the first case treatment consisted of 0.3 Gm. of sulfanilamide, 
orally, four times a day. While the response in this case has 
not been spectacular, there has been rapid epithelization of eroded 
lesions. The patient’s condition after treatment for one month is 
considerably improved. The other patient received 0.6 Gm. of 
sulfanilamide by mouth, six times a day, each dose being fol- 
lowed by 15 grains (1 Gm.) of sodium bicarbonate. Applica- 
tions were made twice daily of a jelly containing 5 per cent 
tannic acid. On the second day under observation the patient’s 
temperature rose to 102 F. The dose of the drug was reduced 
to 10 grains (0.6 Gm.) five times a day. On the fourth day the 
temperature returned to normal and the patient felt stronger 
and more alert mentally. No new lesions had appeared, and 
the large denuded areas were showing epithelization. The 
dose of the drug was reduced to 5 grains (0.3 Gm.) five times 
a day. At the end of one week no new lesions had appeared. 
Most of the eroded areas had healed completely, and the large 
crusted lesions were healing rapidly. Because the prognosis in 
pemphigus has been hopeless, the author reports his results so 
that the treatment may be tested more extensively. 
Superficial Intra-Oral Use of Roentgen Rays.—Hol- 


lander and Shelton call attention to the use of intracavitary 
irradiation in intra-oral carcinoma and other recalcitrant lesions 


of the oral cavity. The apparatus is a simple constant potential 
generator, using a Greinacher circuit, which has a maximal 
output of 60 kilovolts and 4 milliamperes. It is housed in a 
cabinet, the top of which contains the control switches and 
various meters for timing, voltage and milliamperage. The 
tube is “shock proof.” The radiation emanates from the distal 
end of a grounded metal tube; the x-rays emerge through a 
target of nickel and a water-cooling jacket which surrounds 
the anode. The amount of filtration is approximately that of 
0.2 mm. of nickel. In the ordinary case no special preparation 
is needed. The area to be irradiated is well exposed, and the 
applicator which fits it best is selected, placed on the tube and 
approximated to the lesion. If the lesion is tender it may be 
necessary to cocainize it with a 2 to 10 per cent solution by 
topical application. Chaoul and Morison use 400 roentgens 
daily per field for a maximum of from 6,000 to 9,000 roentgens. 
The authors have been using from 540 to 550 roentgens per 
field daily, treating as many fields as were necessary to cover 
the lesion. Their maximal dose varied from 10,000 to 40,000 
roentgens. The usual course consisted of twenty consecutive 
daily doses of 540 roentgens. Mild erythema appears on the 
mucous membrane about the fifth day. As the treatments are 
continued, the severity of the erythema increases; the border 
becomes especially red, showing the outline of the applicator, 
and continues to become more pronounced until the end of the 
course; the center becomes covered with a yellowish necrotic 
film, which persists for from two to four weeks after the usual 
twentieth treatment has been given. Fourteen patients with 
carcinoma of the tongue were treated; in four the local lesion 
disappeared entirely, in six it improved markedly, in one it 
was unimproved and three patients died. Of fourteen patients 
with carcinoma of the buccal mucous membrane treated, the 
local lesion disappeared entirely in six, was improved in five, 
was unimproved in two and one patient died. The local lesions 
disappeared in five patients with carcinoma of the pharyngeal 
wall and tonsils, as did the local lesions in three patients with 
carcinoma of the hard and soft palate. The local lesion dis- 
appeared in two patients with carcinoma of the alveolar ridge. 
Of the four patients with intra-oral sarcoma treated two 
improved, one was unimproved and one died. Four patients 
with intracavitary (but extra-oral) carcinoma were treated. 
Three patients were improved and one was unimproved. The 
lesion disappeared in each of the five patients with nonmalignant 
intra-oral lesions that were recalcitrant to other forms of 
therapy. 


Journal of Lab. and Clinical Medicine, St. Louis 
23: 329-440 (Jan.) 1938 

Adrenal Cortex Extract: Consideration of Its Use in Various Types of 
Adrenal Insufficiency and Related Conditions. E. Steinfield, L. N. 
Ettelson and W. A. Hodes, Philadelphia.—p. 329. 

Studies on Yeastlike Fungi Isolated from Pulmonary Disease (Broncho- 
monilias). T. W. Keiper, Prescott, Ariz.—p. 343. 

Coronary Disease in Diabetes Mellitus. A. M. Lefkovits, New York. 
—p. 354, 

Treatment of Nutritional Anemia in Rats with Meat. L. K. Campbell, 
Chicago.—p. 358. 

Effect of High Protein Diets on Kidneys of Rats. L. K. Campbell, 
Chicago.—p. 361. 

Utilization of Calcium by Rats. L. K. Campbell, Chicago.—p. 362. 

Normal Glucose Tolerance Tests. B. A. Watson, Minneapolis.—p. 364. 

*Hyperproteinemia in Multiple Myeloma. A. E. Feller and-W. M. Fowler, 
Iowa City.—p. 369. 

Unusual Bacillus from Case of Bacterial Endocarditis. G. Freeman, 
Chicago.—p. 379. 

Effect of Salts of Citric Acid on Serum Calcium in Albino Rat. R. 5 
Leadingham and Rosaltha Hagan Sanders, Atlanta, Ga.—p. 382. i 

*Onset and Course of Epidemic Meningitis as Related to Fluctuations im 
Temperature and Barometric Pressure. G. H. Gowen, Champaign, Ill. 
—p. 385. 


Hyperproteinemia in Multiple Myeloma.—Feller and 
Fowler carried out blood protein studies on ten patients with 
multiple myeloma. Hyperproteinemia (total protein more than 
9 per cent) occurred in three. In three additional cases the 
total protein was more than 8 per cent, but these values must 
be considered within the upper limits of normal. In the cases 
in which there was a distinct hyperproteinemia, the albumin 
fraction was either normal or slightly below and the increas¢ 
in the total protein was due chiefly to globulin. The fibrinoge? 
was increased in three cases but was approximately normal i? 
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the others. In all but the first three cases there was an altera- 
tion in the normal albumin-globulin ratio, with actual inversion 
of the ratio in four instances. Examination of the urine revealed 
Bence Jones protein in five cases. Reports of fifty-two cases 
are collected from the literature. It appears that hyperpro- 
teinemia and hyperglobulinemia are virtually limited to multiple 
myeloma and therefore may be useful in the differential diag- 
nosis of multiple lesions involving the skeletal system. Hyper- 
calcemia. together with a normal or slightly increased content 
of inorganic serum phosphorus is frequently found in multiple 
myeloma but may occur with other lesions of the bone. 


Relation of Epidemic Meningitis to Barometric Pres- 
sure.—Gowen made a daily study of weather conditions and 
correlated his observations with the incidence of epidemic menin- 
gitis in Sangamon County, Ill., during 1935. In studying the 
possible relation of meteorological alterations to tissue invasion 
and localization of the meningococcus, the data for analysis 
were obtained from the epidemiologic cards available in the 
Division of Communicable Diseases of the Illinois Department 
of Public Health. The study confirms the evidence presented 
by Petersen that there is a significance of the passage of 
atmospheric fronts for the penetration of the meningococcus. 
It is probable that bacterial penetration of tissue is of common 
occurrence. Unless the organism concerned is of high virulence 
or the local resistance is low, there probably results nothing 
more than reticulo-endothelial fixation of the invader with 
subsequent destruction. In some instances in which the organ- 
ism so fixed is not destroyed the occurrence of a sudden pressor 
episode, meteorological or otherwise, may cause the mobiliza- 
tion of the fixed bacteria and their being thrown into the cir- 
culation. The effect of the pressor episode correlates with the 
three stages (localization in the upper respiratory passages, 
invasion of the blood stream and metastatic localization) in the 
development of epidemic meningitis. 


Journal of Nutrition, Philadelphia 
15: 1-102 (Jan.) 1938 

Iodine Deficiency in Commonly Used Stock Diet. C. B. Freudenberger 
and F. W. Clausen, Salt Lake City.—p. 1. 

Vitamin G and Synthetic Riboflavin. O. A. Bessey, Boston.—p. 11. 

Effect of Diets Containing Fats of Various Degrees of Unsaturation on 
Serum Lipids in Rats. A. E. Hansen and W. R. Brown, Minneapolis. 
—p. 17. 

Basal Metabolism of Oklahoma Men and Children. Olga Nalbandov, 
V. G. Heller, Evelyn Krause and Daisy I. Purdy, Stillwater, Okla.— 
p. 23. 

Vitamin Bey Deficiencies as Affected by Dietary Carbohydrate. Agnes 
Fay Morgan, Bessie B. Cook and Helen G. Davison, Berkeley, Calif.— 
p. 27. 

Etiology of Sebaceous Gland Atrophy in Rat in Avitaminosis. Susan 
Gower Smith, Durham, N. C.—p. 45. 

Riboflavin and Further Growth Essential in Tissues: Quantitative Dis- 
tribution and Influence of Food. E. V. Carlsson and H. C. Sherman, 
New York.—p. 57. 

Calcium Deficiency and Intestinal Stasis. Elizabeth Chant Robertson, 
Toronto.—p. 67. 

Body Composition as Factor Governing Basal Heat Production and 
Endogenous Nitrogen Excretion. U. S. Ashworth and G. R. Cowgill, 
New Haven, Conn.—p. 73. 

*Arrest of Nutritional Cataract by Use of Riboflavin. P. L. Day, W. J. 
Darby and K. W. Cosgrove, Little Rock, Ark.—p. 83. 

Influence of Sex on Iron Utilization in Rats. Mary Swartz Rose and 
Helen Jackson Hubbell, New York.—p. 91. 


Arrest of Nutritional Cataract by Use of Riboflavin. 
—Day and his associates gave young albino rats a diet deficient 
in flavin and examined their eyes at frequent intervals with the 
ophthalmoscope. Of sixteen control animals receiving the 
deficient diet without supplement, thirteen developed cataract at 
an average time of fifty-two days. The cataract proceeded to 
maturity in twelve of these rats, at an average time of sixty- 
seven days. The average survival was seventy-four days. 
Wien early cataractous changes were evident, twenty-five rats 
were given intramuscular injections of riboflavin in doses of 
120 micrograms twice a week. The animals rapidly increased 
in weight, new hair appeared on those rats with alopecia, and 
keratitis cleared up slowly. In eleven of these rats cataract 
Was arrested in both eyes. In each of six other rats the cataract 
Proceeded to maturity in one eye, but its progress was definitely 
arrested in the other eye. The cataract proceeded to maturity 
in both eyes of two rats. Six rats were found to have clear 
lenses in both eyes after the keratitis cleared up. It is thus 
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apparent that the progress of cataract development was arrested 
by riboflavin administration. in seventeen of nineteen animals 
exhibiting cataract. These data furnish additional evidence that 
flavin is the cataract-preventive vitamin. 


Kansas Medical Society Journal, Topeka 
39: 1-44 (jan.) 1938 
Effects of Benzedrine Sulfate Solution on Cycloplegia: Preliminary 
Report. L. S. Powell, Lawrence, and M. E. Hyde, Osawatomie.—p. 1. 
Malignant Hypertension. M. Snyder, Salina.—p. 4. 
Modern Drug Therapy. R. M. Isenberger, Kansas City.—p. 8. 
Uncontrollable Hemorrhage from Benign Prostatic Enlargement: Report 
of Case. W. M. Mills and O. R. Clark, Topeka.—p. 12. 
Pure Food and Drug Act. E. H. Rees, Emporia.—p. 13. 
Fractures of Lower Margin of Orbit: , Reduction and Visualization by 
X-Ray. A. C. Eitzen, Hillsboro.—p. 15. 


Medical Annals of District of Columbia, Washington 
7: 1-32 (Jan.) 1938 

Serum, Antitoxin and Drugs in Treatment of Meningococcic Meningitis. 
Sara E. Branham, Washington.—p. 1. 

Certain Phases of the Pharmacologic Properties of Sulfanilamide. E. K. 
Marshall Jr., Baltimore.—p. 5. 

Use of Sulfanilamide in Genito-Urinary Surgery: Clinical Observations 
and Results. F. A. Reuter, Washington.—p. 8. 

Morbid Anatomy of Bundle Branch Block: Review of Literature, Report 
of Sixteen Cases with Necropsy Examinations and Report of Six Cases 
with Detailed Histologic Study of Conduction System. W. M. Yater, 
Washington.—p. 10. 

Treatment of Gonorrheal Vulvovaginitis with Corbus-Ferry Filtrate: 
Results in Thirty-Six Cases. D. H.. Kushner, Washington.—p. 18. 
Facts and Fallacies of Hearing Tests. W. A. Wells, Washington.— 

p. 20. 


Radiology, Syracuse, N. Y. 
30: 1-146 (Jan.) 1938 

Rollin Howard Stevens: Anniversary Chronicle of His Useful Life. 
P. Brown, Boston.—p. 1. 

Role of Radiology in Medicine. Gésta Forssell, Stockholm, Sweden.— 
p. 12. 

Contribution to Pathology and Clinical Picture of Reticulum Cell Sarcoma. 
L. Edling, Lund, Sweden.—p. 19. 

Basic Principles for Successful Roentgen Therapy of Carcinoma. H. 
Wintz, Erlangen, Germany; transcription by H. A. Jarre, Detroit.— 
p. 35. 

*Giant Cell Tumors of the Spine: Reports of Three Cases. G. E. 
Richards and A. C. Singleton, Toronto.—p. 43. 

Trend in Radiotherapy of Cancer. F. C. Wood, New York.—p. 52. 

Method in Radiotherapy. A. U. Desjardins, Rochester, Minn.—p. 57. 

Studies on the Problem of Mitogenetic Radiation. O. Glasser and H. 
Barth, Cleveland.—p. 62. 

X-Ray Study in Relation to Mandibular Joint Syndrome. E. C. Ernst 
and J. B. Costen, St. Louis.—p. 68. 

Pathologic Reactions Within Anatomic Unit of Lung: Their Roentgen 
Portrayal, Classification and Diagnosis. W. W. Wasson, Denver.— 
p. 76. 

*Dermatoroentgen Therapy: Should the Comnion Dermatoses Be Treated 
with Filtered or Unfiltered Rays? C. K. Hasley, Detroit.—p. 84. 

Skin Reactions Caused by 1,000 Kilovolt and 200 Kilovolt Radiations. 
R. S. Stone, San Francisco.—p. 88. 

Tumors Involving the Skeleton. H. A. Jarre, Detroit.—p. 94. 

Temporal Bone Studies. E,. M. Shebesta, Detroit.—p. 110. 

Congenital Bone Dysplasia. S. Ford, Detroit.—p. 117. 

Relation of Roentgen Therapy to Treatment of Fibrosarcoma. H. P. 
Doub, Detroit.—p. 122. 


Giant Cell Tumors of the Spine.—The question of malig- 
nant variants of giant cell tumor of bone has been widely dis- 
cussed and pathologists are divided in opinion in this regard. 
Richards and Singleton point out that, theoretically, malignant 
giant cell tumor might occur as a primary tumor malignant 
from its inception or as a metaplasia from a simple benign giant 
cell tumor. Geschickter and Copeland refute this but Ewing 
and Stone and others concur in this opinion, so that, for pur- 
poses of treatment, malignant tumors of this type do occur. For 
practical purposes, whether they are microscopically malignant 
giant cell tumors or osteogenic sarcomas is of less moment as 
the response to treatment and the prognosis remain the same. 
In many cases there are unusual features in the clinical history, 
the location of the lesion or the age of the patient to mark 
them from the onset as unusual. . A careful -clinical history, 
taken in conjunction with a thorough and competent x-ray 
investigation, will differentiate benign from malignant tumors 
of the bone in at least 80 per cent of cases. The taking of biop- 
sies in such cases has been opposed by a number of patholo- 
gists because of the dangers of infection and the feeling that 
dividing the periosteum and cortical shell leads to earlier local 
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extension and generalized dissemination of the disease. Aspira- 
tion biopsy, as evolved by Martin and Ellis, probably reduces 
the dangers of biopsy, both real and theoretical, to a minimum. 
This method should prove to be satisfactory in giant cell tumors 
in which the cortical shell is thin. In tumors of the spine in 
which surgical excision is impossible, the practical value of 
biopsies is much less as conservative methods of treatment 
must be employed, regardless of the type of tumor present. 
The treatment of giant cell tumor of bone has shown progres- 
sive improvement with changing conceptions of the pathologic 
changes of this lesion. Since Pfahler in 1906 first treated a 
case of benign giant cell tumor of bone by x-rays, radiation 
therapy has been slowly gaining ground and has been given 
great impetus by the work of Herendeen, Pfahler and Parry, 
Peirce and others. The response of these tumors is usually. 
slow and is frequently preceded by a stage of lysis and apparent 
extension of the disease, to be followed by bone regeneration 
and repair. While controversy may continue as to the relative 
merits of surgical and radiation treatment of benign giant cell 
tumors of the long bones, there can be little question that radia- 
tion must be the method of choice when the disease affects the 
spine. é 

Dermatoroentgen Therapy.—Hasley contends that unfil- 
tered rays are being used too extensively in the treatment of 
common dermatoses. He advances three major reasons to sup- 
port the contention that filtered rays are indicated in preference 
to the unfiltered ones. 1. Dermatologists were rather reluctant 
to adopt the Coutard method of treatment for malignant con- 
ditions of the skin, as they were interested in cutaneous recovery 
and feared that permanent postradiation sequels might be 
extremely distressing. But now the Coutard method has beer 
used long enough so that an effective volume of data has been 
collected on cutaneous recovery and repair. The epidermolysis 
which follows the Coutard protracted fractionated treatment 
produces from a partial to a complete destruction of the epider- 
mal layers of the skin, leaving a dermal layer with its vascular 
and connective tissue elements relatively intact. Epidermal 
regeneration occurs through the growth of the basal layer at 
the edge of the treated areas and by islands of epithelium which 
remain in the hair follicles. A soft, pliable skin results. The 
cutaneous changes show little or no tendency to produce hard 
indurated fibrous tissue and, on recovery, relatively little change 
is noted in the vascular system of the skin. The fact that there 
is better cutaneous recovery following the Coutard technic than 
there is following the divided erythema or suberythema doses 
without filters forms one of the strong arguments for the use 
of filters. By this method a homogeneous or a monochromatic 
type of ray may be developed and used. 2. The changes effected 
in inflammatory tissue by filtered x-rays are another indication 
for the use of filtered radiation in treating the common derma- 
toses. The experiments of many roentgenologists indicate that 
small fractional doses given at short intervals are more effec- 
tive than larger doses at longer intervals. The x-ray effect is 
due, in part at least, to the roentgen susceptibility of the 
lymphocytes and the leukocytes. Only a small amount of irra- 
diation is needed to produce a destruction of the lymphocytes 
and in all probability an antibody is liberated on its destruction. 
Filtered doses permit repetition, if necessary, whereas the use 
of the unfiltered radion is limited. 3. The different radiations 
in like quantities and with like conditions produced different 
or unlike roentgen biologic effects. Consequently, it is con- 
cluded that a differential action was due to the quality of 
radiation and that a selectivity of radiation does exist. The 
differential action cannot be neglected in considering the prac- 
tical utility in radiation therapy. Unfiltered rays are being 
employed too extensively, as the selectivity of the ray is 
increased by using a higher kilovoltage and more filters. The 
trend in the treatment of infections as given by the roentgenolo- 
gist is in the direction of greater filtration and higher kilo- 
voltage. In certain dermatoses the pathologic changes are 
extremely superficial, being confined largely to the upper layers 
of the corium and to the epidermis. Filtered x-rays do pene- 
trate beyond the cutaneous pathologic changes, and one should 
not overlook the fact that the benefits of radiation therapy are 
both local and constitutional. It is better to err on the side of 
filtered radiation than to err on the side of overdosing with 
unfiltered rays. 
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An asterisk (*) before a title indicates that the article is abstracted 
below. Single case reports and trials of new drugs are usually omitted. 


British Medical Journal, London 
1: 105-156 (Jan, 15) 1938 

Lower Abdominal Pains of Cervical Origin: Their Genesis and Treat- 
ment. J. Young.—p. 105. 

Cultural Methods in Bacteriologic Diagnosis of Tuberculosis. C, A. 
Green.—p. 111. 

Treatment of Streptococcic Empyema with Intrapleural Sulfanilamide: 
Experimental Study in Rabbits. W. F. Nicholson.—p. 115. 

Primary Carcinomas of Stomach and Sigmoid Colon Occurring Simul- 
taneously. R. Maingot.—p. 118. 

Epidemic Dropsy: Note. J. V. Landor and C. D. Williams.—p. 119. 

Schick Relapse After Diphtheria. F. Pygott.—p. 120. 


Glasgow Medical Journal 
11: 1-52 (Jan.) 1938 
Survey of Virus Infections. C. E. van Rooyen and A. J. Rhodes.—p. 1. 


Journal of Pathology and Bacteriology, Edinburgh 

. 46: 1-220 (Jan.) 1938 

Rugose Variant of Vibrios. P. B. White.—p. 1. 

Canine Prostate in Relation to Normal and Abnormal Testicular Changes. 
S. Zuckerman and T. McKeown.—p. 7. 

Incidence of Various Serologic Types of Streptococcus Agalactiae in 
Herds of Cows in Great Britain. A. W. Stableforth.—p. 21. 

Classification of Staphylococci by Precipitation and Biologic Reactions. 
S. T. Cowan.—p. 31. 

Experimental Symmetrical Cortical Necrosis of Kidneys Produced by 
Staphylococcus Toxin: Study of Morbid Anatomy and Associated Cir- 
culatory and Biochemical Changes. S. De Navasquez.—p. 47. 

*Urinary Excretion of Pneumococcus Polysaccharide in Lobar Pneumonia. 
R. Cruickshank.—p. 67. 

Source of Fat in Experimentally Produced Fatty Degeneration of the 
Heart. J. H. Dible and W. W. Gerrard.—p. 77. 

Importance of Hydrogen Ion Concentration in Hemolysis by Lysins of 
Anaerobic Bacteria. L. E. Walbum.—p. 85. 

Toxicity of Some Methyl Derivatives of Benzene, with Especial Reference 
to Pseudocumene and Heavy Coal Tar Naphtha. G. R. Cameron, 
J. L. H. Paterson, G. S. W. de Saram and J. C. Thomas.—p. 95, 

Chorio-Allantoic Grafts of Liver. C. L. Oakley.—p. 109. 

*Use of Saponin in Blood Culture Mediums, with Especial Reference to 
Blood Cultures in Subacute Bacterial Endocarditis. S. D. Elliott.— 
p. 121. 

Gross Anatomy of Parathyroid Glands. J. R. Gilmour.—p. 133. 

Experimental Study of Pneumonia Following Aspiration of Oily Sub- 
stances: Lipoid Cell Pneumonia. J. L. H. Paterson.—p. 151. 

Infection of Mice with Brucella Abortus of Bovine Origin. N. J. 
Scorgie.—p. 165. : 

Starch-Fermenting Strains of Corynebacterium Diphtheriae in Newcastle 
on-Tyne: Serologic and Clinical Investigation. R. D. Stuart.—p. 173. 

Modification of Wilson and Blair’s Bismuth Medium Suitable for Both 
Typhoid and Paratyphoid Bacilli. F, Tabet.—p. 181. 


Pneumococcus Polysaccharide in Lobar Pneumonia.— 
Cruickshank points out that the specific polysaccharides of types 
I, If and III pneumococci are excreted in the urine of the 
majority of patients with lobar pneumonia due to these three 
types and may be demonstrated by a precipitation reaction. 
This urinary precipitation test has only a limited value as a 
method for the early serologic typing of lobar pneumonia, as the 
first specimen of urine examined was positive in only one fifth 
of the type I and one half of the type II infections. The detec- 
tion of the polysaccharide in the urine early in the infection has, 
however, a grave prognostic significance, since the mortality in 
such patients was around 40 per cent, whereas less than 2 per 
cent died whose urinary specimens were persistently negative. 
The pneumococcus spcific substance continues to be excreted 
in the urine during t'1e patient’s convalescence and in explana- 
tion of this phenomenon it is suggested that the polysaccharide 
as an antigen is gradually dissociated from the antibody and 
slowly excreted by the kidneys. 


Use of Saponin in Blood Culture Mediums.—During the 
investigation of a large series of blood cultures from patients 
immediately after the extraction of teeth it became apparent 
to Elliott that the culture technic employed gave less consistent 
results than might have been expected from the nature of the 
material investigated. The method used was a modification of 





that suggested by Wright. In searching for possible factors t0 . 
account for this failure, attention was directed toward the — 





cellular constituents of the blood culture medium. It was 
decided to compare with the original culture technic a met 
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in which the cellular constituents of the blood were lysed by 
means of saponin. Concentrations of 0.033 per cent of saponin, 
0.17 per cent of sodium citrate and 16.7 per cent of blood were 
used. Most of the experiments were done with one strain of 
Streptococcus viridans. The risk of phagocytosis occurring in 
blood cultures is avoided by lysing the blood cells. The nature 
of the diluent is of importance in determining the growth of 
organisms, sodium citrate broth being superior to distilled 
water in this respect. Saponin in a concentration of 0.033 per 
cent produces rapid lysis of both red and white cells in a 
citrate blood-broth mixture containing 16 per cent of blood and 
0.17 per cent of sodium citrate; lower concentrations of blood 
require less saponin to produce the same effect. Saponin has 
an additional advantage as a lytic agent in that it may be incor- 
porated in the broth to be used as a diluent before autoclaving. 
Using whole blood and saponin-lysed blood in parallel, strepto- 
cocci were recovered in twenty-seven whole blood samples and 
thirty-eight lysed blood samples out of a total of thirty-nine 
positive blood cultures from sixty-five patients following dental 
extractions. In two cases of subacute bacterial endocarditis a 
Streptococcus viridans grew in the saponin-lysed blood but 
failed to grow in the whole blood samples. In the third case 
a Streptococcus viridans was recovered which grew earlier in 
lysed than in whole blood, while in the fourth case, in which a 
Streptococcus faecalis was isolated, no advantage was gained by 
the use of saponin. 


Medical Journal of Australia, Sydney 
1: 1-46 (Jan. 1) 1938 
*Asthma in Children. D. L. Barlow.—p. 4. 
Incisional Hernia. A. E. Coates.—p. 7. 
Anterior Pituitary Gland and Carbohydrate Metabolism. Charlotte M. 

Anderson.—p. 11. 

Asthma in Children.— Barlow declares that the early 
attacks of asthma in children are not infrequently thought to 
be due to bronchitis. Examination of the blood and of nasal 
smears for eosinophilia will, as a rule, establish the nature 
of the trouble. Heredity is important from the point of view 
of etiology, but allergic manifestations are very common. The 
degree of susceptibility is an inherited characteristic. Actual 
sensitiveness to particular proteins is not commonly inherited. 
Twins may both become sensitized, but the allergens may be 
different. Environment has been rather underestimated as a 
factor in determining sensitization. In childhood the patient 
will often prove to be sensitive to food as well as to inhalant 
proteins, but only rarely are foods the main allergic factors. 
If the public were educated to realize that not only asthma 
but also the very prevalent so-called nasal catarrh are largely 
caused by atmospheric “dusts,” a reduction of the chief offend- 
ing articles would occur. Special attention should be given 
to mattresses and pillows, but padded quilts, cushions and 
upholstered articles of furniture all contribute to the atmos- 
pheric pollution unless special impervious fabrics are used for 
coverings. Breathing exercises and the inhalation of epi- 
nephrine hydrochloride are two items of general treatment. 
Breathing exercises are lately used more widely. The inha- 
lation of epinephrine hydrochloride spray from an atomizer 
employing a concentrated solution (such as 1:100 or 1:50) 
is most valuable in the relief of attacks, but it is important 
for the medical adviser to inspect the instrument used, to make 
sure that the spray it gives out is both fine enough and of 
sufficient volume. The elimination of allergens to which the 
patient responds should be thoroughly carried out as far as it 
is practicable. Desensitization is usually necessary, for com- 
pletely allergen-free conditions are not often obtainable. In 
some cases the elimination of a septic focus is required. If 
this proves to be the case, desensitization with this as well as 
with inhalant allergens should be undertaken. In a few chil- 
dren, vaccine therapy is needed to clear up an associated 
chronic bronchitis. The prognosis of asthma in children can 
be said to be quite good, provided the management is satis- 
factory. Failure to obtain results from desensitization usually 
means incomplete diagnosis, inefficient therapy or unsuitable 
general management. Exposure to ultraviolet radiation is a 
useful supplementary method of treatment in localities in which 
sunlight is scarce. Nonspecific protein therapy is capable of 
8iving considerable benefit in a limited number of cases. Senior 
medical students should have work in an allergy clinic. 
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Bull. de la Soc. Frang. de Dermat. et de Syph., Paris 
Dec. 1937 (No. 9). Pp. 1979-2237. Partial Index 


Treatment of White Spot Disease by Injections of Bismuth. M. A. 
Sézary.—p. 1981. 

Erythema Multiforme and Medullogram. H. Gougerot, B. Dreyfus and 
A. Varay.—p. 2036. 

Division of Principal Types of Angiomas. M. A. Touraine.—p. 2054. 

Three Observations of Electrogalvanic Leukoplakia, One of Them with 
Cancer. A. Touraine and A. Baudouin.—p. 2066. 

Agranulocytosis After Use of Para-Amino-Phenyl-Sulfamide in Anti- 
gonorrheal Treatment. <A. Touraine, P. Durel and A. Baudouin.— 
p. 2072. 

*New Method for Rapid Serodiagnosis of Syphilis: Reaction of Ide. R. 
Demanche and Mlle. Ségal.—p. 2101. 


New Method for Rapid Serodiagnosis of Syphilis: 
Reaction of Ide.—Demanche and Ségal direct attention to a 
new seroreaction for syphilis which was devised by the Ides 
of Tokyo, Japan. It is a simple method which can be used by 
the practitioner himself in a few minutes. Only a single drop 
of blood, which can be withdrawn from the finger tip or the 
ear lobe, is required for it. The technic used by the authors 
is essentially the same as that described by the Ides themselves 
in the Klinische Wochenschrift (15:973 [July 4] 1936; abstr. 
THE JouRNAL, Sept. 26, 1936, p. 1088) and in the Journal of 
Laboratory and Clinical Medicine (21:1190 [Aug.] 1936). 
Another abstract on this reaction, which was published in THE 
JourNnAL Jan. 30, 1937, page 428, was from a report by Manuel 
Quisumbing in the Journal of the Philippine Islands Medical 
Association (16:609 [Oct.] 1936). The latter two publications 
give colored illustrations of the appearance of the slides in 
positive and negative reactions. Demanche and Ségal state 
that the method can be used not only on a drop of blood but 
on blood serum, on cerebrospinal fluid and on vesicular exudates. 
They employed Ide’s test on 295 subjects, 226 of whom had 
treated or untreated syphilis in different stages; sixty-one had 
no signs of syphilis and in eight the diagnosis was doubtful. 
They compared the results obtained with Ide’s test with those 
of the reactions of Wassermann, Kahn and Meinicke (clarifica- 
tion). A tabular report indicates the outcome of these compari- 
sons. On the basis of their observations the authors reach the 
conclusion that Ide’s test is an original method which is tempt- 
ing by its simplicity and rapidity. However, it is less sensitive 
than the reactions of Wassermann, Kahn or Meinicke and it is 
especially less precise, because of the difficulty of reading it; 
the latter difficulty explains the high number of doubtful results. 
Ide’s test has the advantage that it furnishes an immediate 
indication, but this indication must always be controlled by the 
more exact classic methods for the serodiagnosis of syphilis. 


Journal de Médecine de Lyon 
19: 71-104 (Feb. 5) 1938 
*Radiculomedullary Compressions in Malignant Granulomatosis. J. Fro- 

ment, P. Croizat and R. Masson.—p. 71. 

Tuberculous Meningitis in Course of Primary Infection in Adults. J, 

Froment and J. Brun.—p. 89. 

Radiculomedullary Compression in Malignant Granu- 
lomatosis.—Froment and his associates point out that, in the 
course of the development of malignant granulomatosis, radiculo- 
medullary compressions without being frequent are far from 
being exceptional. It can be a question of compression by 
destruction of the vertebral body or of invasion of the epidural 
space through the intervertebral foramina or finally, in excep- 
tional cases, of invasion of the spinal cord. The compression 
alone, in three fourths of the cases, reaches the spinal cord at 
the level of the cervical and dorsal spine. The impairment of 
the cauda equina appears, on the other hand, the characteristic 
of multiple compressions with foci at different levels: these 
occur in one fourth of the cases. The radiculomedullary com- 
pressions by malignant granulomatosis present the characteristics 
of all medullary compressions but evolute with extreme rapidity. 
They develop as rapidly as those caused by Pott’s abscess or 
by spinal cancers, if not even more rapidly. What seems to 
characterize them especially, when the other signs of malig- 
nant granulomatosis do not yet draw attention, is besides the 
cervical adenopathy the habitual coexistence of a voluminous 
mediastinal adenopathy, which is revealed by thoracic roent- 
genography. Biopsy always gives the decisive confirmation of 
the diagnosis. This medullary compression, which is generally 
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a late complication, belongs to the domain of roentgenotherapy 
rather than to that of surgery. (high voltage roentgen therapy 
or teleroentgenotherapy). This treatment usually leads to 
regression of the complications, but it can only retard the 
development of the malignant granulomatosis, which soon 
becomes roentgen resistant and from then on follows its regular 
course. However, the reprieve obtained in this way may not 
be negligible; it lasted four years in the case that was the basis 
of this study. 


Policlinico, Rome 
45: 61-108 (Feb. 1) 1938. Medical Section 
*Action of Large Doses of Sodium Glycerophosphate on Electrolytic Equi- 
librium and Activity of Phosphatases in Blood Serum, M. Levi.— 

». 61. 

Kepilcation of Tensiometer to Search for Lipases in Blood Serum. 

Coppo and L. Marfori.—p. 86. 

*Relation Between Spleen and Resistance of Leukocytes. 

—p. 91, 

Action of Sodium Glycerophosphate on Electrolytes 
of Blood Serum.—Levi investigated the blood serum of per- 
sons suffering from chronic diseases of the joints, but whose 
blood chemistry was normal. He used normal persons for 
controls. Determinations of the electrolytes ahd of the phos- 
phatases in the blood serum were done before and during the 
first three to five hours that followed the administration of an 
intravenous injection of from 5 to 20 cc. of a 25 per cent solu- 
tion of sodidum glycerophosphate. The results were the same 
for persons in the two groups. The author concludes that 
large doses of sodium glycerophosphate, administered intrave- 
nously, rupture the equilibrium of the electrolytes in the blood 
serum. The inorganic phosphorus increases; calcium, potas- 
sium and magnesium diminish; the amount of total chlorides 
does not change, and the activity of the phosphatases is slightly 
inhibited. The ratio of calcium to phosphorus diminishes. The 
ratio of potassium to calcium increases or diminishes. The type 
and intensity of the modifications are proportional to the dose 
of sodium glycerophosphate injected. Variations in the electro- 
lytes are due partly to the action of sodium glycerophosphate 
and partly to the effect of repeated bleeding. Some electro- 
lytes and the phosphatases in the blood serum show periodic 
variations of decreasing intensity. The reaction takes place 
by a mechanism of adaptation of the electrolytes and their 
ratios to increased alkalinity of the blood serum and is transient. 
It is the natural reaction of the blood to increased alkalinity 
and not a specific reaction for sodium glycerophosphate. 

Relation Between Spleen and Resistance of Leuko- 
cytes.—D’Alessandro made determinations of the amount and 
resistance of the leukocytes before and after splenectomy in 
rabbits. He concludes that the spleen is an organ of defense 
against infections. The splenic tumor indicates increased 
activity of the spleen in capturing the leukocytes and diminish- 
ing their resistance to prepare them for the process of lysis. 
From the latter process, antibodies and ferments against the 
infection are produced. The fact that splenectomized patients 
or animals may resist infections as well as normal persons and 
animals is due to the presence of vicarious splenic-like functions 
by the reticulo-endothelial system. The spleen is also an organ 
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of importance in the development of immunity, probably by | 


the same mechanism of lowering the resistance of the leukocytes, 
increasing leukolysis and producing immunizing substances. 


Revista Médica de Rosario, Rosario de Santa Fe 
27: 1077-1166 (Nov.) 1937 
Abdominal Aortography. M. N. Vega and F. P. Cifarelli.—p. 1077. 
Cystoroentgenography in Diagnosis of Tumors of Bladder. M. Saenz.— 
p. 1086. 
Complications of Gonorrhea: 
Sara Bercoff.—p. 1098. 
Cosmetic Surgery of the Mouth (Cheilorthocaliplasty). 
Aguirre.—p. 1111. 

*How “Induced Retraction of Nipple” is Investigated. J. Benzadon.— 
p. 1132, 

Hepatobiliary-Pancreatic Ulcerous Syndrome. 
p. 1143. 


Inducing Diagnostic Retraction of Nipple.—The sign 
of induced retraction of the nipple for diagnosis of cancer of | 
the breast and of galactophoritis was described by Benzadon _ 
in the Revista médica de Rosario (27:188 [March] 1937; | 


Meningitis and Phlebitis of Femoral Vein. 
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retraction of the nipple, which takes on the aspect of a navel 
when an intraglandular tumor or inflammation is inwardly 
repelled with the fingers. The sign is of value in early diag- 
nosis of cancer of the breast and of galactophoritis and also in 
the differential diagnosis of the two conditions. A _ positive 
sign in the presence of .a painless tumor deeply located in the 
mammary gland and mobile shows cancer, whereas in the 
presence of a painful “inflammation it shows galactophoritis, 
which may be suppurative. He now emphasizes the importance 
of not mistaking the normal mammary gland for a tumor and 
not holding the nipple with the fingers during the maneuvers 
on the breast. The tumor (or inflammation) is taken between 
the index finger and the thumb, above or under the nipple 
according to its location, and gently repelled inward. If the 
tumor is near the nipple the repelling of it is done with only 
one finger. The sign was positive in more than forty cases 
of intraglandular cancer or galactophoritis previously reported 
by the author, in all of which the diagnosis was confirmed by 
an anatomopathologic study. In a new group of twenty-two 
cases the sign was positive in six cases of cancer of the breast 
and in six cases of galactophoritis. It was negative in all cases 
of extraglandular cancer and extraglandular tumors of the 
breast and paramastitis. 


Zentralblatt fiir Gynakologie, Leipzig 
62: 113-176 (Jan. 15) 1938 

Radiation Treatment in Benign Hemorrhages. V. Probst.—p. 147. 

Mechanism of Development of Metrorrhagia in Case of Pedicled Sub- 
mucous Myomas. E. Pelkonen.—p. 150. 

*Morphologic Studies on Inhibiting Action of Estrogenic Hormone on 
Mammary Glands of Lactating Rats. L. Herold.—p. 155. 

Inhibition of Lactation by Estrogenic Hormone. W. Lindemann.—p. 159. 

Problem of Pregnancy, Cystic Mole, Chorionepithelioma and Aschheim- 
Zondek Reaction. F. Isbruch.—p. 161. 

Noteworthy Manifestations of Abolished Ovarian Functions and Their 
Modification by Hormones. W. Rust.—p. 165. 

Histologic Demonstration of Effect of Percutaneously Administered Estro- 
genic Hormone in Kraurosis Vulvae. E. Tscherne.—p. 169. 


Inhibiting Action of Estrogen on Mammary Glands.— 
Herold describes the morphologic behavior of the mammary 
glands of lactating rats following treatment with estrogen. The 
administration of small doses of estrogen results in a partial 
inhibition of the secretion of milk. Large doses effect com- 
plete suppression of lactation, particularly if the large dose is 
administered immediately after delivery of the litter. This 
inhibiting action of estrogen is not limited to the time of treat- 
ment but persists after the treatment has ceased. The micro- 
scopic picture of the mammary gland of the lactating animals 
that have been treated with estrogen is characterized by closed 
glandular alveoli that are free from milk and have an epithelium- 
like covering and by the lack of secretory processes in the 
epithelial cells. 3 


Polska Gazeta Lekarska, Lwoéw 
17: 81-100 (Jan. 30) 1938 
Lymphocytic Meningitis. E. Artwifiski and A. Gradzinski—p. 81. 
Radium in Treatment of Gynecologic Diseases and in Benign Tumors of 

Genital Organs of Women. Z. Rychtowski.—p. 83. 

*Bradycardia Provoked by Morphine. W.: Tomaszewski.—p. 85. 
Gangrene of Sole of the Foot During Course of Idiopathic Erythema 

(M. Vaquez): Case. D. Rubinstein.—p. 86. 

Bradycardia Provoked by Morphine.—Tomaszewski says 
that it is a known fact that morphine slows the pulse rate but 
that the mechanism which causes bradycardia was not known 
until the present time. He made experiments on healthy rabbits 
and on rabbits in which one or two weeks before the experiment 
the pressoreceptor nerves had been removed. From these 
experiments he concludes that bradycardia is caused by a reflex 
action of the morphine on the vagus nerve center through the 
carotid sinus and the pressoreceptor nerves but not by direct 
action .on the vagus nerve center. The quantity of carbon 
dioxide in the arterial blood increases markedly under the 
influence of morphine because of its action on the respiratory 
center, while the quantity of oxygen or the oxidation of 
arterial blood is decreased. When extra large doses of mof- 
phine are given, the quantity of carbon dioxide in the bioo 
after first increasing immediately starts to decrease. 
phenomenon is difficult to explain and requires more 
mentation. 
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EXAMPLE OF SEVERE RICKETS IN A SUNNY cue 


Courtesy of E. H. Christopherson, M.D., San Diego, 
and of “California and. Western Medicine.” 


EST WE FORGET—we who are of the vitamin D era—severe rickets is not yet 
L eradicated, and moderate and mild rickets are still prevalent. Here is a 
white child, supposedly well fed, if judged by weight alone, a farm child 
apparently living out of doors a good deal. This boy was reared in a state 
having a latitude between 37° and 42°, where the average amount of fall and 
winter sunshine is equal to that in the major portion of the United States. And yet 
such stigmata of rickets as genu varum and the quadratic head are plain 
evidence that rickets does occur under these conditions. 


How much more likely, then, that rickets will develop among city-bred 


children who live under a smokepall for nearly half of each year. True, vita- 
min D is more or less routinely prescribed nowadays for infants. But is the 
antiricketic routinely administered in the home? Does the child refuse it? 
Is it given in an unstandardized form, purchased from a false sense of economy 
because the physician did not specify the kind? 

A uniformly potent source of vitamin D such as Oleum Percomorphum, 
administered regularly in proper dosage, can do more than protect against 
the gross visible deformities of rickets. It may prevent hidden but nonetheless 
serious malformations of the chest and the pelvis and will aid in promoting 
good dentition. Because the dosage is measured in drops, Oleum Percomor- 
phum is well taken and well tolerated by infants and growing children. 
Rigid bioassays assure a uniform potency—100 times the vitamins A and D 
content of cod liver oil*. Oleum Percomorphum, moreover, is a natural 
product in which the vitamins are in the same ratio as in cod liver oil*. 


*U.S.P. Minimum Standard 


MEAD JOHNSON & COMPANY, EVANSVILLE, 


Oleum Percomorphum offers not — 
less than 60,000 vitamin A units and 
8,500 vitamin D units (U.S.P.) per — 
gram. Supplied in 10 and 50 c. ¢& 
brown bottles, also in 10-drop 


- soluble gelatin capsules, each offer- 


ing not less than 13,300 vitamin A 
units and 1,850 vitamin D units, ee sf 
boxes of 25 and 100. es 





Ethically Marketed 


We purposefully selected 
for these products classic 
names which are unfamiliar 
to the laity, or at least not 
easy to popularize. No 
effort is made by us to 
““merchandise’’ them by 
means of public displays, 
or over the counter. The: 
are advertised only to the 
medical profession and ar 
supplied without < 
directions on label 
package inserts. 
are furnished only 
request of physicians. 








INDIANA, U. $e 





Please enclose professional card when requesting samples of Mead Johnson products to cooperate in preventing their reaching unauthori i 9 
tyke 











